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at|http  :  //books  .  google  .  com/ 


Journal  of  the  Franklin  Institute 


Franklin  Institute  (Philadelphia,  Pa 


mWQ 


■^•^■••f"" 


",>>HH'     I.   >'  'V       '»'JM 


?3oC.  .Atay  /rp'g?' 


SCIENCE 


r 


Digitft( 


d  by  Google 


Digitized  by 


Google 


Digitized  by 


Google 


Digitized  by 


Google 


Digitized  by  VjOOQ IC- 


.'  /  /- 

■  / 
The 

JOVRNAL 


OF  THE 


Franklin  Institute, 


rXTOTED  TO 


'^ixtxitt  Hitd  the  Pedtattic  girts. 


EDITED  BY 


PROF.  HENRY  MORTON,  Pn.l)., 

AbSISTEI>     BY     THE    COMMITTEE    ON    P  IJB  I.  ICZ  Ti  O  Kg. 


Vol.  l,XXXIX.-]¥o.  529. 

THIRD     SERIES. 

Vol   LIX.-JANUARY,  I870.-No.  I. 


PIIILADEIiPHIA: 
•UtV^TSIIED  BY  THE  FRANKLIN  INSTITl'TK  AT  TIIKIIC  HALL. 


1870. 


Digitized  by 


Google 


RhCKNTLY  PUBLISHED  BY 

^3  Murray  Street  and  27  Warren  Street^  New  York» 

IRON  TRUSS  BRIDGES  FOR  RAILROADS.  Methods  of  Calcnlating  Straiud,  with 
a  CoDipendium  of  the  most  prominent  Truss  Bridges,  and  new  Formulas  for  Bridge  Construction;  also, 

THE  ECONOMICAL  ANGLES  FOIl»  STRUTS  AND  TIES.  By  Col.  W.  E.  Merrill, 
U.  S.  £.    Illustrated  with  uiuo  lithographic  Drawings  of  Plans.    4to.'    Cloth,  $5  00. 

lrVEISBACII*S  MECHANICS.  A  Manual  of  thj  Mechanics  of  Engineering  and  of  the  Con- 
struction of  Machines.  Vol.  1.  Theoretical  Mechanic^),  with  au  Introduction  to  the  Calculus,  designed 
as  a  Text-Book  for  Technical  Scliools  and  Colleges,  and  fur  the  use  of  Engineers,  Architects,  etc.  By 
Julius  Weibbach,  Ph.D.  Translated  frum  the  fourth  augmented  and  Improved  Qerman  edition,  by 
Ki'klcy  B.  Coxe,  A.  M.,  Mining  Engineer.  8vo.,  1,100  pnges,  and  nearly  1,000  Woodcut  Illustrationt*. 
Cloth,  110.00. 

Tnnner's  Treatise  on  Roll  Turning  for  the  Manufacture  of  Iron.    By  Pctor 

Tunner.    Translated  and  adapted  by  John  B.  Pcarse,  of  the  Ponnsylvauia  Steel  Works;  with  numerous 
engravings  and  Woodcuts.    1  vol.,  folio,  of  Plates,  and  1  toI.,  8  to.,  Text.    Cloth,  $10.00. 

Lonif  and  Sbort  Span  Rallvray  Brldi^es.  By  John  A.  Roebling«  C.  £.  Illustrated  with 
16  largo  finely  execated  copper-plata  Engravings  of  Views  and  Plans,  together  with  an  engraved  Steel- 
plate  Portrait  of  tJie  late  John  A.  Roebiing.    1  vol.,  imperial  fi)lio.    Cloth,  $25.00. 

The  theory  of  the  parabolic  truss  is  set  forth  with  great  clearness,  and  without  (he  use  of  formulae,  and 
is  followed  by  details  of  arrangement  and  calcnlations  of  strains  for  spans  of  500  feet  and  of  000  feet. 

Engravings  on  a  liirge  scale,  and  of  the  highest  ezcellenro,  exhibit  the  structure  as  a  whole  In  the  most 
impressive  manner;  to  which  are  added  the  details,  on  a  larger  scale  of  combination  and  dimensions,  and 
tabular  statements,  with  woights  and  estimates  of  cost  of  construction. 

In  the  work*a  large  amount  of  engineering  infurmatiun  is  given  in  a  moist  complete  and  practical 


Trautwine's  Engineering  Works. 


Now  Editions  of  FIELD  PRACTICE    FOR  LAYING   OUT 
CURVES  FOR  RAILROADS, 


ALSO 


NEW  SYSTEM  OF  CALCULATING  CONTENTS  OF  EXCAVA. 
TIONS  AND  EMBANKMENTS  BY  MEANS  OF  DIAGRAMS) 

By  J.  0.  TRAUTWINE,  Civ.  Eng. 

The  above  works  have  large  and  important  additions  not  containe( 
in  the  former  editions.     In  the  latter  work  will  be  found  rules  fon 
calculating  Earth  and  Rock  excavations,  with  ready  calculated  tabled 
of  the  same.  Price  of  each  book,  $3.00.  ^       j 

Published  and  for  sale  by  ,' \    \l 

WILLIAM  HAMILTON,  vV 

Hall  of  the  FranJclin  Tnstituie^  Philadelphia^  Pa 
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I  HUNTOON  GOVERNOR. 

By  its  use  we  Guarantee 

Unvarying  Spbbd,  Increased  Power,  or  DiREcr 

Saving  in  Fuel. 
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This  G6vemor  is  now  in  use  on  hundreds  of  Engines,  and 
tht  principle  of  its  construction  is  such  that  we  can  warrant 
them  successful  operation,  even  where  the  best  adjusted  BALL 
GOVERNORS  may  have  failed 

In  asserdng  the  above  we  are  upheld  by  the  best  mechan- 
icaJ  talent  in  the  country.  ^ 

R.  K.  Huntoon,  J 

J.  Augustus  Lynch,      ^  Proprietors, 
and  others,    J 

103  State  Street,  Boston. 


JtifiriMC^s/urnisbiJ/rom  Parties  in  evtry  line  0/ manufacturing  tusimse. 
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LoifQ  Span  Railway  Bridqes,  Iron  Roofs,  Fire  Proof  Buildings,  and 
other  important  Engineering  or  Architectural  Works  designed,  and  their  erection 
superintended. 

Office:  426. Walnut  Street,  Philadelphia.     ^ 


Office  and  Works,  gth  Ward,  Pittsburg. 

J.  H.  LINVILLE,  Pres.  426  Walnut  St.,  Phlla, 


Contractors  and  Builders  of  Iron  and  Wooden  Bridges,  PiTot  Bridges,  Iron 
Boof  TnuBOB,  Tarn-Tables,  Ac  Have-  the  sole  use  of  the  original  **  Linville  & 
Piper"  Patent «« Weldless  Cord  Links,"  «  Wrought  Iron  Oylindrical  Posts,"  and 
**  OoQipression  Beams  "  now  specified  for  all  important  bridges. . 

Miller  &  Allen, 

mnhtxsy  ^n%imtx0, 

MACHINISTS  AND  BOILER  MAKERS, 

eNBSTSR,  P6NNA. 

MANUFACTURERS  OF 

CX)RLISS'  STEAM  ENGINES 


ALSO, 


Marine,  River  and  Stationary  Steam  Engines, 

AND  MACHINERY  GENERALLY. 

MSLUB.  ALONZO  AUXM, 
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HARRISON  STEAM  BOILER. 


Uinow  PuoAm  KKriNKRT. 
ChATlMtowD,  Maos  Janiury  *il,  IWO. 
Hr  .I08KPH  HAiuueoir,  Jr. 

8ir:— In  my  last  commnnicMtfon  to  you  in  regard  to  jonr  fix  flftj-hone  poww  gtmm  Urilen,  I  i>n»* 
mlwd  to  Rive  yon,  at  a  ftitnro  tim^  the  exact  amount  of  saring  In  ftieU 

I  am  pleaned  to  be  able  to  do  eo  now,  at  I  kept  a  rery  eloeo  and  aocarate  toooant  of  the  ftial  need  Irun 
December.  1807,  to  December,  1868,  to  oompara  your  boilera  with  tba  old  onea,  which  wo  took  oat  in  S**!*- 
tember,  1867. 

The  amount  of  raw  mf^  wo  refined  doring  that  tine  waa  larger  than  erer  belbra.  Tho  ateam  prea^n  r<- 
waa  aiwaya  kept  orer  fifty  pound*,  and  we  .were  therefore  enabled  to  do  more  work  In  a  ahorter  time  m;.,u 
the  aame  machinery  and  apparatui  than  with  our  old  fteam  boilers,  in  which  the  prearare,  at  tlmea,  cunta 
not  be  kept  up  higher  than  twenty  to  thirty  pounda. 
The  actual  earing  in  fuel,  during  thia  time,  waa  ono  thootand  and  feTenty-ono  tona  of  ooaL 

Youri  truly, 

OUSTATUS  JASPBR,8np«rlntend«tnt. 


Worcoitar,  Maw,  f ehruary  1, 1800. 
JosiPB  Haudok,  Jr. 

Dear  Sir:— After  using  one  of  yonr  thfrty-one  horse  power  bollert  stztaeo  months.  It  glres  me  grvat 
pleasure  to  say  that  it  has  prored.  In  every  particular,  antirely  aatisfeotorr.  I  hara  had  many  opportuni- 
tiea  to  recommend  It,  which  I  haTo  done  with  pleasursw  For  economy  in  rael,  it  excels  all  boilers  In  oae. 
I  can  raise  steam  In  ahorter  tima  than  In  anr  boiler  I  haTa  arer  seen ;  and  waold  oheerfhlly  recommand  it 
as  the  cheapeat,  aaftat,  and  moat  economical  bollar  eTsr  in  nsa. 

Vary  respectftilly  yours,  

A.  N.  WHniiBR. 


Omai  or  na  Giaxiti  Sr ah  Utajj, 

Mawport,  N.  H.,  Vebmaiy  1, 1880. 
JooFH  Harrison,  Jr.,  Esq. 

D««r  Sir :— Tours  of  January  0th,  asking  our  opinion  of  tba  Harrison  Boflor,  Is  at  hand.  Wa  hara 
bad  your  boiler  In  use  flnarn  months,  and  It  girea  us  perfect  satialketion  In  oulcknass  of  raising 
steam,  and  the  eheapneaa  of  running  it,  as  compared  with  the  old-fhshioned  boilers.  Our  boiler  doao  not 
yet  leak  a  drop,  ana  we  do  not  believe  It  erer  will;  and  last,  though  not  least,  our  workman  about  it  do 
not  IM  obllgeid  to  get  their  llyea  insured.  Tours  truly, 

OOFUN  A  NOUSSB. 


Conoonly  N.  H.,  Vshraacy  8^  18M. 
Jof xra  Harrxsov,  Jr^  Philadelphia,  Pa. 

Dear  Sir :— Tour  fhror  of  January  0th  cama  duly  to  hand.  Tha  0^  borsa  powar  boll««  fPhioh  wa 
had  of  yon  in  October,  has,  fmoro  the  time  we  commenced  its  use.  until  now.  giran  perlbct  satisfketion,  and 
we  can  see  no  reason  why  it  shoifld  not  oontlnne  to  do  so.  It  is  the  only  boiler  (and  wa  hare  laad  aTariaty  o# 
kinds,)  that  suited  us  fh>m  the  first.  We  aava  fuel,  are  troubled  with  no  leakage,  and  fnl  salb  in  naing 
it    Wa  can  only  aay  that  it  meeU  mora  than  our  expectations.  Truly  yours, 

ABBOT,DOWNINaA00. 
Por  prlco-Ust  and  illnstrmted  drcnlar,  apply  to 

JOSEPH   HARRISON, 

Qrmy'g  F9rr^  Soad,  FMUtdtipMm. 
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MERRICK  tb  SONS 

SOUTSWAEE  f  OITHBEY, 

PHILADELPHIA, 

Sleai9i-lZ!ri0rine9 — For  land  or  marine  service;  horizontal,  beam  or  Tertical. 

Oscillators  of  sizes  ranging  as  follows :  8x10;   10  x  12 ; 

14x14;  18x12. 
Sols  MiLKurACtVRKRS  ix  Philadklpbia  axd  vicuriTT, 

OF  WRIGHT'S  PATENT  VAKIABLB  CUT-OFF 

SN6INB,  th«  best  yet  introduced. 
BoUe9'3 — Qylinder,  flue  and  tabular. 

Sieam-'Hammers,  of  Nasmyth  or  Davy  styles,  with  the  most  recent  improve- 
ments, and  of  all  sizes. 

StrahuM^s  Drill  Grinding  Best,  and  Twist  Drill-Holder. 

Castinga — Loam,  dry  and  green  sand,  brass,  &t. 

BoofB — Iron  frames  for  covering  with  slate  or  iron — neat,  durable  and  economical. 

Gas^Holders  of  every  description.  BuiUUrt  of  Holders  for  th$  Philadelphia 
Gas  Worksy  of  100  arid  UOfeet  diameter. 

Tani^s  of  every  form,  for  sugar  estates,  refineries,  oil,  &c. 

Gas  Machinery  of  every  description,  including  Rotorts,  Bench-castings, 
Holders  and  Frames,  Purifiers,  Coke  and  Charcoal 
Barrows,  Gas-Yalves,  Governors,  Hoisting  Machines, 

&C. 

Manufacturers  for  the  American  Meter  Company  of  their 

Patent  Dry  Centre  Valve  for  changing  purifion. 
BarioC 9  Patent  Wrought  Iron  Retort-lid<--durable,  ligbi  and 
cheap. 
Smgar  Maciiineryf  such  as  Vacuum  Pans  and  Pumps,  Defecators,  Bone-Black 
aud  Bag  Filters,  Bone-Black  Burners,  Washers  and 
Elevators,  Hydraulic  Elevators,  Sugar  and  Bone-Black 
Cars,  Strike  Heaters,  Open  Steam'  Trains,  &c      ^ 
OUue  j*  BartoVe  improvement  on  Aspinwall  &  Woolsey'i 

Centrifugal  Sugar-Draining  Machifies. 
N,  RiUieux*»  Patent  Sugar-Boiling  Apparatus,  applicable 
to  Beet-Root  and  Cane  Sugar. 
T.  ik>le  manniacturen  in  the  United    States  of   Weston e 

Patent  Self-centering,  Self-balancing  Centrifugal  Sugar 
Draining  Machine^ 


Haviag  liad  twenty  yean  experience  in  the  manufacture  of  Sugar  Machinery 
for  Gnba,  Sooth  Amerfca  and  the  United  States,  they  are  prepared  to  contract  for 
the  design  and  erection  of  apparatus  for  making  Sugar  fiy>m  Beet-Root  or  Cane* 
snd  for  reflneries  for  either  Sugar  or  Molasses. 

They  are  also  in  possession  of  plans  of  the  most  recent  improvements  in 
ntchinery  naed  in  Franee  tod  Germany  in  the  manufacture  of  Beet-Root  Sugar. 
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FRANKLESr  S.  MXLES, 

Wo.   205    Quarry   Sfroof, 

SCREWS  OF  BRASS,  ffiON,  STEEL  AM)  GERMAN  SILVER, 

TBUSS  BUTTONS,  SET  SCEEWS  and  CHANGE  WHEEI. 

PINS  and  ROLLEES  for  Sewing  Machines, 

Etc.,  etc,  etc 


AU  SCBEWa  made  to  order  from  Samples  fumtahed, 

Jaly,12m. 

R.  D.  O.  SMITH, 

80UCIT0B  OF 

AMERICAN  AND  FOREIGN  PATENTS, 


401   SSr\7-3EIZi3TFSC   SVZUBXnD, 

DlrMtlyoppottla  Eastern  Entranoe  to  the  Patent  OiBofl^ 


BuBinest  of  any  deeoription  relating  to  Patents  will  receWe  prompt  and 
thorough  attention.    All  letters  of  enquiry,  encioung  stamp,  answered  without  • 
charge. 

Referenoes  in  any  part  of  the  oonntry  furnished  when  desired. 

i 


ELECTRO  MAGNETIC 

Magneto-Electric  Machines, 

AND 

Galvanic  Batteries,  . 
MANUFACTURED  BY  J.  NEFF, 

622  Cherry  Street,  Philadelphia,  Penna. 
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FOUNDED  1810. 


Chrittdstones  for  Hacbine  Slhops 

In  Cast  Iron  Boxes,  or  Wooden  Frames, 

IIF  HEW  CASTLEjlNOVAISGOTIA,  OR  OHIO  OBIT. 


With  self-adjuBting  Plates,  Clamp  Boxes,  and  Pullies  made  to  order. 

Saw,  Edge  Tool  and  Nail  Makers,  or  File  Grinders  can  ob- 
tain any  size  or  grit,  by  sending  a  ^  oz.  sample  by 
mail.    Send  for  descriptive  pamphlet, 


FACTORY,  602,  604  and  606  Beacta  Street,  above  Greeu. 

I E.  MITCHELL,  Importer,  810  York  At.,  Pbiliif 

TiefiRDS  Q)W  mww^%w^Q> 

IN  THB 

FRNKKLIN   INSTITUE  JOURNAL. 

Which,  having  a  very  general  oircnlation  among  those  interested  in 
mechanical  processes,  is  a  valuable  advertising  medium  to  those  en* 
^ged  in  such  business. 


ONETEAB.  SUKOITTHS        THESE  KOVTHS, 

One  page $60..; ..|32 $18 

Half  page 16 18 U 

Quarter  page 18 14 10 

One  page  1  No.  $10,  ^  page,  $6.  i  page,  $4. 
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CIRARP  TUBE  WORKS. 

JOHN  H.  MURPHY  &  BROS. 

WORKS,  TWBNTT-TBZRD  and  FXZiBBHT  8TRBBT8. 

OtBob  and  Warahoiue,  No.  42  N.  FUth  Street^ 

PHILADELPHIA. 

niiiT  mn  mini  nm  run  ui  cjutuqi 

With  ICAllaaUe  and  Cast  Iron  Fittings  to  suit  the  game,  for  Steam,  Gas,  Water 
and  other  parpoMB ;  Qas  and  Steam-Fitters'  Tools,  Brass  Work,  &c   Agents  of  the 

•*  GUNPOWDER  COPPER  WORKS/' 

Braaers'  and  Sheathing  Sheets  on  hand.    Pattern  Sheets  rolled  to  order.  . 

STEPHEN  USTICK, 

PATENT  ATTORNEY, 

Office,  108  S.  Fourth  Street,  Philadelphia. 


All  badiMM  Mktiaf  to  proouiiig 

'   JLSittiloaa  and  ffeieiia  Fateats» 

Including 

Appeals,  Bejected  AppUoations,  Intexfeience  Cases, 
He-issues  and  Extensions, 

WiKOUTKJy  WITH  OARE  AND  DISPATOH. 


I^Tha  Patent  01Bo^  at  WMhlngton,  Tisited  fraqnentlj. 


TQ01IA8  HART.  WIXIIAM  R.  BOCK* 


HART   &   BUCK, 

MAVvTACTtnuaa  of 

WROOaHT  IRON  AND  aALVANIZED  TUBES 

GAS,  STEAM,  WATER  OR  OIL. 
IQalUabU  atib  Cost  Iron  itttmga,  Bmas  iJDork; 

GA8  and  STEAM'-FITTEBS^  TOOLS,  Ac 

OIBoe  and  Warahnniui.  Woa.  7  ft  t  Nortb  Fiftb  Strett,  PbUadalpbla. 
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924  Chestnut  Street,  JPhUadelphia, 

MAJSTJJJiCrUBXRB  AND  IMP0BTXB8  OF 

SUEYETnrO  COXPASSES,  UXOIKEEBSF  8TAIIQHEB7, 

Spectacles,  Microscopes,  Opera  Glasses,  Spy  Glasses,  Lenses, 

ElECTRTGAL  lACHINES  WITH  PSOF.-B.  E.  ROGERS'  CONDENSERS, 

PHILOSOPHICAL  INSTRXnkCENTS  AND    SCHOOL  APPARATUS 


tOrJEach  of  the  fSoIlowiog  parts  of  our  priced  and  illofltrated  Oatalogne  sent  Ic 
any  addreiB,  free  of  charge : 

Part  1. — ^Mathematical  Instniments. 

Part  2.— Optical  Ingtruments. 

Fart  8. — Stereoscopticans  and  Magic  Lan terns. 

Part  4.— Philosophical  InstrR»sr.V 
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Google 


ESTABLISHED  1851. 


J.  EEY1!T0LDS  &  SON, 

N.  W.  Ck>r.  Thirteenth  and  Filbert  Streets, 

PJHIX&AnElbPJHIXA,   PA., 

SOLE  MANUFACTURERS  OF  THE  CELEBRATED 

WROUGHT  IRON  AIR-TZGBT 
Vitb  Titent  Dnsl^reeii,  Grate-Bar  Rests 


A1XJ> 


'VROUGHT  IRON  RADIATOR. 


This  ctt  represent  our  Heater  wi&"  the  Patent  Wrought  Iron  Radiator 
&t^ohed.  It  is  m^ie  of  h,eavy  iron,  well  riveted  together,  and  is  permanently 
attached  to  the  Heater ;  openings  for  cleaoiDg  from  the  outside  of  brick  chamber 
ure  provi^^  so  thjftt  ii  cftfi  ]to  done  at  tar;  ue  by  any  person.  Our  Heater  has 
cndoubte^  and  dmd*i  adr^tages  ew$s  WfJ  other  Heating  Apparatus  now 
)ffdred  for  lale,  espoouJly  l32  burning  Stesat^ous  Goal. 

We  desiir^  to  cafl  ttio  attention  of  tho8«  U  "SAnt  of  Cooking  Apparatus  to 

OUR  OWN  GBLEBRATSS  SINGES  (three  sizes). 

HARRISON'S  IMPROVED  EUROKIIN  RANGES  (thirty  siises). 

IMPROVED  FONCH  RANGilS  AND  BROILERS 

For  Hotels,  Restaorants,  Sco. 

And  OUR  PATESSTT  FLAT-TOP  HEATING  RANGE.         -' 

LATROBS  HEATERS,  SLATE  MANTELS, 

LOW-DOWN  GRA^^S,  PORTABLE  HEATERS, 

REGISTEIB,  VENTILATORS,  &o.,  &a 

I^Send  for  #  ^  of  our  Illustrated  Pamphlets.'^M[ 
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BABCOCK  &   WILCOX'S 


P^TEISTT 


t»ti0Mt|  S^^^^-^npn^ 


These  Engines  are  fitted  with  Flat  Slide  Valves,  having  a  constant 
THROW  under  all  circumstaRces ;  an 

iVTOllATK  CUT-OFF, 

« 

operated  through  the  Governor  by  the  direct  action  of  the  steam,  to 
suppress  the  steam  at  any  desired  point  in  the  stroke,  and  our 

PARALLEL  ISOCHRONAL  G0Y£R1I0R, 

which  gives  the  same  speed  under  all  conditions  of  load  and  pressure  of 
steam.     They  are  unequalled  for 

Economy  of  Fuel^  Regularity  of  Speedy  Simplicity  of  Mechanism. 


BUBCOCI  &  WUCOn  PATENf  TUBUIOUS  BOIIER 

IS  SUPERIOR  TO  AXL  OTHERS  IX 

Eeonomy,  Efficiency,  Dnrability  and  Safety, 
BABCOCK,  WILCOX  &  CO., 

44:  Cartlandt  St.,  New  York. 
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SEAHLESS  DRAWN  BSASS  TUBES 


SEftMLESS  DRAWN  COPPER  TUBES, 


FOK 


Locomotive,  Marine  &  Stationary 
BOILERS, 

MANtJFACTUBED  BY  AMERICAN  TUBE  W0BE8, 


ALSO, 

HEATER  TUBES,  PAPER  ROLLS, 

WORMS  FOR  STILLS,  BILGE  PIPES, 

HAND-RAILS,  STEAM  PIPES, 

PUMP  CHAMBERS,  CONDENSERS, 

FEED  PIPES,  PUMP  RAMS, 

SAND  PIPES,  PRINTERS'  ROLLS, 
BRASS  TUBES  FOR  PLUMBING  &  OTHER  PURPOSES. 


Office,  103  State  Street,  Boston, 

JOSEPH  H.  COTTON,  Treasurer. 

Xew  York  Office,  69  Wall  Street, 

W.  H.  BAILEY.  AaenL 
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PAPER  MANUFACTURERS 


AND  AGENTS  Of  THE 


OmCES  AND  WAREHOUSES: 
No.    27    NORTH  SIXTH    STREET,    PHILADELPHIA, 

AND 

No.  128  WILLIAM  STREET,  NEW  YORE. 

H«TO  OB  hand  and  make  to  order,  at  short  noUoa^ 

ALL  QUALtTIES  AHD  UZBI. 

M:A.l>3riLLA.      PA.PEltS. 

IMPORTERS  OF  CHEMICALS  AND  FELTIRGS, 


or  ETBBT  OBaOBIFTIOir. 

Cash  Market  Prices  Paid  fbr  all  kinds  of  Paper  Stock. 
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THE  subscriber  would  respectfully  inform  bis  friends  and  the  public,  tbat  be 
continues  to  give  instruction  in  MACHINE,  ARCHITECTURAL.  TOPO- 
GRAPHICAL and  LANDSCAPE  DRAWING,  and  PAINTING  in  OIL  and 
WATER  COLORS.  Day  and  Evening  Classes  at  the  office,  and  instructions 
given  in  Schools  and  Families.  Drawings  for  Patents  correctly  made  and  De- 
signs furnished. 

WM.  B.  KERN, 

No.  229  North  Tenth  Street. 


FBOUFTNESS I  GOOD  ¥OBE  I         SEASONABLS  SATES ! 

Full  tfiformation  In  regard  to  PATENTS  sent  firee  to  any  address. 
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MACHINE  BELTING 


€s^am@  @i^@t&@m 


ESTABLISHED  1867. 


MAHtTFAOTOKERS  CEASE'S  PATENT 

rAfll  MlTIi[, 

Which,  for  mechanical  exactness,  in  running,  economy  of  time  and  labor 
in  case  of  large  belts,  and  durability,  is  considered  superior  to  any  other 
style  of  belting  in  the  market. 


FORTY  PER  CENT.  CHEAPER  THAN  REST  LEATHER, 
AND  NO  STRETCH. 

With  each  belt  we  send  WILSON'S  PATENT  BELT  HOOKS, 
'    for  which  we  are  sole  agents. 


JAPANESE  MILLS, 

WESIFIEUI,  MASS. 
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f  AlBMOnUT  MAOSINE  WOEK8-¥ood  Street,  above  Twenty-Firrt  Street- 
POWEB  LOOK  WOBES-Ooraer  of  Eanulton  and  Twenty-First  Street!. 

PHILADELPHIA,  PA. 


MANUf  AGTUBKR  OV 


<? 


Spooling,  Windingi  Beamingi  Djtmg  and  Siang  Ifaolimefli 
Plani  taken,  and  Factories  fitted  out  eomplete  with 

SHJBLFTUffG  Ann)  GEARING^ 

PULLEYS,    COUPLINGS    AND    SELF-OILING   HANGERS 

ADJUSTABLE  or  BIGID  BEARINGS,  always  on  hand. 

MACHINE  and  FOUNDRY  WORK  in 

all  its  branches. 


tXE3Xt:0  7SX>Tt  XiXST   OF  TPTJJJZ^Erxa,  Ao. 


M^>Uli 
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ITEMS  AND  NOVELTIES. 

The  Louisville  Bridge. — In  our  October  number  we  gave  a 
brief  description  of  the  character  and  progress  of  the  bridge  in 
course  of  construction  over  the  Ohio  Eiver,  at  Louisville,  Ky., 
and  stated  that,  in  all  probability,  it  would  be  ready  for  the  passage 
of  trains  during  the  month  of  November.  We  are  sorry  to  learn 
that  the  progress  of  this  work  has  been  greatly  retarded  by  the 
extremely  bad  weather  of  October  and  November,  and  that  its 
completion  has  been  materially  delayed  by  an  unforseen  accident, 
by  which  the  falsework  for  erecting  the  last  span  was  lost.  The 
masonry  was  completed  in  the  latter  part  of  November,  and  on  the 
1st  of  December  all  the  spans  were  in  place  except  one  of  245*5 
feet,  adjoining  the  400  feet  span  over  the  Indiana  Channel.  The 
falsework  for  this  last  span  had  been  raised,  and  everything  was 
Vol.  LIX.— Third  Skrim.— No.  1.— January,  1870.  1 


Digitized  by 


Google 


4  Editoriah 

ready  to  commence  putting  on  the  iron  of  the  super-structure.  At 
this  time  reports  were  received  that  the  river  was  rising  all  the  way 
from  Louisville  to  Pittsburg.  As  it  was  impossible  to  secure  the 
iron  work  before  the  water  would  reach  its  highest  point,  it  was 
thought  advisable  to  suspend  the  putting  on  of  iron,  weight  the 
falsework  with  stone  and  Wait  the  action  of  the  water  and  drift  for 
a  few  days.  On  the  morning  of  the  5th  a  light  salt  boat  was  blown 
from  her  course  and  lodged  against  the  trestles,  knocking  a  por- 
tion of  the  foundations  from  two ;  the  water  was  now  at  its  highest 
stage,  and  the  officers  of  the  Bridge  Company  were  congratulating 
themselves  on  the  prospect  of  being  able  to  repair  this  slight 
damage  as  soon  as  the  water  fell  a  little,  and  go  on  with  the  work : 
all  these  anticipations  were  turned  to  disappointment,  for  on  the 
morning  of  December  7th,  a  steamboat  with  a  tow  of  barges,  started 
over  the  falls  in  the  fog,  missed  the  channel,  struck  the  falsework, 
and  knocked  it  down ;  the  trestles  carried  with  them  the  cribs  on 
which  they  were  supported,  leaving  a  clear  gap  of  245*5  feet  width, 
at  the  bottom  of  which  was  an  almost  irresistible  body  of  water 
having  a  velocity  of  16  miles  per  hour  and  a  depth  of  16  feet. 

The  400  feet  span  was  swung  on  its  pier  bearings  November  2T, 
barely  escaping  the  dangers  of  this  flood ;  the  top  falsework  of 
this  span  was  taken  down  and  sent  on  shore,  while  the  bottom  con- 
sisting of  five  large  towers  was  pulled  over  into  the  river  and 
allowed  to  float  away,  it  being  of  great  importance  to  open  the 
channel  to  navigation  with  the  least  possible  delay. 

This  is  the  longest  iron  truss  yet  erected  in  America,  and  with 
the  370  feet  span  over  the  middle  channel  constitutes  an  array  of 
constructive  details  of  great  interest  to  all  interested  in  bridge 
construction. 

These  channel  spans  are  of  the  *'  triangular  plan  "  as  arranged 
by  Mr.  Fink,  and  in  vertical  position  are  "over-grade"  or 
"  through  "  having  a  clearance  above  low  water  line  of  90  feet  in 
the  middle,  and  96J  feet  in  the  Indiana  Channel,  each  span  consists 
of  four  trusses  46  feet  deep,  each  complete  in  itself,  arranged  two 
on  either  side  of  the  roadway.  The  distance  between  centres  of  the 
trusses  forming  the  pairs  is  34  inches  in  the  370  feet  span  and  41 
inches  in  the  400  feet.  The  distances  from  the  dividing  lines  of 
these  pairs  of  trusses  transversely  are  respectively  25  feet  and  26 
feet  7  inches,  the  flooring  being  supported  on  trussed  12  inch  beams 
at  intervals,  longitudinally,  of  15  feet  4  inches  in  370  feet  and  14 
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feet  3  inches  in  400  feet  span,  clear  width  of  roadway  20  feet  6 
inches. 

Each  truss  was  swung  on  its  pier  supports  independent  of  the 
others,  the  object  being  to  avoid  undue  strain  from  any  irregular- 
ity there  might  be  in  workmanship,  by  allowing  each  truss  to  take 
its  natural  curve ;  happily  no  perceptible  diflerence  was  found  in 
the  four  curves  of  either  span,  and  in  both,  the  trusses  were  bolted 
to  each  other,  without  chipping  or  reaming  of  the  bolt  holes,  each 
span  has  a  cambre  at  the  centre  of  4  inches ;  they  give  entire  sat- 
isfaction to  their  engineers,  Messrs.  Albert  Fink  and  F.W.Vaugham, 
and  are  admired  for  their  lightness  and  simplicity  by  all  who  have 
examined  them.  Since  the  accident  the  engineers  have  been  reso- 
lutely at  work  repairing  damages,  the  frequent  rises  and  disagree- 
able weather  of  this  time  of  year  prevent  such  rapid  progress  as 
might  be  expected  in  summer.  The  plan  for  the  new  falsework  is 
such  as  to  do  away  with  the  difficult  work  of  sinking  cribs  in  the 
swift  water  as  far  as  practicable;  one  crib  14  feet  wide  and  50  feet 
long  has  been  sunk  in  the  middle  of  the  space,  on  this  crib  three 
trestles  will  be  erected,  one  vertical  and  one  leaning  towards  either 
pier,  supported  on  each  pier  will  be  erected  a  trestle  leaning  to- 
wards one  on  the  centre  crib.  These  trestles  will  be  leaned  so  as  to 
be  connected  by  a  fifty  feet  truss  on  top,  forming  a  huge  straining 
beam  of  122  feet  9  inches  span. 

It  is  confidently  hoped  that  this  last  span  will  be  in  place  by 
the  1st  of  February  1870. 

Powerful  Turbines. — A  correspondent  of  the  American  Odd 
Fellow,  thus  describes  the  turbines  used  in  the  Mastodon  Mill,  in 
the  village  of  Cohoes,  New  York. 

"  The  entire  number  of  looms  in  this  mill  is  fourteen  hundred 
and  eighty-six ;  five  hundred  of  which  are  located  on  the  first 
floor." 

These  looms  and  the  other  machinery  of  the  mill  are  driven  by 
three  "immense  turbine  water  wheels,  made  by  the  Ames  Manu- 
facturing Company,  which  operate  the  main  shaft,  and  possess  an 
aggregate  driving  capacity  of  over  eleven  hundred  horse-power. 
This  pit  having  an  extreme  depth  of  forty  feet,  with  a  floor  twenty- 
five  feet  from  the  surface,  which  hides  the  water  wheels  from  a 
top  view,  is,  in  reality,  an  under-ground  two  story  building.  Three 
mammoth  cast  iron  cylinders,  eight  feet  each  in  diameter,  convey 
the  water  from  the  canal  on  the  west  side  of  the  building  to  the 
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wheels ;  the  volume  of  water  being  regulated  by  a  sort  of  tiller 
located  in  the  pit,  and  connected  with  flood-gates.  The  perpendicu- 
lar shaft  of  each  turbine  is  connected  with  the  main  shaft  by  beveled 
gear,  and  the  united  power  exerted,  if  so  applied,  would  reverse 
the  motion  of  the  great  Burden  water  wheel  at  Troy,  and  drive 
the  machinery  of  a  good  sized  manufactory  besides.  The  shaft  to 
which  this  wondrous  power  is  applied  is  supported  by  three  gran- 
ite abutments,  and  forms  the  axis  of  six  ponderous  driving  pulleys, 
twelve  feet  each  in  diameter.  The  immense  belts  which  radiate 
to  all  parts  of  the  building  are  in  keeping  with  the  massive  pulleys 
and  gearing.  These  are  each  two  feet  wide,  and  the  longest  one 
reaching  to  the  fifth  story,  measures  nearly  two  hundred  feet.  At 
the  north  end  of  the  pit,  two  rotary  force  pumps  are  located,  which 
in  case  of  fire,  can  be  instantly  geared  to  the  main  shaft  by  means 
of  a  sliding  cog  wheel,  and  are  jointly  capable  of  throwing  six 
thousand  gallons  of  water  per  hour." 

The  Endless  or  Band  Sawing  Machine  has  now  a  history  of 
some  fifteen  years.  The  first  general  use  of  these  saws  was  in 
Great  Britain  and  France  where  they  are  extensively  employed  ibr 
cutting  wood,  and  have,  in  some  instances,  been  successfully  ap- 
plied  to  cutting  metal. 

During  five  years  past  this  machine  has  been  largely  introduced 
in  the  United  States ;  and  the  rapid  and  perfect  manner  in  which 
it  cuts  irregular  lines  for  wood  work,  and  the  consequent  reduction 
in  the  cost  of  such  sawing,  has  not  only  attracted  general  attention, 
but  led  to  a  more  extended  use  of  scroll-sawed  designs  in  carpentry 
and  furniture,  softening  what  might  be  called  the  angularity  of  our 
work  in  both  wood  and  metal,  an  improvement  for  which  there  is 
certainly  room  in  the  patterns  for  castings  generally  made  in  this 
country. 

The  popular  impression  as  to  the  perishable  nature  of  the  saws, 
is  fast  giving  away  before  the  improvements  made  in  their  manufac- 
ture, and  the  greater  experience  in  operating  them,  of  which  we 
will  speak  further  on. 

The  invention,  or  rather  the  introduction  of  Band  Saws  should, 
in  the  natural  course  of  these  arts  have  come  from  the  United  States, 
where  wood  as  a  material  enters  so  largely  into  our  manufactures ; 
and  its  earlier  use  in  Europe  can  only  be  accounted  for  by  the 
greater  experience  in  preparing  steel  for  the  saws,  and  perhaps 
by  the  partiality  of  English  manufacturers  and  merchants  for  a 
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machine  that  could  be  sent  to  their  distant  markets  with  the 
assurance  that  it  could  be  operated  for  a  long  time  without  repairs, 
and  in  places  where  there  was  but  little  mechanical  skill — 
but  the  reason  is  not  important — the  fact  of  the  general  and  ex- 
tended use  of  Band  Saws,  in  those  parts  of  the  world,  including  our 
own  country,  where  there  has  been  the  greatest  amount  of  attention 
given  to  improvements  in  machinery,  justifies  the  proposition  that 
the  Band  Saw  is  no  longer  an  experiment. 


No,  2. 


The  action  of  the  saw  is  continuous  and  corresponds  to  that  of 
the  circular  saw,  with  the  difference  that  the  cut  is  at  right  angles 
with  the  face,  or  square  through  the  stuff,  and  the  dust  is  all  car- 
ried down  through  the  kerf,  leaving  the  top  surface  clean,  enabling 
the  operator  to  follow  the  line  with  precision. 

The  Band  Saw  or  Blade  can  bo  made  much  thinner  than  those 
used  in  the  reciprocating  machines,  and  can  generally  be  passed 
through  the  piece  for  inside  or  perforated  work  without  leaving  a 
kerf  wide  enough  to  difigure  the  work. 

The  chief  characteristic  of  Band  Sawing  Machines  is  their  sim- 
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plicity  when  considered  with  reference  to  the  variety  of  work  they 
can  perform.  There  are  no  slides  nor  reciprocating  parts,  and  con- 
sequently there  is  no  jar  or  vibration.  The  manufacturer  is  not, 
as  in  reciprocating  machines,  limited  to  a  minimum  weight  of  those 
parts  of  his  machine  which  he  would  otherwise  make  the  strongest. 
The  motion  is  rotary  and  the  bearings  are  those  of  plain  shafts, 
with  no  limit  as  to  length  or  diameter ;  while  the  speed  is  much 
slower  than  the  spindles  in  other  wood-cutting  machines. 


No,  4. 

The  illustrations  show  two  machines  from  the  designs  of  Eich- 
ards,  Thome  &  Co.,  of  Philadelphia,  on  which  there  are  patents 
pending  for  important  improvements. 

Mr.  Eichards,  the  senior  member  of  the  firm,  has  visited  England 
and  France  to  investigate  the  history  of  these  and  other  wood-cut- 
ting machines  in  those  countries,  and  is  the  patentee  there  of  the 
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improvements  in  Band  Sawing  Machines,  illustrated  in  a  late  num- 
ber of  Engineering^  from  the  drawings  of  Messrs.  Allen  Kansome 
&  Co.,  of  London,  who  are  the  most  prominent  manufacturers  of 
sawing  machinery  in  England. 

The  machines  herewith  illustrated  are  built  in  the  strongest 
manner,  the  frames  being  cast  in  one  piece  with  suflBcient  metal  in 
their  cross  section  to  withstand  the  strain  of  the  saw  and  prevent 
vibration  in  the  frame. 

The  devices  for  guiding  and  supporting  the  saw  are  of  a  new  and 
efficient  character  consisting  of  a  cylinder  of  hardened  steel  with 
its  axis  parallel  with  the  saw  blade,  against  which  the  back  of  the 
saw  runs.  This  cylindrical  back  support  can  be  rotated  so  as  to 
bring  any  part  of  its  periphery  in  contact  with  the  saw-blade,  and 
has  a  sufficient  diameter  to  present  about  one  hundred  independent 
wearing  surfaces.  The  lateral  guides  are  also  of  hardened  steel, 
and  are  arranged  to  be  instantly  adjusted  for  saws  of  different 
widths. 

On  the  No.  4  Machine,  the  straining  devices  that  regulate  the 
tension  of  the  saw-blade,  act  by  means  of  a  weight,  which  weight 
has  a  peculiar  adaptation  to  the  purpose  when  arranged  to  act  in- 
dependently of  the  adjustment  of  the  top  wheel,  and  maintains  an 
uniform  strain  of  the  saw  when  adjusted  to  suit  its  width. 

The  table  of  this  machine  can  be  set  at  various  heighths  from 
the  floor  to  suit  the  character  of  the  work  and  the  convenience  of 
the  operator.  As  the  top  of  the  lumber  should  always  be  at  the 
same  heighth,  this  feature  is  very  important  when  both  deep  and 
thin  sawing  is  done  on  the  same  machine.  A  compensating  ar- 
rangement can  be  applied  to  the  driving  belt  and  the  table  continu- 
ally adjusted  to  suit  the  depth  of  the  work  by  means  of  the  hand- 
wheel  seen  in  the  drawing ;  or  two  different  belts  can  be  used,  one 
for  deep  and  the  other  for  thin  sawing,  the  change  from  one  to  the 
other  being  conveniently  performed  by  raising  or  lowering  the 
bracket.  When  the  machine  is  .set  on  an  upper  floor  or  when  it  is 
desirable  to  have  the  lower  wheel  run  above  the  floor,  or  in  any 
case  w^here  a  considerable  adjustment  is  not  needed,  this  arrange- 
ment is  of  great  importance  as  a  means  to  regulate  the  tension  of 
the  belt  to  suit  the  depth  of  the  work  and  prevent  unnecessary 
strain  on  the  driving  shaft  when  light  work  is  being  done.  This 
is  a  feature  that  should,  whenever  practicable,  be  introduced  in 
belted  machines. 
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The  top  wheel  is  adjusted  by  the  hand- wheel  in  the  front  of  the 
operator.  This  is  connected  by  gearing  with  the  adjusting  screw, 
and  so  arranged  as  to  be  at  all  times  within  easy  reach. 

The  table  is  arranged  to  set  at  diflferent  angles  for  bevel  sawing 
and  has  in  some  of  the  English  machines  been  moved  by  automatic 
mechanism  for  spiral  cutting,  and  when  combined  with  a  co-opera- 
ting feed  movement  answers  an  excellent  purpose  in  cutting  out 
ship  timbers. 

The  shield  or  guard  seen  in  the  engraving  over  the  top  wheel, 
protects  the  operator  in  case  of  the  saws  breaking. 

The  No.  2  Machine,  illustrated,  like  the  other,  has  a  frame  cast 
in  one  piece.  It  is  fitted  with  an  elastic  straining  device  and  has 
all  the  functions  necessary  for  the  smaller  class  of  shops  where  a 
cheaper  machine  is  wanted. 

It  will  be  noticed  that  the  wheels  have  no  flanges  to  keep  the 
saws  on, — the  conditions  being  the  same  as  a  belt  running  on  a 
pulley.  It  would  be  superfluous  to  explain  this  farther  than  to  say 
that  it  prevents  the  saws  from  being  bent  or  curved  in  the  direc- 
tion of  their  deep  section,  and  also  prevents  them  from  being  twisted 
by  rubbing  against  the  flanges,  two  things  that  may  be  safely  set 
down  as  the  principal  cause  of  their  breaking.  For  sawing  metal 
the  machines  require  no  change  except  the  addition  of  proper  ap- 
pliances to  regulate  the  speed  of  the  saw  which,  however,  need  have 
no  relation  to  the  ordinary  speed  of  metal -cutting  tools.  The  teeth 
after  each  cut  are  cooled  by  traveling  a  long  distance  through  the 
air,  and  thus  avoid  the  conditions  that  limit  the  speed  of  cutting 
tools  that  act  continuously  or  at  rapid  intervals. 

To  close  this  article  we  will  revert  to  the  popular  hobby  of  saws 
breaking,  which  has  done  so  much  to  deter  manufacturers  from 
adopting  these  Band  Saws.  The  saws  do  not  break  from  cutting 
nor  from  bending  over  the  wheels^  but  from  a  neglect  of,  X)V  an 
ignorance  of  their  care,  and  from  bad  construction  in  the  machines 
to  operate  them ;  and  it  will  be  safe  to  assert  that  a  Band  Saw  blade 
will,  under  favorable  conditions,  do  more  cutting^  in  proportion  to  its 
cost,  than  even  the  circular  saw.  It  is  but  a  few  minutes  work,  with 
a  good  brazing  apparatus,  to  join  them  if  broken ;  and  it  is  to  be 
hoped  that  with  a  greater  experience  in  their  manufacture  and  ope- 
ration, the  brazing  apparatus  may  be  discarded,  except  by  the  saw- 
maker. 
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These  machines  are  manufactured  by  Richards,  Thorne  k  Co., 
Philadelphia,  who  may  be  addressed  for  particulars  as  to  their 
operation  and  their  application  to  the  various  uses  for  which  they 
are  adapted. 

Gunpowder  Pile  Driver,  self-feeding  attachment. — At  the  last 
meeting  of  the  Institute,  there  was  exhibited  by  Mr.  Thos.  Shaw 
a  device  by  which  his  Pile  Driver  was  made  automatic  in  its  feed- 
ing arrangement.  To  accomplish  this  a  shoulder  is  cast  upon  the 
upper  end  of  the  anvil  or  cylinder  a,  which  rests  on  the  head  of  the 
pile,  and  into  which  the  ram  plunger  descends. 
Into  this  is  screwed  an  upright  tube,  having 
an  opening  at  the  lower  part  just  large  enough 
to  allow  a  cartridge  to  pass  out  at  one  side, 
and  a  sort  of  plunger  or  pawl,  by  which  the 
cartridge  is  expelled,  to  enter  at  the  opposite 
side.  This  opening  is  continued  across  the 
adjacent  edge  of  the  cylinder  into  its  mouth. 
Upon  this  tube  is  supported  a  lever  c  rf,  whose 
upper  end  is  so  bent  that  a  cam  on  the  plun- 
ger will,  in  descending,  drive  it  back,  so  shoot- 
ing a  cartridge  into  the  cylinder  and,  the  cam 
being  of  sufficient  length,  the  lever  will  be 
held  back  and  the  small  plunger  made  to  close 
the  orifice  of  the  tube  until  the  ram  has  reas- 
cended  above  the  lever,  thus  preventing  risk 
of  ignition  of  the  cartridge  in  the  tube,  by  the 
explosion  in  the  cylinder.  A  spring  placed 
below  the  fulcrum  cZ,  returns  the  lever  to  its 
place  after  the  ascent  of  the  ram.  The  cartridges  are,  of  course, 
placed  in  the  tube/^. 

Improvements  in  Grindstones.— By  Mr.  J.  E.  Mitchell.— 
At  the  last  meeting  of  the  Institute  there  were  exhibited  several 
improvements  in  the  mounting  of  grindstones,  by  Mr.  Mitchell, 
whose  experience,  during  many  years,  has  enabled  him  to  bring  to 
great  perfection  all  the  details  involved  in  the  most  successful 
preparation  and  use  of  this  indispensable  tool.  By  the  application 
on  an  extensive  scale  of  steam  machinery,  the  time  required  for 
shaping  these  stones  has  been  greatly  decreased,  and  the  ability 
of  increase  in  the  size  of  those  which  could  be  prepared  and  were 
desirable  for  certain  uses  has  been  greatly  enlarged,  so  that  small 
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stones  may  now  be  turned  out  in  a  few  hours,  and  sizes  as  great  as 
5,000  lbs.  in  weight  are  brought  within  the  possibilities  of  the  art. 
Among  the  novelties  in  methods  of  mounting  and  driving,  ex- 
hibited on  the  occasion  above  mentioned,  were,  in  the  first  place, 
the  arrangement  for  small  stones,  by  which  at  once  a  high  velocity 
was  given  and  the  hand  placed  out  of  reach  of  injury  from  the 
knife  or  other  article  which  was  being  ground.  This  was  accom- 
plished by  a  simple  system  of  gearing  placed  in  the  support  below 
the  axis  of  the  stone,  and  protected  by  a  casing. 

Another  novelty  consisted  in  the  combination  of  two  stones  with 

opposite  directions  of  mo- 
tion in  such  a  way  that  they 
tend  to  keep  each  other 
perfectly  true.  This  ad- 
justment is  illustrated  in 
the  accompanying  woodcut 
which  speaks  for  itself.  In 
some  cases  this  arrange- 
ment is  found  to  be  of  great 
value,  though,  of  course, 
for  ordinary  work,  it  would  be  unnecessary. 

Non-polarization  of  the  Corona. — Just  after  our  last  num- 
ber was  printed,  we  received  from  Prof.  Pickering  a  note  stating 
that  he  had  heard  from  Prof.  F.  H.  Smith,  of  the  University  of 
Virginia,  that  an  instrument  exactly  like  that  used  by  him  in 
observations  of  polarization  during  the  eclipse,  had  been  employed 
by  a  member  of  the  party  at  Eden  Eidge,  Tenn.,  and  with  exactly 
the  same  result  that  he  (Prof.  Pickering)  had  obtained.  We  think 
that  no  one,  after  reading  Prof.  Pickei^ing's  note  in  our  last  num- 
ber, p.  372,  will  feel  any  doubt  about  the  accuracy  of  his  observa- 
tion, but,  at  the  same  time,  such  supporting  evidence  is  of  considera- 
ble value  and  renders  his  unexpected  results  yet  more  certain. 

Projection  of  Spectra. — In  a  lecture  on  spectrum  analyses, 
lately  delivered  by  Dr.  Barker,  of  New  Haven,  before  the  Young 
Men's  Christian  Association  of  Brooklyn,  N.  Y.,a  series  of  metallic 
spectra  were  projected  on  the  screen  with  a  success  not  before  at- 
tained, we  believe,  in  this  country  or  abroad.  From  an  eye-witness 
we  have  the  following  account  :  — 

"  The  spectra-projections  were  simply  superb.  The  battery  used 
consisted  of  50  cells  of  Bunsen,  12  inches  high,  all  splendidly  amal- 
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gamatcd  and  cleaned.  A  Duboscq  lantern  with  his  improved  lamp 
whieh  gives  two  directions  of  motion  in  the  carbons,  was  employed. 
For  holding  the  substances,  pieces  of  Carbon  J  inch  square  and  2 
inches  long,  fitting  into  the  socket  of  the  carbon-holder,  were  used, 
being  hollowed  out  to  receive  the  metal.  The  condensing  lenses 
was  protected  by  a  plate  of  glass  from  the  fiery  rain  of  melted 
metal ;  otherwise  these  little  globules  fuse  themselves  into  the  lens, 
making  it  rough.  The  slit  had  a  length  of  1 J  inches  and  was  nearly 
an  eighth  broad.  By  moving  the  condensing  lenses,  the  image  of 
the  carbon  points  was  accurately  focussed  at  a  distance  in  front  of 
the  lantern  equal  to  that  of  the  screen.  Then  an  achromatic  lens  on 
a  stand,  (the  one  used  was  made  by  Hofl&nan  of  Paris)  having  a 
focal  length  of  18  to  20  inches  was  placed  before  the  lantern  and  so 
adjusted  as  to  give  a  perfectly  sharp  image  of  the  slit  in  place  of 
the  image  of  the  points.  At  a  distance  from  this,  equal  to  that  of 
the  lantern — a  point  where  the  rays  can  be  seen  to  cross — the 
prisms  were  situated.  They  had  a  clear  space  of  two  inches,  were 
made  of  thick  glass  tube  cut  obliquely  so  as  to  give  prisms  of  60®. 
and  having  sides  of  plate  glass.  They  were  filled  with  bisulphide 
of  carbon,  and  were  enclosed  in  a  suitable  box  to  prevent  irregular 
emisions  of  light,  as  well  as  for  convenience  of  transportation.  The 
receiving  face  of  the  first  prism  received  the  beam  of  light  cen- 
trally; then  moving  the  box  about  the  vertical  axis  of  this  face 
as  a  centre,  the  spectrum  permitted  adjustment  to  the  angle  of  mini- 
mum deviation.  In  this  way,  with  the  battery  power  given  above, 
a  splendid  continuous  spectrum  ten  feet  long  by  18  inches  wide 
was  obtained,  overlapping  the  screen  9  feet  by  3  at  both  ends;  There 
were  then  projected  the  spectra  of  sodium,  lithium,  magnesium,  cop- 
per, brass,  iron,  mercury  and  thallium,  using  the  metals,  except  in 
the  case  of  lithium,  where  the  carbonate  was  used.  The  regulator 
worked  so  perfectly  that  the  spectra  could  be  held  at  pleasure ; 
that  of  thallium  remaining  constant  for  at  least  five  minutes.  The 
lines  were  as  sharply  cut  as  in  the  spectroscope ;  they  were  slightly 
curved — an  inch  or  so  in  the  eighteen  only — owing,  undoubtedly, 
to  the  fact  that  all  the  rays  do  not  strike  the  prism  exactly  at  the  angle 
of  minimum  deviation.  Six  lines  were  observed  with  sodium,  proba- 
bly those  noticed  by  Wolf  and  Diacon  (C.  E.  Iv,  384 ;)  three  lines 
with  lithium,  the  blue  being  gorgeous.  The  copper  brands  were 
beautiful  and  retained  their  identity  perfectly  when  the  zinc  lines 
in  brass  were  added  to  them.     The  numerous  lines  of  iron  came 
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out  with  a  surprising  minuteness,  the  dark  spaces  between  them 
looking  in  some  places  like  fine  black  lines.  Mercury  gave  three 
lines  only;  one  a  peculiar  light  orange-yellow — a  sort  of  nankeen 
color — the  second  green,  the  third  a  splendid  blue- violet.  It  was 
very  striking  to  sit  down  before  this  spectrum,  with  the  ordinary 
spectroscope  at  hand,  before  the  slit  of  which  was  a  vacuum  tube 
containing  mercury,  warming  this  till  the  spark  would  pass  and 
then  examining  the  two  spectra  by  comparison.  They  were  abso- 
lutely identical  in  character,  even  in  sharpness.  The  reversal  of 
the  sodium  line  is  readily  shown  simply  by  placing  before  the  slit 
— the  carbon  points  of  course  being  arranged  for  a  continuous  spec- 
trum— an  ordinary  Bunsen  burner  on  the  mantle  of  which  is  placed 
a  bead  of  salt  on  a  loop  of  platinum  wire." 

Sinking  Screw  Files. — A  machine  has  been  lately  designed  by 
an  English  firm  at  the  request  of  H.  Lee  Smith,  Esq.,  chief  engi- 
neer for  the  Punjaub  Northern  Railway,  for  screwing  down  piles 
to  be  used  in  constructing  bridges  and  flood  openings  on  that  line 
of  railway*  This  machine  consists  of  a  wrought  iron  under  car- 
riage mounted  upon  wheels  of  o  feet  6  inches  gauge,  and  carrying 
a  vertical  boiler  at  one  end.  A  strong  cast  iron  beam  in  the  cen- 
tre carries  a  cylinder  in  which  works  a  ram,  to  the  top  of  which  a 
strong  cross-beam  is  bolted  which  carries  the  machinery  for  opera- 
ting on  the  piles*  This  consists  of  a  horizontal  steam  engine  bolted 
to  the  side  of  the  cross-beam,  and  driving  a  pinion  and  train  of  spur 
and  bevel  wheels  which  impart  motion  to  two  large  horizontal 
wheels  carried  in  bearings  at  each  end  of  the  cross-beam.  A  friction 
clutch  is  carried  in  the  centre  of  each  of  the  wheels,  through  the 
boss  of  which  the  shaft  of  the  pile  to  be  screwed  is  passed.  The 
shafts  are  rolled  with  feathers  or  ribs  on  each  side,  which,  passing 
through  corresponding  recesses  or  key  ways  formed  in  the  boss  of 
the  friction  clutch,  form  the  means  of  imparting  motion  from  the 
horizontal  wheels  to  the  piles,  steam  is  brought  from  the  boiler, 
through  the  centre  of  the  ram  and  cylinder  which  carries  the  cross- 
beam, by  means  of  a  telescope  joint,  which  allows  the  ram  to  be 
raised  without  interfering  with  the  steam  pipe ;  and  a  small  donkey 
engine  is  provided  which  can  pump  from  a  tank  situated  between 
the  frame,  either  into  the  boiler  or  into  the  cylinder  under  the  ram 
which  carries  the  cross-beam.  When  the  machine  is  at  work  the 
cross-beam  is  held  firmly  by  means  of  cotter  bolts  to  the  frame. 
The  modus  operandi  is  as  follows : — A  temporary  road  being  laid 
on  the  centre  line  of  the  proposed  structure,  piles  are  pitched  by 
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passing  the  shafts  through  the  wheels  on  each  side  of  the  machine, 
and  keying  them  into  screws  which  are  placed  in  a  small  hole  ex- 
cavated to  receive  them.  The  engine  is  then  set  to  work,  and  the 
piles  screwed  down  as  far  as  possible.  The  cotters  holding  the 
crossbeam  are  then  removed,  and  it  is  raised  by  the  donkey  engine 
pumping  into  the  cylinder  of  the  machine,  and  lifted  off  the  piles. 
The  machine  is  then  moved  forward  to  the  centre  line  of  the  next 
pile,  and  the  operation  takes  place  as  before. 

PUMPING  ENGINES. 
INHERE  have  appeared  in  your  valuable  Journal  quite  a  number 
of  articles,  within  the  past  eighteen  months,  upon  this  important 
subject.     It  is  one  in  which  all  our  cities  are  especially  interested, 
and  its  discussion  can  not  fail  to  prove  beneficial. 

In  the  November  number  of  your  Journal^  was  an  article  over 
the  signature  of  W.  M.  Henderson,  hydraulic  engineer,  which  shows 
an  extended  knowledge  of  the  subject. 

Like  him  I  have  been  looking  for  some  further  information 
about  that  "  other  engine  based  upon  reciprocating  parts,  without 
a  fly-wheel  which  possessed  the  capacity  of  rivalling  the  Cornish 
in  its  best  results^  without  the  requirements  of  magnitude  demanded 
by  that  engine." 

From  the  remarks  of  Mr.  Henderson,  in  regard  to  this  **  other 
engine  " — it  appears  that  it  is  now  being  built  for  the  new  water 
Ivorks  in  West  Philadelphia — and  most  of  us  have  heard  of  this 
engine  under  the  name  of  the  "  Worthington  Duplex." 

Very  many  of  these,  of  moderate  size,  are  in  operation  throughout 
the  country,  and  generally,  I  believe,  working  with  little  noise, 
jsind  little  repairs,  and  with  great  satisfaction  to  the  owners. 

If  to  their  satisfactory  operation,  as  to  repair  and  general  efficiency, 
the  authorities  of  our  great  cities  could  be  informed  with  certainty 
as  to  their  economy  in  fuel— as  to  the  "  duty  "  they  perform  when 
compared  with  the  cornish,  many  of  the  city  fathers  would  be 
greatly  relieved-^  For  who  does  not  know  the  deep  anxiety  of  these 
gentlemen,  in  all  the  great  municipalities  of  the  land,  to  economize 
in  machinery,  that  the  load  of  taxes  on  the  people  may  be  light. 
When  that  West  Philadelphia  engine  then  shall  be  completed, 
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it  may  be  expected  that  a  vigorous  test  of  their  performance  shall 
be  made;  and  the  duty  performed,  everywhere  reported.  This  can 
not  fail  to  be  done,  as  these  rather  insignificant  looking  machines 
have  so  much  pretension ;  and  even  aspire  to  rank  with  the  Cornish 
in  economy  of  result. 

But  while  we  are  patiently  waiting  the  completion  and  test  of 
these  engines,  it  would  give  great  satisfaction  to  many  of  your 
readers  if  the  duty  of  the  Cornish  Engines  in  this  Country^  or  even 
in  Philadelphia,  could  be  given  in  your  columns. 

Those  reported  by  Mr.  Henderson  as  a  basis  of  comparison  in 
the  coming  trial  of  the  Duplex  are  too  distant  for  a  satisfactory 
comparison — other  fuel  is  used,  other  kinds  of  boilers,  probably — 
and,  perhaps,  a  different  rule  of  computation. 

Cannot  some  of  your  contributors  furnish  the  result  of  the  Corn- 
ish engines  here  in  Philadelphia  for  such  a  comparison.  Cannot 
Mr.  Henderson  supply  them  ? 

As  giving  some  information,  perhaps,  now  forgotten,  that  was 
published  a  few  years  since,  when  the  subject  of  the  pumping  en- 
gines for  the  City  of  Brooklyn  was  under  discussion,  I  copy  the  re- 
sults of  comparative  testa  carefully  made  at  that  time  under  the 
direction  of  experts. 


Pounds  Raised  One  Foot  High. 

By  onelb.  ofCotl. 

By  112  Ibi.  of  Coal 

Brooklyn  Engine, 

Double  acting  Beam  Engine 

MILUOXS. 

no  fly  wheel, 

601,407 

67-30 

BeUeville       *< 

Cornish,     .... 

«28,233 

70-36 

Hartford        ** 

Crank,    .... 

687,793 

06-83 

(.               t< 

2d  trial, 

614,420 

68  82 

K                            (( 

8d  trial,      . 

646,994 

7246 

Cambridge    " 

Worthington,  1st  trial,       . 

669,411 

74-97 

fi             if 

**            2d  trial, 

676,746 

76-68 

Sp.  Garden,  Phila. 

Cornish,      .... 

689,063 

65-97 

Taking  the  average  of  the  two  trials  of  the  Cambridge  engine  at 75  Millions. 

And  the  average  of  the  Belleville  and  Spring  Garden  Cornish 

engines  at 08         *• 

Gives  an  excess  of  duty  to  the  former  of 7        *» 

If,  as  is  claimed  by  the  advocates  of  the  Worthington  engines,  a 
better  result  can  be  realized  with  engines  of  larger  size  than  that 
at  Cambridge,  this  class  of  engines  may  become  a  formidable  rival 
even  of  the  Cornish^  which  has  so  long  maintained  and  so  well  de- 
served its  pre-eminence.  Fultont  , 
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PENNSYLVANIA  RAILROAD  GRAIN  DEPOT,  WEST  PHILADELPHIA. 

Bt  Jos.  M.  Wilson,  0.  E.  P.  A.,  Engineer  Construction  Department  P.  K.  R. 

This  building  is  located  on  the  east  side  of  30th  Street,  just 
north  of  Market.  It  is  intended  as  a  depot  for  receiving  grain  di- 
rectly from  cars  and  delivering  expeditiously  into  wagons  by  which 
it  can  be  transported  to  the  warehouses  of  the  owners.  It  is  555 
feet  in  length,  125  feet  in  width  and  36  feet  from  ground  line  to 
eaves,  being  divided  into  two  stories  by  a  floor  19  feet  above  the 
ground  line.  The  roof  is  a  single  span  having  a  one-quarter  pitch, 
and  built  of  wrought  iron,  upon  the  simple  triangular  truss  system, 
with  timber  principal  rafters.  It  is  covered  with  slate  and  has,  at 
frequent  intervals,  sky-lights  of  hammered  glass.  The  balance  of 
the  building  is  constructed  entirely  of  timber,  the  sides  being  sheeted 
and  slated.  The  total  content,  comprised  within  the  outside  walls 
and  from  ground  line  to  slope  of  roof,  is  3,607,500  cubic  feet.  The 
cars  enter  the  second  story  by  six  tracks  running  its  entire  length* 
Between  the  tracks  the  platforms  are  4  feet  above  the  rail.  tJnder- 
neath,  from  the  platforms  down  to  eight  feet  above  the  lower  floor 
or  ground  line,  the  whole  of  the  space  is  put  into  bins.  Prom  the 
cars  the  grain  is  shoveled  directly  into  upper  openings  in  the  bins, 
which  are  11  feet  apart  on  either  side  of  each  track.  There  is  a 
sliding  valve  in  each  bin,  at  the  bottom,  by  which  the  grain  can  be 
passed  directly  into  wagons  underneath  by  its  own  gravity,  the 
sides  of  the  bins  being  sloped  at  such  an  angle  as  will  insure  its 
delivery.  The  total  number  of  bins  in  the  building  is  600,  and  the 
average  capacity  of  each  500  bushels,  giving  a  total  capacity  of 
300,000  bushels.  By  a  system  of  duplicate  numbers  on  the  upper 
and  lower  openings  of  bins,  the  grain  of  different  shippers  can  be 
kept  separate  and  distinct,  and  is  transferred  from  car  to  wagon 
without  confusion.  Wagons  enter  the  ground  floor  by  50  passage 
ways  running  in  the  direction  of  the  width  of  the  builditig  and 
separated  by  trestles  eleven  feet  apart,  which  support  the  upper 
^ooT,  These  passage  ways  are  directly  under  the  lower  openings 
of  the  bins,  and  are  closed  by  doors  at  each  end.  On  the  platforms 
between  the  tracks  on  second  floor,  flour  in  barrels  may  be  un- 
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loaded,  and  at  the  east  end  of  the  buildingj  on  the  outside,  a  block 
and  tackle  is  arranged  for  each  platform  to  facilitate  lowering  the 
flour  to  a  wharf  beneath. 

The  ground  upon  which  the  building  is  erected  being  artificially 
made,  upon  a  bed  of  river  mud  of  considerable  depth,  it  was  de- 
cided to  use  piles  in  the  foundations.  Excavation  to  the  depth  of 
six  inches  above  ordinarj^'  high  water  was  commenced  in  Novem- 
ber, 1868.  Upon  this  bottom,  which  was  just  above  the.  level  to 
which  water  came  through  the  ground  from  the  river,  the  pile  dri- 
vers were  placed*  The  first  pile  was  driven  November  30th,  and 
the  driving  was  continued  at  the  following  rates :  December,  316  ; 
January,  655;  February,  544;  March,  428;  April,  1079;  May, 
1184;  June,  1352.  Making  a  total  of  5,658,  of  which  5,175  were 
under  the  main  building  and  383  under  the  retaining  walls  of  ap- 
proachesi  There  were  three  pile  drivers.  Two  were  worked  by 
engines  stationed  on  the  land  and  one  by  an  engine  on  a  scow  on 
the  riveri  Of  the  land  engines,  sometimes  both  were  working  and 
a  part  of  the  time  only  one*  The  river  engine  worked  only  occa- 
sionally, being  used  principally  to  hoist  timber  from  the  river.  The 
supply  of  timber  for  piles  was  quite  limited  during  the  winter  and 
gave  out  entirely  in  March,  so  that  the  driving  had  to  stop  until  the 
spring  freshets  brought  down  a  new  lot.  The  piles  along  the  east  or 
river  front  were  driven  to  an  average  depth  of  33  feet  below  ordi- 
nary high  water  before  reaching  hard  bottom.  At  150  feet  from 
the  east  end  the  average  depth  wgs  35  feet ;  at  300  feet,  34  feet ; 
at  400  feet,  32  feet;  at  450  feet,  24  feet;  at  500  feet,  14  feet;  at 
520  feet,  6  feet ;  and  from  here  to  the  west  end  of  the  building  it 
increased  to  19  feet.  The  piles  were  of  straight  growth  Hemlock 
not  less  than  ten  inches  diameter  at  the  head,  which  was  hooped 
with  a  wrought  iron  band.  Under  the  outside  walls  they  were 
driven  in  three  rows,  and  under  the  interior  or  cross  walls  in  two 
rows,  being  placed  2 J  feet  between  centres  across  the  rows,  and 
three  feet  between  centres  lengthwise  of  the  rows.  After  they  were 
driven  the  earth  was  excavatbd  around  them  to  a  debt  of  2J  feet 
below  ordinary  high  water,  and  they  were  sawed  off  at  that  eleva- 
tion. A  cap  of  flattened  Hemlock  logs,  9  inches  thick  and  average 
15  inches  in  width  on  face,  was  laid  upon  each  row  and  pinned  to  the 
piles  by  locust  pins*  Upon  this  a  second  course  of  similar  logs,  not 
less  than  six  inches  in  thickness,  was  placed  crosswise  and  fastened, 
thus  forming  a  floor  upon  which  the  masonry  was  built.     The  plat- 
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forms  of  the  cross  walls  were  securely  tied  together  by  logs  of  the 
upper  course  at  intervals  of  about  every  15  feet.  The  masonry  was 
commenced  in  March  and  followed  up  the  pile  driving  closely; 
The  outside  walls  are  4  feet  thick  at  bottom,-  and  are  carried  up  to 
lOJ  feet  above  ordinary  high  water,  diminishing  by  steps  to  2J 
feet  thickness  at  top.  The  cross  walls  are  3  feet  thick  at  bottom, 
and  are  carried  up  to  12  J  feet  above  ordinary  high  water,  diminish- 
ing to  2  feet  thickness  at  top.  The  whole  of  the  foundations  be- 
tween the  masonry  was  filled  up  with  earth  to  one  foot  below  top 
of  cross  walls,  and  on  a  level  with  30th  Street. 

The  tracks  running  on  to  second  floor  cross  30th  Street  by  a 
wrought  iron  elliptical  braced  arch  bridge  of  64  feet  1  inch  span 
and  11  feet  llj  inches  rise  at  the  crown.  Although  not  strictly 
novel  in  its  design,  yet  it  is  believed  to  be  the  first  of  its  kind  put 
up  in  this  country.  It  is  hinged  both  at  crown  and  springing,  thus 
reducing  the  calculations  to  a  certainty  not  possessed  by  the  ordi- 
nary form  of  arch,  and  annulling  the  straining  effects  due  to  change 
of  temperature  or  yielding  of  piers.  The  plans  and  specifications 
for  both  bridge  and  building  were  furnished  complete  by  the  Con- 
struction Department  of  the  Pennsylvania  Eailroad,  and  the  work 
executed  under  its  superintendence,  although  the  most  of  it  was 
done  by  contract. 


PERFORMANCES  OF  ENGINES. 

By  W.  H.  G.  West,  Enqinker,  U.  S.  N. 

The  following  is  a  statement  of  the  performances  of  a  number 
of  engines,  collected  from  different  quarters,  by  engineers  of  un- 
doubted knowledge  and  integrity. 

Condensing  cotton  mill  engine  at  Chester,  Pa.  Diameter  of  cyl- 
inder 20".  Stroke  4  feet.  Steam  cut  off  about  one  foot  from  com- 
mencement of  stroke.  Steam  pressure  61  pounds  above  atmos- 
pheric. Boiler,  tubular :  locomotive  pattern.  Coal  consumed  per 
horse-power  per  hour,  2*35  pounds.  Duration  of  trial  60  hours. 
For  one  day  of  the  trial  the  consumption  was  only  2*057  pounds 
per  hour,  for  each  horse-power.  Chestnut  coal  gave  the  best  re- 
sult ;  and  if  used  during  the  whole  trial,  would  probably  have 
brought  the  consumption  below  2  pounds. 

Non-condensing  cotton  mill  engine*  Diameter  of  cylinder  14". 
Stroke  3  feet.    Cut  off  at  about  J  of  stroke  from  commencement. 
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Cylinder  boilers.     Steam  80  pounds  above  atmospheric.     Consump- 
tion of  coal  8  pounds  per  horse-power  per  hour. 

Condensing  cotton  mill  engine.  Diameter  of  cylinder  28". 
Stroke  5  feet.  Steam  pressure  110  pounds  above  atmospheric.  Cut 
off  varied  by  regulator.  Jacketed  cylinder.  Tubular  boilers.  Con- 
sumption of  coal  per  horse-power  per  hour,  1*9  pounds. 

Brooklyn  Water  "Works  Engine. — Diameter  of  cylinder,  90" 
Stroke  10  feet.  Flue  boilers.  Consumption  of  coal  per  horse- 
power per  hour  3  pounds. 

Average  performance  of  a  number  of  stationary  engines  of  and  , 
about  20"  diameter  of  cylinder,  4 J  pounds  of  coal  per  horse-power 
per  hour. 

Babcock  and  Wilcox  engine,  Jacketed,  3J  pounds. 

Greene's  engine,  3  J  pounds. 

Corliss  engine,  non-condensing,  3|  pounds. 

Average  performance  of  a  number  of  Cornish  engines.  Diame* 
ter  of  cylinders  50"  and  upwards ;  about  3f  pounds  per  horse- 
power per  hour. 

U.  S.  S.  "  Wampanoag,"  running  18  to20J  statue  miles  per  hour, 
after  making  all  allowances  for  friction  of  load,  etc.,  and  so  bring- 
ing it  to  the  same  condition,  in  regard  to  duty,  as  the  Cornish 
engine,  3*129  pounds  per  horse-power  per  hour. 

U.  S.  S.  "Ammonoosuc,"  running  18  to  20  statue  miles  per  hour, 
2*65  pounds  per  horse-power  per  hour. 

H.  B.  M.  ship  "Constance,"  Woolfe  engines,  with  jacketed  cyl- 
inders. Steam  expanded  from  8  to  10  times.  Surface  condenser. 
Consumption  of  coal  per  horse-power  per  hour,  2  pounds. 

In  presenting  these  proofs  of  the  correctness  of  a  former  assertion 
that  many  American,  and  other  rotative  engines,  will  compare 
favorably  with  the  majority  of  Cornish  engines,  I  do  not  wish  to 
imply  that  the  above  performances  are  the  best  obtained  from  the 
engines  named,  but  that  they  are  sufficient  to  prove  more  than 
equality.  In  collecting  them,  I  have  been  forced  to  the  conclusion, 
that  either  the  construction  of  the  Cornish  engine  is  not  particu- 
larly well  understood,  by  the  present  manufacturers  of  that  inter- 
esting machine,  or  that  the  old  plan  of  guessing  at  coal,  by  the 
barrow  load,  led  the  experimenters,  of  that  time,  astray. 

More  than  twenty  years  ago  the  duty  was  said  to  have  come  up 
to  130,000,000  pounds,  lifted  one  foot  high,  by  the  consumption  of 
112  pounds  of  Coal;  but  for  May,  of  this  year,  the  average  for 
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eighteen  of  them  was  only  50,100,000,  and  it  will  be  found  that 
this  is  the  general  average. 

Several  writers  have  distinctly  stated,  in  the  Journal^  that  the 
weight  of  the  moving  parts  is  the  principal  cg,use  of  the  superiority 
of  this  engine,  and  much  importance  is  attached  to  the  fact  of  its 
having  a  beam,  but  we  know  very  well  that  the  weights  are  nearly 
the  same  as  in  old  times,  and  that  the  weight  of  the  engine  beam 
is  exceedingly  small,  when  compared  with  the  weights  of  rods 
balance-beams,  etc,,  which  belong  to  the  pumping  apparatus,  and 
which  must  be  used  with  any  kind  of  engine  that  may  be  employed. 
Can  prejudice  possibly  be  so  strong  as  to  compel  any  one,  even  to 
insinuate,  that  a  slight  variation,  in  the  strength  of  parts,  will  make 
a  difference  of  80,000,000  pounds  in  the  duty. 

In  accepting,  as  sound,  the  arguments  of  the  gentlemen  who 
have  recently  written  so  warmly  and  forcibly  in  favor  of  these  en- 
gines ;  there  is  nothing  left  but  to  believe  that  those  built  in  kte 
years  are  very  badly  designed.  Mr.  William  West,  the  designer 
of  the  80"  at  Fowey  Consols,  would  not  feel  complimented,  were 
he  to  hear  that  the  success  which  he  sought  to  achieve  by  improve^ 
ment  in  every  detail,  was  due  to  clumsy  bulkiness. 

It  is  stated  in  a  paper  upon  steam  jacketing  ih2it^  practically^  the 
expansion  of  metal  is  nothing,  in  thecornish  engine  cylinder.  This 
is  repeating  the  old  story,  that  theory  does  not  agree  with  practice, 
and  is  an  expressed  doubt  of  the  ability  of  such  men  as  Joule, 
Faraday,  Tyndall,  Eegnault,  and  others  of  equally  high  reputation, 
to  make  practical  experiments.  A  beautiful  set  of  experiments  is 
recorded  in  the  November  number  for  1869,  showing  the  number 
of  vibrations  of  piano  strings  in  making  the  different  notes ;  but 
practically,  we  have  every  reason  to  doubt  the  truth  of  the  state- 
ment, because  we  do  not  see  the  strings  flap  about,  like  the  sails  of 
a  ship,  tacking  in  a  gale  of  wind. 

.  At  one  end  of  the  Cornish  cylinder  we  have  a  high  pressure, 
say  60  pounds,  the  temperature  of  which  is  292*6  degrees,  Fahr. 
and  at  the  other  end  90° — condenser  temperature.  Cast  iron  ex- 
pands lineally  .00000618  per  unit,  for  each  degree  of  heat  added 
about  these  temperatures.  An  80"  cylinder  will  therefore  increase 
its  diameter  full  0*1  inch.  The  temperature  of  the  piston  will  be  a 
mean  between  the  other  two,  and  the  thickness  of  the  piston  being 
about  ten  times  greater  than  that  of  the  cylinder,  its  temperature 
will  not  change  as  rapidly :  indeed  its  diameter  will  be  nearly  con- 
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gtant.  If  it  fits  well  at  one  end,  it  must  therefore  jam,  or  leak  steam 
at  the  other.  Practically^  my  attention  was  first  drawn  to  it  by 
one  who  had  observed  it  in  the  Fowey  Consols  80"  when  an  at- 
tempt-was made  to  move  her,  before  the  steam,  passing  from  the 
boiler  to  the  jacket,  had  heated  the  cylinder  all  through.  After 
steam  had  been  admitted  to  the  lower  end,  the  engine  worked  as 
usual.  The  difference  of  temperatures,  in  that  case,  was  probably 
250°  ;  and  the  difference  of  diameters  almost  exactly  \  inch.  In 
the  same  circumstances,  the  110  inch  cylinder,  now  being  made  for 
the  Bethlehem  Zinc  Mine,  Pa.,  would  have  a  difference  of  diameter 
of  over  J  inch;  and  the  144  inch  built  by  Harvey  and  West,  of 
Hayle  Foundry,  Cornwall,  England,  for  Holland,  would  have  a 
difference  of  diameters  of  0*22  inch  (nearly  J".)  Would  that  be 
a  practical  leak  ?  The  very  high  steam  that  some  people  say  is 
used  in  Cornish  engines,  would  make  the  leak  greater. 

Eankine,  in  his  **  Prime  Movers,"  page  668,  compares  the  effects 
produced  with,  and  without,  the  steam  jacket.     The  ratio  of  whole 
gross  work  of  steam  to  gross  work  during   admission,  will  show 
which  does  the  most  work  during  expansion  and  will  be 
mean  pres.  X  ratio  of  expansion      o  --  ^     .i         •    ^    .  ^ 

initial^essure "  ^'^^'  ^^"  *^^  unjacketed  cyhn- 

der,  and  3' 73  for  the  jacketed  cylinder ;  showing  decidedly  in  favor 
of  the  jacket.     Condensation  in  the  cylinder,  is  shown  by  the  ratio 

=  6'64  for  unjacketed  cylinder,  and  6'36  for  iack- 

mean  pressure  j  j  »  j 

eted  cylinder ;  giving  a  much  greater  condensation,  in  the  unjack- 
eted cylinder. 

The  same  writer,  for  the  Journal^  says,  that  "  there  is  no  doubt 
that  a  higher  degree  of  expansion  is  possible  with  a  steam-jacketed 
cylinder."     There  lies  economy. 

I  cannot  see  how  admitting  more  steam,  already  on  the  point  of 
condensation,  can  prevent  other  steam,  with  which  it  is  brought 
into  contact,  from  condensing,  as  all  must  expand  together. 

Steam,  in  the  steam  jacket,  superheats  the  expanding  steam  in 
the  cylinder,  by  the  loss  of  its  own  heat,  and  thereby  prevents  con- 
densation in  the  cylinder,  to  a  great  extent.  It  is  not  supposed  to 
vaporize  any  that  may  lie  upon  the  piston,  except  through  the 
superheated  steam  in  the  cylinder. 

Two  questions  arise  in  regard  to  steam  jacketing.  1st. — Whether 
it  is  better  to  condense  steam  in  the  cylinder,  thus  assisting  the 
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condensation  by  expansion,  and  to  expand  the  remaining  low  steam, 
or  to  condense  steam  in  the  jacket,  and  get  the  benefit  arising  from 
the  use  of  high  steam,  together  with  the  increased  economy  of  a 
high  grade  of  expansion.  2nd. — Whether  the  heat  remaining  in 
the  water,  into  which  the  steam  is  converted,  should  go  to  the  con- 
denser to  destroy  the  vacuum,  and  the  water  itself  to  load  the  pumps 
or  go  back  to  the  boiler,  for  further  use.  I  should  say  the  latter, 
in  each  case.  Although  it  is  very  right,  and  proper,  for  each  one  to 
judge  for  himself,  some  little  weight  should  be  given  to  the  experi- 
ence of  Watt  and  other  prominent  men  who  have  pronounced  in 
favor  of  the  steam  jacket. 

In  the  August  number  of  1869,  page  11,  we  find  the  following. 
'*  A  Cornish  engine  is  now  running  which  produces  a  lower  duty 
than  a  double  acting  high  pressure  fly-wheel  engine,  used  in  the 
same  works  illustrating  defects  in  construction.^^  This  assertion  is, 
without  doiibt,  true,  and  the  writer  probably  refers  to  the  wonder- 
ful thing  recently  built  for  Spring  Garden  or  some  other  Philadel- 
phia Water  Works,  but  which  is  really  not  a  Cornish  engine ;  or 
to  that  singular  pair  of  twins  in  the  West  Philadelphia  Water 
Works,  that  were  designed  to  be  Cornish  engines,  but  are  not,  and 
which  obstinately  persisted,  for  a  long  time,  in  pumping  water  du- 
ring the  latter  part  of  the  stroke,  only,  I  am  glad  to  see  that  some 
one  has  the  courage  to  compare  them  (unfavorably  too)  with  the 
least  economical  type  of  rotative  engine. 

In  the  editorial  note,  September  number,  1869,  page  159,  we  find 
it  stated  that  eighteen  Cornish  engines  averaged  a  duty  of  only 
50,100,000  pounds,  lifted  one  foot  high,  by  a  consumption  of  112 
pounds  of  coal,  or  447,821  foot  pounds  for  one  pound  of  coal.  A 
horse-power  means  38,000  pounds  lifted  one  foot  high,  in  a  minute, 
or  1,980,000  pounds,  lifted  one  foot  high,  in  an  hour.  Dividing 
this  by  the  number  of  pounds  of  coal  consumed  per  horse-power 
per  hour,  we  have  the  number  of  pounds,  lifted  one  foot  high,  by 
the  consumption  of  1  pound  of  coal,  and  proceeding  thus  with  the 
statistics  already  given,  we  have  the  following  results,  showing  the 
comparative  economy  of  the  different  engines. 

At  1*9  pounds  perhorso  power 1,042,105  ft.  lbs.  for  1  pound  of  coal. 

«*  2-       "  ••  »*      990,000  '*  **  ** 

**  2-65    **  •*  •*      747,169  "  '•  '* 

»»  3-        *»  ♦'  "      660,000  "  *'  '* 

'*  3-125  •*  "  **      632,790  •*  '*  " 

««  4-5     "  »*  "      440,000  **  "  " 

•*  3-76    **  **  "      528,000  "  *'  •* 

i*  4-42   "  **  »*      447,821  »•  •'  " 


Digitized  by 


Google 


24  Civil  and  Mechanical  Engineering, 

The  next  to  the  last  is  the  average  of  a  number  of  Cornish  en- 
gines, collected  for  this  paper. 

The  last  is  the  average  of  eighteen,  given  by  the  editor. 

Fowey  Consols  80" — exceptional — 1*7  pounds  per  horse-power 
per  hour,  gives  1,160,714,  for  consumption  of  1  pound  of  coal,  or 
130,000,000  for  112  pounds. 

Rowans  engine — exceptional — 1*12  pounds  per  horse-power  per 
hour,  gives  1,767,857  for  one  pound  of  coal,  or  nearly  198,000,000 
for  112  pounds. 

After  all  that  has  been  written  about  duty,  in  the  January  and 
August  numbers  of  the  Journal^  for  1869,  engineers,  and  other  sci- 
entific men,  will  be  as  much  astonished  as  I  am,  to  find  that  most 
Cornish  engines,  of  the  present  day,  are  very  poor  machines,  and 
that  several  other  classes  of  engines  are  superior;  amongst  them 
the  much  abused  marine  engine,  which  does  the  same  amount  of 
work  with  about  one-half  the  coal  consumed  by  the  Cornish  engine. 

There  is  every  reason  to  believe  that  if  all  attending  circumstan- 
ces were  noted,  and  given  due  consideration,  neither  Rowan's  en- 
gine, nor  the  Cornish  engine,  would  have  shown  anything  like  the 
duty  accredited  to  them.  It  is  impossible  to  accept  the  belief  that 
engineers  of  our  day,  in  spite  of  their  advances  in  scientific  know- 
ledge, are  incapable  of  building  a  good  pumping  engine,  and  it  is 
far  more  probable  that  these  high  duties  are  the  results  of  very 
short,  and  imperfectly  constructed,  experiments.  It  must  be  re- 
membered that  there  is  a  limit  to  the  ability  of  steam  to  do  work, 
even  allowing  it  all  that  is  claimed  by  Marriotte. 


THE  MOUNT  WASHINGTON  RAILWAY. 

About  a  dozen  years  ago,  Mr.  Sylvester  Marsh,  then  of  Chicago, 
conceived  the  idea  of  constructing  a  railway  up  the  rugged  slopes 
of  the  White  Mountains  of  New  Hampshire,  with  a  novel  outfit  of 
rolling  stock,  capable,  as  he  believed,  of  transporting  the  throng  of 
summer  visitors  to  the  summit  of  Mount  Washington,  6000  feet 
above  the  sea  level,  on  grades  of  1  in  3.  The  boldness  of  the  plan, 
emanating  from  a  man  who  laid  no  claim  to  professional  knowledge, 
caused  it  to  be  looked  upon  as  visionary  and  impractible.  For  a 
long  time  Mr.  Marsh  vainly  importuned  engineers  and  capitalists  to 
endorse  his  scheme.  A  small  model  of  his  track  and  machinery 
was  on  exhibition  for  years  in  the  Merchants'  Exchange  of  Boston 
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without  attracting  any  efiective  attention,  and  his  application  to 
the  Legislature  of  New  Hampshire  for  a  charter  was  granted  almost 
by  default,  nobody  believing  that  it  would  ever  be  heard  of  again. 
But  the  projetor  was  persevering,  and  at  length  succeeded  in  en- 
listing the  attention  of  parties  interested  in  the  various  lines  of 
railway  over  which  the  summer  travel  passed  to  and  from  the 
mountains.  By  their  aid,  in  1866,  a  short  piece  of  experimental 
track  was  laid  up  the  lower  slope  of  the  mountain,  and  an  engine 
built  to  attempt  the  ascent.  The  experiment  was  successful.  Capi- 
tal was  obtained  to  push  it  further,  and  in  August,  1868,  the  line 
was  opened  for  travel  to  a  point  within  three-fourths  of  a  mile  of 
the  summit,  and  at  the  commencement  of  the  season  of  1869  it  was 
completed  and  put  in  use  to  the  tip-top  house,  on  the  crown  of  the 
mountain. 

At  first  the  nervous  travellers  avoided  the  very  airy  looking 
conveyance,  and  only  the  bolder  half  tried  the  new  and  easy  mode 
of  ascent  A  still  smaller  proportion  attempted  the  descent,  which 
was  the  most  fearful  looking  of  the  two.  But  as  no  accident  oc- 
curred— and  it  was  demonstrated  that  ample  provision  had  been 
made  for  the  ordinary  breakages  and  derangement  of  machinery 
or  tracks — confidence  was  established,  and  the  road  obtained  all 
the  patronage  that  its  equipment  could  accommodate.  In  illustra- 
tion of  its  apparent  safety,  it  may  be  stated  that  more  than  nine 
thousand  tons  of  construction  material  have  been  transported  over 
it,  and  great  numbers  of  passengers,  without  accident  or  injury  to 
property  or  person,  the  only  individual  ever  injured  being  one  of 
the  workmen,  who,  having  a  careless  habit  of  taking  an  easy  way 
of  getting  down  one  of  the  steep  inclines  by  placing  a  board  on 
the  centre  track  and  sliding  upon  it,  came  to  grief  and  a  broken 
leg  one  day  for  want  of  a  suitable  brake  on  his  machine. 

The  road  bed  of  this  extraordinary  structure  is  mainly  a  timber 
trestle  work,  cut  from  the  forest  of  spruce  that  covers  the  lower 
slopes  of  the  mountain.  The  rails  are  of  the  ordinary  strap  pat- 
tern on  longitudinal  timbers,  with  a  gauge  of  about  4  ft.  In  the 
middle  of  this  track  a  third  longitudinal  timber  is  securely  fastened, 
and  surmounted  with  a  heavy  rack  or  ladder  of  wrought  iron,  into 
which  steel  pinions  work  from  the  engine  and  car,  the  motive  power 
being  a  locomotive  engine  working  through  counter-shafts  and 
pinions  into  this  fixed  rack.  Iron  pendants  from  the  engine  and  car 
with  flanges  turning  under  the  longitudinal  timbers  prevent  the 
Vol.  LIX.— Third  Skriks.— No.  1.— Jaxuart,  1870.  4 
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possibility  of  the  train  being  lifted  from  the  track  by  wind  or  other 
force,  and  by  a  combination  of  atniospheric  brakes  and  brake  straps 
on  the  pinion  shafts  the  train  can  be  stopped  under  all  emergencies. 

The  engine  is  placed  below  the  car,  and  retains  its  position  both 
in  the  ascent  and  descent.  It  has  an  upright  boiler  and  horizontal 
cylinder,  with  crank  rod  continuation  of  the  piston,  like  an  ordi- 
nary locomotive.     The  weight  is  about  7  tons. 

The  car  body  is  of  the  ordinary  American  pattern,  but  about 
half  the  common  size  and  capacity,  mounted  on  four  wheels  only. 
The  weight  is  about  4  tons,  and  the  seats  arc  placed  as  in  a  common 
American  car,  and  so  hung  on  stirrups  as  to  retain  their  horizontal 
position  under  all  circumstances,  an  advantage  which  is  quite  mani- 
fest when  the  incline  brings  one  end  of  the  car  30  feet  higher  than 
the  other. 

The  time  occupied  in  the  ascent  or  descent  of  the  three  miles  of 
railway  is  about  one  hour.  The  maximum  grade  is  1700  feet  to 
the  mile,  and  the  average  grade,  from  the  elevated  platform,  where 
the  road  now  starts  at  the  foot  of  the  mountain,  is  1300  feet  per 
mile. — Engineering, 

BELTING  FACTS  AND  FIGURES. 

By  J.  H.  CooPKR. 
(Continued  from  page  885.) 

We  take  the  following  series  of  interesting  facts  from  "  Practical 
Treatise  on  Mill  Gearing."  By  Thomas  Box,  London :  E.  and  F. 
N.  Spon,  1869. 

Driving  Power  of  Belts. — Let  A,  in  Fig.  1,  be  a  pulley  fixed 
so  as  to  be  incapable  of  turning,  and  T  t  weights 
suspended  by  a  belt  E,  which  passes  round  the 
pulley,  and  may  be  caused  to  embrace  it  more 
or  less  by  a  small  guide-pulley  D.  Let  now  the 
weight  T  be  increased  until  the  friction  of  the 
belt  is  overcome,  and  it  slips  on  the  pulley,  the^ 
weight  T  descending. 

The  ratio  between  T  and  ^  varies — 
1st.  With  the  coefficient  of  friction  of  the  ma- 
terial of  the  belt  E,  sliding  on  the  material  of  the 
pulley  A.     2d.  With  the  proportion  which  the  arc  of  the  pulley 
embraced,  bears  to  the  whole  circumference  of  the  pulley. 
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*'  It  is  independent  of  the  breadth  of  the  belt,  so  lonj  as  t  and  t 
remain  the  same,  but  inasmuch  as  T  and  t,  or  the  strain  on  the  belt, 
may  increase  with  the  breadth,  this  must  not  be  understood  to 
mean  that  a  narrow  belt  will  drive  as  much  as  a  wide  one;  for 
other  things  remaining  the  same,  the  strain,  and  therefore  the  driv- 
ing power,  varies  directly  and  simply  as  the  breadth. 

"  The  ratio  between  t  and  t  is  also  independent  of  the  diameter 
of  the  pulley,  other  things  remaining  the  same ;  thus,  for  instance, 
a  strap  which  slips  on  a  pulley  1  foot  in  diameter,  with  a  weight  of 
1  cwt.  at  one  side,  and  2  cwt.  at  the  other,  would  do  the  same  on  a 
pulley  10  feet  or  any  other  diameter,  the  surfaces  being  similar. 

"  This  appears  contrary  to  our  instinctive  notions,  but  is  quite 
correct,  as  I  have  proved  by  experiment.  But  this  must  not  be 
understood  to  mean  that  a  small  pulley  will  carry  as  much  power 
as  a  large  one,  for  obviously,  if  both  are  set  in  motion,  making  the 
game  number  of  revolutions  per  minute,  the  relative  speeds  of  belt 
would  be  proportional  to  the  diameters,  and  the  power  would  vary 
in  the  same  ratio. 

"From  Morin's  experiments  the  coefficients  of  friction  areas 
follows : — 

•47  for  leather  belts  in  ordinary  working  order  on  wooden  pulleys, 
•28         "  "  "  "  "  cast  iron      " 

•38         "  "         soft  and  moist  "  "  " 

•50  for  cords  or  ropes  of  hemp  on  wooden  pulleys. 

"  It  appears  from  Morin's  experiments  that  with  cast  iron  pul- 
leys the  driving  power  is  the  same  whether  they  are  turned  or  not, 
the  adhesion  of  the  belt  to  the  polished  surface  generating  as  much 
friction  as  with  a  rough  surface. 

"  If  we  take  the  case  of  a  belt  in  ordinary  working  order  on  a 
cast  iron  pulley,  the  coefficient  of  which  is  '28,  and  calculating  for 
four  cases  in  which  the  circumference  is  successively  J,  J,  j,  and 
wholly  embraced,  we  find  that  while  ^  =  1  in  all  cases,  T  becomes 
successively  1*553  —  241  — 3-77  and  oSl. 

The  following  table  is  calculated  in  this  way,  and  gives  through- 
out the  value  of  T  when  t  =■■  1  for  different  kinds  of  surface  of  pul- 
ley and  states  of  belt.  Decimal  parts  of  circumference  of  pulley 
are  given  instead  of  fractions  named  above. 

"  When  a  rope  is  used,  and  it  is  wound  more  than  once  round 
the  drum,  the  frictional  power  is  enormous ;  thus  with  a  rough 
wooden  pulley  and  a  rope  2*5  times  round  it  with  i  =  1,  T  is  2575*3. 
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Table  showing  ratio  of  strains  on  the  belts  of  driving  pulleys,  q  =  t  —  t. 


%^t 

BelU  in  the  ordi- 

a^AL 

Ropes  on  wooden  drums. 

©^   g                     on            ! 

Cast  Iron 
Pulleys. 

-^3         Wooden 
*3  >.t       ''  Pulleys. 

Wooden  iCast  Iron 

Pulleys,  j  Pulleys. 

Rough. 

Polished. 

5-22     '        -  - 

1 

— 

«  §.S 

1 

f 

T      1     Q 

T 

Q          T     '     Q     '      T          Q    • 

1     1 

T 

Q 

T              Q 

•2      1    1.87      -87 

1-80 

•80 

1-42     -42 

1-61    -61 

1-87 

-87 

1-61         -51 

•3      1    2-67    1-57 

2-48   1-48 

1-69     -69 

2  06105 

2-67 

1-57 

1  -86         -86 

•4      ll  8-61.  2-61 

8-26   2-26 

2  02  102 

2-60  1-60 

3-51 

2-51  1 

2-29       1-29 

•6      l!  4-81    8  81 

4-88   8-38 

2-41  1-41 

8-30  2  80 

4-81 

3-81  1 

2-82      1-82 

•6      1    6-69    6-69 

6-88:  4-88 

2-87  1-87 

419319 

6-68 

5-58 1 

3-47      2-47 

•7      1,  900   800i  7-90   6-90 

8-43  2-43 

6-32  4-82 

901 

8-01 

4-27      3-27 

•8      112-3411-3410  62   9-62 

4-09J8-09 

6-76  5-75 

12-34 

11-84: 

5-26      4-25 

•9      1  l6-9015-90'l4-27il8-27 

4-87  |8-87 

8-67  7-57 

16-90 

15-90 1 

6-461     6-46 

10    1  12314  2214  1916  1816 

6  81  4*81 

10-89,9-89 

23-90 

22-90 1 

7-95      6-95 

1-5    i  1           1 

111-31 

110-31  1 

22-421  21-42 

2-0    1  1 

585-47 

584-47 ! 

63-28    G2-23 

'' '  '\     ,     i 

2o75-30 

2574-30  jl78-52  177-62 

*'  Pulleys  in  Motion. — We  have  so  far  considered  the  pulley  as 
fixed ;  we  will  now  apply  the  foregoing  facts  to  the  case  of  pulleys 

in  motion.  The  mechanical  conditions 
of  a  driving  pulley,  with  half  its  circum- 
ference embraced  by  the  belt  are  shown 
by  Fig.  2,  in  which  we  have,  as  before, 
the  pulley  a  and  the  weight  T  and  t  as 
in  Fig.  1,  where  we  found  them  to  be 
respectively  1  and  241.  But  in  this 
case,  the  pulley  A  being  free  to  turn,  the 
weights  T  and  t  being  unequal,  there 
would  be  no  equilibrium  without  an  ad- 
ditional weight  at  Q,  and  supposing  the 
drum  J  to  be  the  same  diameter  as  the 
pulley  A,  it  is  self-evident  that  the  sum 
of  Q  and  t  must  be  equal  to  T ;  therefore  T  —  ^  =  Q ;  or  2-41  — 1-0 
=  1-41  =  Q. 

"  The  mechanical  power  transmitted  by  the  belt,  supposing  q  to 
be  raised  by  a  rope  coiled  around  the  drum  as  a  hoist  or  windlass 
is  the  difference  between  T  and  <,  and  Q  might  be  increased  indefi- 
nitely, if  we  could  increase  T  and  t  indefinitely  in  the  normal  pro- 
portion; there  is,  however,  a  limit  to  which  this  can  be  done, 
namely,  the  cohesive  strength  of  the  strap  by  which  the  heaviest 
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Weight  T  is  carried.  Where  leather  is  used  we  can  obtain  the  re- 
quisite cohesive  strength  by  increasing  the  width  of  the  belt,  or  by 
making  it  a  double  or  treble  one  and  this  width  must  in  all  cases 
be  proportional  to  T,  and  not  to  t  or  to  Q. 

"  In  Fig  2  G  may  represent  the  engine  shaft,  H  its  crank,  and  P 
the  power  which  is  equal  to  Q.  It  will  be  observed  that  the  weight 
c  or  pressure  on  the  bearings  due  to  the  tension  on  the  two  straps, 
and  also  the  maximum  tension  T  is  much  greater  than  the  power  p 
or  the  weight  Q 

"  If  the  weight  Q  had  been  I'O,  the  maximum  tension  T  would 

2'41 
evidently   have  been  :r^  =  1-71,  and  the 

minimum  tension  t  have  been  r— —  ==-71,  and 

thus  we  obtain  the  strain  as  shown  in  Fig.  8 ; 
this  is  the  most  useful  form  in  which  the 
question  can  be  put,  as  we  thus  obtain  the 
proportional  maximum  strain  or  width  of 
belt  for  a  unit  of  power  at  p. 

"  With  a  wooden  pulley  the  friction  of 
the  surfaces  is  greater,  and  the  strains  for 
the  weight  Q  are  different.     Here  for  i  =  1 

we  find  by  the  table  above  that  T  is  4*38,  arid  hence  Q  =  4*38  —  1 

4*88 
=  3-38.     For  q  or  p  =  l   we  should  have  T  =  q-st7=1-29,   and 

o'oo 

t  =  o.oo  =  '29 ;  so  that  with  the  same  power  P,  a  belt  1-29  inch 

wide,  on  a  wooden  pulley  would  do  as  well  as  one  1*71  inch  wide 
on  a  cast  iron  one. 

"  In  the  case  of  a  pulley  of  cast  iron  with  y^ths  of  the  one  em- 
braced, the  table  shows  that  T  =  1*42,  and  t  being  1  0,  Q  will  be 

1  '4-9  1  • 

1-42  — 1= -42.     For  q  =  1  we  have  t  =  ~  =  3-38,  and  <=,. 

•42  '  '42 

=  2-38. 

"  With  a  crossed  belt  on  cast  iron  pulleys  the  arc  embraced 
being  j^^^ths  of  the  circumference,  we  have  T  =  3*43,  by  table  T  =  1, 

and  Q  =  2-43  ;  and  hence  with  q  ±=  1,  we  obtain  t  =  ^     =    1-41, 

Comparing  all  the  cases  presented  it  will  be  seen  that  with  the 
same  engine  power,  the  breadth  of  belt  would  be  in  the  ratio  1*71, 
1-29,  3-38  and  1-41. 
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THE  CENTRAL  PACIFIC  R.  R. 

From  the  Amencan  Churchman  we  extract  the  following  graphic 
description  of  this  road  and  the  engineering  difficulties  conquered 
in  its  construction : — 

The  courtesy  of  the  officers  of  the  Central  Pacific — the  Califor- 
nia side  of  the  railroad  connection  to  Promontory  in  Utah — gave 
me,  last  evening,  the  pleasure  of  a  ride  on  the  engine  up  the  Sierra 
and  round  Cape  Horn,  and  to-day  an  opportunity,  from  the  same 
point  of  observation,  of  enjoying  the  ride  through  the  rock  walla 
of  Humboldt  and  Twelve  Mile  Canyon. 

My  thanks  are  due  to  Mr.  Crocker  and  Superintendent  Towne 
for  the  bit  of  pencilled  paper  by  which  I  was  enabled  to  enjoy  one 
of  the  most  delightful  experiences  of  my  life. 

The  real  difficulty  in  the  way  of  engineering,  in  connecting  the 
two  oceans,  occurs  on  the  western  side.  It  is  all  plain  sailing  on 
the  eastern  till  the  road  .descends  by  a  steep  grade  and  through  a 
pair  of  long  tunnels  into  the  Salt  Lake  Basin  by  Weber  and  Echo 
Canyons.  The  Level  plains  of  Nebraska,  and  the  high  table  land 
of  the  Laramie  Plains,  by  which  the  road  ascends  and  crosses  the 
Rocky  Mountains,  at  an  altitude  of  eight  thousand  feet,  offered  no 
difficulty  to  the  engineer.  The  trouble  on  the  Union  Pacific  was 
from  the  Indians — the  warlike  Sioux  and  Cheyennes, — and  from 
the  fact  of  the  great  distance  from  supplies  and  material. 

But  on  the  western  side,  the  engineering  problem  was  the  great 
one  from  the  start. 

Immediately  after  leaving  Sacramento  the  ascent  begins,  and  the 
problem  was  to  ascend  the  Sierra  Nevada  range  to  a  height  of  seven 
thousand  feet  within  a  distance  of  eighty  miles. 

There  was  no  getting  round  the  thing.  The  mountains  stood 
there  barring  the  way  eastward.  They  would  not  get  out  of  the 
way  for  a  railroad,  and  the  "  passes,"  by  which  travelers  in  the  old 
time  surmounted  the  obstacle,  are  all  from  five  to  eight  thousand 
feet  at  their  height  above  the  sea  level. 

It  was,  indeed,  the  common  talk  in  California  that  it  was  impossi- 
hie  to  carry  a  railroad  up  the  western  face  of  the  Sierra.  Even 
good  engineers  considered  the  undertaking  preposterous. 

It  is  easy  enough  to  mount  it  from  Hie  east^  for  the  high  table 
land  of  the  "  great  desert  "  comes  up  to  its  eastern  side  from  four 
thousand  to  five  thousand  feet.     In  fact  the  Sierra  Nevada  is  the 
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Western  face  of  an  embankment, — the  embankment  being  half  a 
continent,  and  this,  the  guttered  and  storm-washed  front  of  it  to- 
wards the  Pacific. 

The  point  was  to  get  up  this  rocky  face  to  the  table  land  it  bound- 
ed, and  to  do  that  in  a  very  short  space,  for  the  continent  breaks 
off'  short  and  comes  down  sheer. 

But  California  energy,  using  ten  thousand  patient  Chinamen, 
solved  the  problem,  and  took  the  track  up  and  over,  along  the 
mountain  side,  through  deep  and  long  tunnels  across  rifted  chasms 
in  the  rocks,  over  headlong  torrents  and  by  the  dizzy  edges  of 
abysses  thousands  of  feet  down, — and  "  around  Cape  Horn." 

But  even  when  the  work  was  done,  the  snow  avalanche  or  the 
earth  slide  from  the  mountain  round  whose  side  half  up,  the  iron 
path  winds  twisting  upward,  might  sweep  the  work  away,  or  over- 
whelm the  track  and  make  it  useless  for  weeks  or  months. 

There  was  a  remedy  also  for  this  in  the  skill  and  determination 
of  the  men  who  did  this  work.  They  just  roofed  in  their  road 
for  fifty  miles  I 

They  took  the  giant  stems  of  the  pines  and  braced  them  against 
the  mountain  side,  framing  them  and  inter-lacing  them  beam  with 
beam.  They  sloped  the  roof  sustained  [by  massive  timbers,  and 
stayed  by  braces  laid  into  the  rock,  and  covered  with  heavy  plank, 
up  against  the  precipice,  so  that  descending  earth  or  snow  would  be 
shot  clean  over  the  safely  housed  track  into  the  pine  tops  below, 
and  so  they  run  their  trains  in  security  under  cover,  and  have  con- 
quered the  snow  in  its  own  domain. 

There  is  one  drawback.  These  "  snow  sheds "  shut  out  forty 
odd  miles  of  the  most  magnificent  scenery  on  the  whole  trip — nota- 
bly Donner  Lake,  and  the  deep  valley  enclosing  it,  which  lies 
straight  down  below  the  passing  trains. 

It  was  up  this  slope  I  traveled  yesterday  afternoon  and  evening. 
It  takes  two  locomotives  to  persuade  the  trains  to  ascend.  I  found 
a  place  just  after  leaving  Sacramento,  on  the  foremost,  and  had  a 
mountain  ride,  which  I  think  must  be  unequalled  considering  the 
mountains  and  the  horse. 

First  there  was  the  Sacramento  valley — oak  opening  all,  which, 
to  most  of  your  readers,  needs  no  description.  Only  the  oaks  are 
of  a  species  not  seen  in  Michigan  or  Wisconsin.  California  is  rich 
in  oaks,  and  these  scattered  about  as  thickly  as  apple  trees  in  an 
old  orchard,  are  the  live  oak,  small  leaved  evergreen. 
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Then  came  the  "  foot  hills  "  and  a  gradual  change  in  the  wood- 
growth.  The  Manzanilla  wood  with  its  shining  stem  and  dark 
green  glistening  leaf  mingled  with  the  oaks,  and  the  buckeye  which 
in  California  is  a  many-stemmed  bush,  springing  from  a  common 
root,  hung  heavy  with  its  pear  shaped  fruit,  filling  up  the  space 
beneath  the  taller  oaks  and  the  nut  pines. 

Finally  we  came  into  the  realm  of  the  coniferoe  and  the  tall  stems 
sprang  up  smooth,  branchless  and  tapering,  rearing  their  green 
coronals  to  the  sky. 

We  were  going  up  the  mountains !  In  a  valley  on  one  hand  lay 
a  mining  village — the  most  beautiful  villages  in  the  State  are  these 
mining  villages  now.  Down  the  mountain  side,  on  the  other,  ran 
the  water,  led  in  sluices  like  a  mill  race,  around  a  point  here  and 
a  bend  there,  and  across  a  gorge  yonder — the  water  to  be  used 
under  the  mighty  power  its  descent  gives  it  to  tear  the  hill  side 
down  and  wash  the  rocks  to  pieces  in  "  hydraulic  mining," — mining 
that  is  which  consists  in  discharging  a  stream  of  water,  with  a 
head  of  a  few  hundred  feet  full  in  the  face  of  a  hill  side  till  it  is 
knocked  into  bits  I — bits  which  contain  gold,  of  course,  or  are  sup- 
posed to. 

But  these  too  are  left  as  we  go  clanking  on  through  pitch  dark 
tunnels  and  over  trestle  works  that  look  like  spider's  webs  and 
along  the  maze  of  dingy  precipices,  the  engines  coughing  and  strain- 
ing in  the  tug  up  the  steepest  grade  yet  ventured  by  any  engineer. 

The  day  died  out  before  we  reached  the  summit,  but  died  into  a 
cloudless  moonlight,  a  moonlight  so  brilliant,  so  silvery  white  in 
the  flood  of  light  it  poured  across  land  and  sky,  that  one  sent  no 
regrets  after  the  sunset. 

Moonlight  in  the  mountains,  and  such  a  moonlight  is  something 
to  be  remembered  for  life.  I  lost  all  sense  of  the  poor  every-day 
world,  forgot  so  vulgar  a  thing  as  a  railway  car,  even  the  clank  of 
the  engine  seemed  to  come  softened  as  from  far  away,  and  I  was 
sailing  over  pine-clad  mountains,  silvery  white,  in  an  air  of  balm 
and  fragrance,  and — in  fact,  I  think  was  about  half  asleep  when  my 
friend,  the  engineer,  plucked  my  sleeve, — we  were  doubling  Cape 
Horn  I 

Bound  the  jutting  mountain  wall,  so  called  from  its  bold  advance 
into  the  valley,  and  its  precipitous  face,  the  road  winds  like  a  rib- 
bon. No  human  foot  had  ever  trodden  this  height  as  far  as  man 
may  judge,  till  the  first  "  hand  "  was  lowered  down  to  lash  himself 


Digitized  by 


Google 


The  Central  Pacific  E.  R.  3S 

to  a  tree  and  begin,  with  pick  and  spade  and  crow,  to  cut  a  shelf 
along  the  dizzy  height !  Not  even  an  Indian  trail  had  ever  passed 
where  the  long  train  was  passing  now.  The  foot-sure  savage  had 
never  ventured  here.  Three  thousand  feet  sheer  down  lay  the 
valley,  in  the  moonlight,  like  a  lake,  the  mist  slowly  rising  and 
swaying,  silvered  by  the  descending  light.  The  feathery  tops. of 
the  rock-anchored  pines  rose  out  of  the  mist  far  below.  Across 
the  valley  the  other  mountain  face  frowned  darkly,  shaggy  with 
bristling  pines  from  base  to  summit. 

That  was  one  side. 

On  the  other  rose  the  almost  perpendicular  wall  of  the  moun- 
tain, round  which  we  were  rushing  on  a  shelf  cut  into  the  rock 
wide  enough  for  the  rails,  of  course — what  need  of  anything  more, 
when  they  are  treble  spiked,  and  the  rolling  stock  of  the  best,  and 
the  engineer  the  safest  man  to  be  found? 

If  we  went  off?  If  a  broken  rail  should  be  ahead,  if  a  rock 
should  have  rolled  down  beyond  the  curve  yonder  ?  Well,  I  sus- 
pect it  would  not  make  much  difference,  in  that  case,  whether  one 
was  on  the  engine  or  in  a  car  yonder.  It  would  amount  to  the  same 
thing,  I  think,  when  we  all  reached  the  valley  together. 

But  there  has  never  been  an  accident,  and  it  is  just  such  places 
as  this  that  are  most  carefully  guarded,  and  where  all  prudence, 
and  forethought,  and  skill,  are  engaged  to  be  active. 

I  do  not  know  that  I  have  been  able  to  give  you  half  an  idea  of 
the  magnitude  of  this  undertaking,  which  has  annihilated  these 
weary  desert  spaces  and  brought  East  and  West  together.  If  I 
have  said  much  about  it,  it  is  because,  after  all,  looking  at  it  as  I 
have,  it  seems  to  me  the  railroad  across  the  continent,  the  double 
iron  bands  that  tie  Omaha  and  Sacramento  each  together,  over  the 
mountains,  across  vast  deserts  where  human  life  finds  nothing  to 
sustain  it,  through  the  territories  of  tribes  too,  a  few  years  ago  a 
terror  to  the  whole  border — it  seems  to  me  the  railroad  is  really 
the  most  wonderful  thing  one  sees,  after  all. 


Yellow  the  Brightest  Color.— Experiments  tnade  to  ascertain 
what  colors  are  most  qiliokly  and  easily  perceived  by  the  eye  seem 
to  show  that  bright  yellow  is  the  color  most  easily  distinguished, 
and  is  therefore  suggested  for  railway  signals* 

Vol.  LIX.— Thibd  Series. —Xo.  1.—* January,  1870.  6 
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ON  THE  LOSSES  OF  PROPELLING  POWER  IN  THE  PADDLE-WHEEL 

By  R.  H.  Thcjrstok,  First  Assistant  Engineer,  Assist.  Prof.  Nat.  Phil.,  U.  S.  K. 
(Member  of  the  Institute.) 

In  a  marine  steam  engine  of  good  design  and  in  good  order, 
about  seven  per  centum  of  the  indicated  horse-power  may  be  ex- 
pected to  be  consumed  in  the  moving  of  the  parts  of  the  machinery 
itself,  the  remaining  ninety-three  per  centum  being  applied  to  the 
propelling  instrument. 

Where  the  radial  paddle-wheel  is  used,  a  considerable  part  of 
the  work  done  by  the  wheel  is  expended  uselessly  in  forcing  the 
water  downward,  or  in  lifting  it ;  and  of  that  power  which  finally 
acts  horizontally,  a  part  is  unavoidably  lost  in  setting  in  motion 
the  water  upon  which  the  wheel  acts.  Thus  the  power  exerted  by 
the  engines  is  considerably  greater  than  that  exerted  by  the  ship 
in  resisting  motion. 

To  ascertain  the  amount  of  these  losses,  when  the  vessel  is  at 
rest,  as  on  the  instant  of  starting  the  engines,  the  first  of  these 
losses,  that  from  oblique  action,  is  easily  calculated  thus : — 

Measure  the  length  of  the  immersed  arc  described  by  the  centre 
of  pressure  of  the  floats,  and  the  length  of  its  chord.  The  ratio  of 
the  squares  of  these  quantities  will  give  the  ratio  of  total  power 
exerted  to  power  expended  horizontally  by  the  wheel. 

When  the  vessel  moves  ahead,  the  conditions  of  the  problem  are 
at  once  greatly  changed. 

The  floats,  then,  instead  of  moving  in  a  circle  through  the  water, 
describe  the  curve  shown  in  Fig.  1. 

They  then  move  through  the  water  obliquely,  and  with  velocities 
varying  every  instant. 

This  forward  movement  gives,  to  some  extent,  a  "  feathering  '* 
action  to  the  floats,  and  with  a  properly  proportioned  wheel,  the 
loss  from  oblique  action  becomes  very  greatly  diminished. 

The  path  of  the  float  R  c  being  in  the  direction  c  d  instead  of  the 
direction  ab,  the  principal  portion  of  the  work  is  done  in  the  lower 
portion  of  the  path  of  the  float,  where  there  is  less  oblique  action. 

Noticing  the  positions  assumed  by  the  floats  at  different  points 
c,  5,  i,  &c.,  and  the  direction  of  their  motion,  it  becomes  evident,  also, 
tlaat  the  amount  of  **  dip"  influences  the  amount  of  loss  from  oblique 
action  very  greatly  when  the  vessel  moves  ahead,  as  well  as  in  the 
previous  case,  and  the  most  economical  wheel  will  be  thatin  which  the 
sum  of  the  losses  from  dip  and  slip  are  reduced  to  the  greatest  extent. 

To  ascertain  the  amount  of  loss  of  power  in  oblicjue  action: — 

See  Fig.  2. — Letv  =  velocityof  paddle-float  at  centre  of  pressure, 
t;  =  velocity  of  vessel, 
a  =  angle  included   between  an  arm  CA  and 

horizontal  line  through  c. 
fi  =  any  other  angle  as  B  c  v. 

tt=-.    r= radius. 
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The  tangential  velocity  of  the  centre  of  pressure  of  any  float 
A  c  will  be  (v  —  V  sin.  a)  =  v  (1  — '  /*  sin.  a),  and  the  horizontal  ve- 
locity through  the  water  will  be  ( v  sin.  a  —  v)  =  v  (sin.  a  —  /*). 

The  normal  pressure  on  a  unit  of  area  of  the  float  will  be  mea- 
sured by  the  square  of  its  velocity  in  the  direction  of  that  pressure, 
or  v^  (1  —  A*  sin  a)^,  and  the  total  work  done  by  the  engine  in  turn- 
ing the  float  through  any  arc  A  B,  will  be — 

r\^rj\l—f,8m.ayda,  ....       (1.) 

The  horizontal  component  of  the  pressure  on  the  float,  which 
only  is  useful  in  propelling  the  ship,  will  be — 

V*  (1  —  ft  sin.  ay  sin.  a. 

While  the  float  is  moving  through  the  arc  rda  in  the  time 

rf^  = ,  this  horizontal  resistance  will  be  met  through  a  space 

V  (sin.  a  —  fi)  dt  =  r  da  (sin.  a  — a*),  and  the  power  expended  hori- 
zontally upon  the  water  while  the  wheel  moves  through  any  arc 
A  B  will,  therefore,  be  expressed  by — 

r  V*  /     (1  —  tt  sin.  ay  sin.  a  (sin.  a  —  fi)  da^      .       (2.) 

But  while  this  amount  of  work  is  expended  upon  the  water,  the 
wheel*  must,  in  consequence  of  the  slip,  do  a  greater  amount  of 
work  in  a  proportion  varying  at  each  point  with  the  slip,  and  the 
total  horizontal  work  of  the  wheel  will  be  obtained  by  multiply- 

y 

]ng  the  expression  (2)  by  the  factor  — ^,-— - — = .. 

The  total  amount  of  work  done  in  this  direction,  then,  while 
passing  through  the  arc  A  B,  will  be,  including  slip, — 

r  v'  /     (1  —  /*  sin.  a)  (sin.  a  —  .u)  sin.  a  da,       .       (3) 

The  ratio  of  (3)  to  (1)  will  be  the  ratio  of  gross  horizontal  work 
to  the  total  work  done  on  the  wheel. 

Integrating  between  limits,  this  ratio  becomes — 

,„  .     ^-"2 —  0^  —  a)  +  2  At  (cos.  /?  —  COS.  a)  —  o  (cos.'  /5  —  cos.*  a)  -- 


(i? ' —  a)  +  2  fi  (cos.  /?  —  cos.  a)  —  p 


2 


'+   1 

-J —  (sin.  2  fi  —  sin.  2  a) 


(sin.  2/5  —  sin.  2  a) 
In  this  equation,  making  a  the  angle  ot  entrance  of  the  meail 
centre  of  pressure  of  the  float  and  calling  fi  =  90°,  ^  being  known, 
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the  loss  of  power  in  any  wheel  by  oblique  action  may  be  obtained 
by  subtracting  the  ratio  resulting  from  our  final  equation  from 
unity. 

The  following  are  data  assumed  and  results  obtained  as  above : 


First  case. 


Second  case. 


Third  case. 


a  ^^  00°  =  **::.- 1-047  a  =  42°  :=  Jr.  ft 
8  ^^ 

I 

/5  ^90°--.  2-^1570  ,5  =-  90°  .=^ 

V.  _    Z 
V"*'  V  ~"     4 

Dip.  =  ^^  radius.       Dip.  =  J  radius. 
Efficiency  —  -949.      Efficiency  =r  -907 
Loss  by  oblique  ac- Loss  = '093. 
tion  =  -051. 


a  =  80°  = 


7i 


i  =  0°  =  o. 
/3  =900  =  ' 


-i- 


;^  =9o<^  =  ' 

I!: 
V 

I  Dip.  z=l  radius. 
;Effic.  =  -83. 
!Loss^"17. 


'J 


I 


Fourth  case. 


:i 


Dip.  =  to  centre. 
Effic.  =  -70. 
Loss  =  -80. 


The  first  case  corresponds  to  that  of  light  river  steamboats,  the 
second  to  that  of  ocean  steamers,  while  the  third  is  an  exaggerated, 
though  not  remarkably  rare  case.  The  fourth  case  is  given  sim- 
ply in  illustration  of  the  use  of  the  formula ;  it,  of  course,  is  un- 
known in  practice. 

Here  the  efficiency  and  loss  are  expressed,  not  in  fractions  of  total 
indicated  horse-power,  but  of  the  power  applied  to  the  wheel,  and, 
referred  to  I.  H.  P.,  those  losses  would  be  -047,  '086,  -158  and  -28, 
respectively. 

If  it  is  required  to  find  the  loss  of  power  by  oblique  action  and  slip 
combined,  and  thus  to  ascertain  if  the  designer  of  the  hull  has  ful- 
filled his  guarantees,  the  net  power  expended  in  simply  overcoming 
the  resistance  of  the  ship  must  be  obtained.  The  amount  of  hori- 
zontal expenditure  of  power  just  obtained  must,  in  this  case,  be  re- 

V  —  V 

duced  by  multiplying  by  the  ratio ,    or    it    may    be   taken 

from  (2). 

In  the  examples  given  above,  the  slip  is  assumed  to  be  known, 
and  in  each  case  is  taken  at  25  per  cent,  and  this  net  power  usefully 
expended  is  found,  after  making  this  reduction,  to  be  '714,  -685, 
•631  and  52  of  total  I.  H.  P. 

In  the  fourth  case,  the  slip  would  actually  be  v.ery  much  greater 
than  is  assumed  above,  and  the  efficiency  would  probably  fall  be- 
low twenty  per  centum  of  the  indicated  horse-power. 

Our  results  agree  very  closely  with  those  deduced  from  experi- 
ment ;  and  the  method  by  which  they  are  obtained  has,  we  believe, 
never  before  been  published. 

U.  S.  IDfayal  Academy,  Annapolis,  Md.,  Doc,  18C6. 
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THE  TRANSATLANTIC  LONGITUDE. 

By  Db.  B.  a.  Gould. 

From  the  Eeport  on  the  above  subject,  made  by  Dr.  Gould  to 
the  Superintendent  of  the  U.  S.  Coast  Survey  which  has  just  been 
published  in  the  Smithsonian  Contributions  to  Knowledge,  we  make 
the  following  extracts  and  abbreviations  which  will  be  of  interest 
to  many  of  our  readers  into  whose  hands  the  entire  and  extensive 
work  is  not  likely  to  come,  or  who  might  lack  time  and  courage 
to  attack  so  formidable  a  piece  de  resistance  as  a  quarto  of  some 
125  pages. 

1. — Origin  of  the  Coast  Survey  Expedition. 

.  The  determination  of  longitudes  by  means  of  the  electro-mag- 
netic telegraph,  was,  as  is  well  known,  first  practised  by  the  U.  S. 
Coast  Survey ;  and  the  methods  by  which  it  attained  its  full  de- 
velopment were  here  in  use  for  several  years  before  they  began 
to  be  employed  elsewhere.  From  the  year  1849  until  the  begin- 
ning of  the  late  war,  early  in  1861,  they  were  unremittingly  prose- 
cuted. At  that  time,  24  independent  determinations  had  been 
made,  no  pains  had  been  spared  for  the  attainment  of  all  possible 
precision ;  and  the  series  of  telegraphic  longitudes  extended  from 
the  northeastern  boundary  to  New  Orleans,  covering  2J  hours  of 
longitude  and  15°  of  latitude  within  our  own  territory,  as  well  as 
some  portions  of  the  British  provinces.  Upon  the  completion  of 
the  Pacific  Telegraph,  arrangements  were  made*  for  extending  the 
connection  to  San  Francisco ;  but  these  were  reluctantly  deferred 
in  consequence  of  the  condition  of  the  country. 

For  longitudes  reckoned  from  any  trans- Atlantic  zero,  much 
coarser  methods  only  have  hitherto  been  available ;  and  the  un- 
certainty of  the  determinations  has  been  twenty  or  thirty  times 
greater  than  that  between  any  of  the  points  which  form  the  series 
of  American  determinations,  and  very  much  larger  than  that  be- 
tween any  points  referred  to  these  fundamental  ones,  by  the  geo- 
detic operations  of  the  Survey. 

The  Atlantic  cable  promised  at  last  to  afford  an  opportunity  of 
connecting  the  American  with  the  European  longitudes,  and  thus 
of  reducing  the  two  independent  series  of  determinations  into  what 
should  practically  be  but  one.     The  large  views  of  the  late  honored 

*Coast  Survey  Report,  l>ol,  p.  2. 
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head  of  the  Coast  Survey,  Prof.  Bache,  led  him  to  take  immediate 
steps  for  the  attainment  of  this  end ;  and  upon  the  first  organiza- 
tion of  the  Atlantic  Telegraph  Company,  to  the  assistance  of  which 
he  gave  his  hearty  and  effective  support,  he  obtained*  from  the 
officers  of  this  and  of  the  Newfoundland  companies  their  ready 
promise  of  all  needful  facilities  for  determining  the  relative  longi- 
tude of  their  terminal  stations. 

Immediately  upon  the  landing  of  the  cable  at  Trinity  Bay,  Mr, 
Hilgard  was  dispatched  to  this  remote  spot,  in  order  to  decide  from 
personal  inspection  whether  the  communication  were  sufficiently 
good  to  permit  of  satisfactory  longitude  signals,  without  delay; 
but  his  report  was  necessarily  adverse. 

Upon  the  organization  of  the  telegraphic  cable-expedition  of 
1865,  Mr.  HUgard,  who,  during  Prof.  ]3ache's  illness  was  acting  in 
his  behalf,  obtained  anew  from  the  respective  companies  permission 
for  our  use  of  the  cable,  if  successfully  laid;  and  the  Hon.  Secre- 
tary of  the  Treasury  authorized  the  necessary  outlays.  Mr.  L.  F. 
Pourtales  repaired  to  Heart's  Content,  and  there  awaited  the  arrival 
of  the  Great  Eastei:n,  in  order  to  notify  me  without  delay  of  the 
character  and  availability  of  the  signals,  should  the  cable  be  suc- 
cessfully laid ;  but  the  rupture  of  the  cable  in  mid-ocean  made  his 
expedition  unavailing. 

The  same  preliminary  steps  were  again  taken  in  1866,  Mr.  G.  W. 
Dean  awaiting  the  arrival  of  the  Great  Eastern  at  Heart's  Content. 
The  expedition  of  this  year  was  happily  successful,  and  Mr.  Dean 
reported  by  telegraph  that  the  sharpness  of  the  signals  was  all  that 
could  be  desired.  Measures  were  at  once  taken  for  organizing  the 
parties.  Mr.  Dean  returned  only  a  few  hours  too  late  to  present 
his  report  while  we  were  attending  the  session  of  the  National 
Academy  of  Sciences  at  Northampton ;  but  he  found  Mr.  Hilgard 
and  myself  at  the  meeting  of  the  American  Association  in  Buffalo, 
where  all  the  details  for  the  expedition  were  arranged  witbqut  de- 
lay, and  the  needful  directions  for  preparation  of  instruments  and 
observers  given  by  Mr.  Hilgard. 

The  large  interval  between  the  meridians  of  the  two  extremities 
of  the  cable  precluded  the  employment  of  the  method  of  star-sig- 
nals, for  many  reasons.  This  method  requires  a  more  protracted 
occupation  of  the  cable  than  it  seemed  right  or  reasonable  to  solicit ; 
the  climate  of  Newfoundland,  according  to  the  best  information 
received,  is  too  uncertain  and  variable  to  warrant  reliance  upon  the 
continuance  of  a  clear  sky  for  three  hours,  while  unless  they  should 
promise  favorably  it  would  be  unwise  to  employ  the  cable  for 
transmitting  observations  from  Valencia,  which  would  be  useless  un- 
less combined  with  subsequent  observations  of  the  same  stars  from 
Heart's  Content.  Moreover,  for  a  longitude  so  great  as  that  to  be 
measured,  the  special  advantages  of  the  method  of  star  signals 

*Ibid.  18G8,  pp.  33,  34,  43  ;  18C9,  p.  6. 
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cbiefly  disappear;  the  clock-rates  becoming  matters  of  serious  im- 
portance, ana  entailing  errors  of  the  same  order  of  magnitude  as 
those  of  the  absolute  time-determination,  while  the  wide  separativm 
of  the  observers  precludes  that  thorough  elimination  and  control 
of  personal  equation  which  is  feasible  when  the  longitude  observa- 
tions are  restricted  to  z^inithal  stirs,  and  the  observers  can  easily 
exchange  positions  and  frequently  meet  at  one  or  the  other  station, 
There  was  also  ground  for  conliJoncc  that  the  catalogue  of 
standard  stars  to  be  employed  for  dct<M*mining  time  was  so  well 
freed  from  systematic  errors,  that  the  diltjrence  of  half  a  quadrant 
in  the  meridians  would  introduce  no  error  depending  on  the  right- 
ascensions,  no  matter  at  what  hour  the  comparisons  might  be  made 
—a  confidence  which  the  event  has  fully  justiQed. 

[A  description  here  follows  of  the  various  previous  determinations 
of  longitude  by  the  several  methods  following, 

1st.  From  Evilipscs  and  Occultations  by  which  values  have  been 
obtained  of  the  difference  between  Greenwich  nnd  Washington, 
ranging  between  oh.  8m.  ll'14s.  and  oh.  8m.  I3*l3s 

2nd.  From  Moon  Culminations  varying  between  5h.  8m.  9*3s. 
andSh.  8ra.  ll-6-f4s. 

3rd.  From  Chnmometers  in  which  the  results  of  different  ex- 
peditions varied  from  5h.  8m.  ll*14s.  to  5h.  8m.  1343+0-19s.] 

All  of  these  values  require  to  be  increased  by  OO63.  to  conform 
to  the  new  telegraphic  determination  by  the  Astronomer  Royal  of 
the  longitude  between  Liverpool  and  Greenwich. 

The  discordance  of  results  which  individually  would  have  ap- 
peared entitled  to  full  reliance  is  thus  seen  to  exceed  four  seconds; 
the  most  recent  determinations,  and  those  which  would  be  most 
relied  upon,  being  among  the  most  discordant.  No  amount  of  la- 
bor, effort  or  expense  had  been  spared  by  the  Coast  Survey  for 
its  chronometric  expeditions,  inasmuch  as  the  most  accurate  possi- 
ble determination  of  the  trans- Atlantic  longitude  was  specially 
required*  by  law  ;  and  the  thorough  accuracy  of  Prof,  Newcbmb's 
investigations  is  well  knownto  astronomers.  Yet  the  result  of  the 
latest  chronometric  expedition  differs  from  that  deduced  by  New- 
comb, — from  moon-culminations  observed  at  the  Washington  Ob- 
servatory since  its  regeneration,  compared  with  those  observed  at 
Greenwich, — by  more  than  three  and  a  half  seconds  of  time. 

The  value  employed  by  the  Coast  Survey  from  1852  to  1859 
was  5h.  8m.  ll-2s.;  since  1859  it  has  been  6h.  8m.  ll'8s. 

III. — History  of  the  Expedition, 

The  building  erected  in  Calais,  Maine,  and  occupied  as  a  longi- 
tude-station in  1857,  was  still  in  existence,  though  much  dilapida- 

♦Monthly  Notices  B.  Astr.  Soc,  VIII,  186;  Mem.  R.  Astr.  Soc,  XVII.  52. 
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ted,  the  stone  piers  being  undisturbed.  Mr.  George  Davidson, 
Assistant  in  the  Coast  Survey,  was  to  take  charge  of  this  station, 
with  Mr.  S.  C.  Chandler,  Jr.,  as  aid.  Mr.  Dean  was  assigned  to  the 
station  at  Heart's  Content,  with  the  assistance  of  Mr.  Edward  Good- 
fellow;  while  I  was  to  occupy  the  Valencia  station,  Mr.  A.  T.  Mos- 
man  accompanying.  Each  station  required  a  small  transit-instru- 
ment, a  chronograph,  and  an  astronomical  clock.      *       *      *       * 

Messrs.  Davidson  and  Dean  left  Boston  for  Halifax  in  the  steamer 
of  Sept.  5,  to  make  an  examination  of  the  condition  of  the  tele- 
graph line,  and  a  week  later  Messrs.  Goodfellow,  Mosman  and 
myself  sailed  in  the  Cunard  steamship  Asia,  bound  for  Liverpool, 
via  Halifax  and  Queenstown,  taking  the  instrument!  for  Newfound- 
land and  Ireland.  But  a  short  time  before  our  departure  the 
welcome  tidings  had  arrived  of  the  recovery,  in  mid-ocean,  of  the 
lost  cable  of  1865,  and  of  the  successful  continuation  of  this  second 
line  to  Newfoundland. 

To  the  courtesy  and  interest  of  the  officers  of  the  Cunard  Com- 
pany we  were  indebted,  from  the  beginning  to  the  end  of  our  ex- 
pedition, for  many  favors  and  much  assistance.  The  cordial  and 
effective  aid  of  Captain  J.  P.  Anderson  of  H.  B.  M.  mail  steamer 
Africa,  then  temporarily  in  command  of /the  Asia,  was  of  peculiar 
value,  and  calls  for  the  sincerest  acknowledgements.  I  may  also 
mention  here  our  obligations  to  Mr.  Grierson,  agent  of  the  Cunard 
steamship  at  Queenstown,  who,  both  at  the  debarkation  and  re- 
fthipment  of  the  instruments,  assisted  us  in  the  most  effective 
manner. 

[An  account  is  then  given  of  the  journey  to,  and  preliminary  ad- 
justments at,  the  station  finally  selected  at  Foilhommerum  Bay.] 

The  peculiarily  unastronomical  sky  of  Valencia  delayed  adjust- 
ments for  a  while;  but  one  or  two  glimpses  of  the  sun  at  noon 
enabled  us  to  establish  our  meridian,  and,  on  the  14th  October,  at 
3  A.  M.,  we  obtained  transits  of  a  few  stars.  At  that  time  the 
observers  in  Newfoundland  had  seen. neither  sun,  moon  nor  stars  ; 
and  I  am  inclined  to  believe  that,  excepting  the  short  period  when 
sharp  frosts  prevail  there,  the  climate  of  Newfoundland  is  nearly 
as  unfavorable  for  astronomical  purposes  as  that  of  Valencia  itself. 
As  regards  the  Valencia  climate,  I  was  informed,  on  our  arrival, 
that  it  had  rained  every  day  without  exception,  for  eight  weeks. 
During  the  seven  weeks  of  our  sojourn,  there  were  but  four  days 
on  which  no  rain  fell ;  and  there  was  but  one  really  clear  night 
during  the  period  while  the  instruments  were  in  position.  The 
observations  were,  in  general,  made  during  the  intervals  of  showers ; 
and  it  was  an  event  of  frequent  occurrence  for  the  observer  to  be 
disturbed  by  a  copious  fall  of  rain  while  actually  engaged  in  noting 
the  transit  of  a  star. 

The  method  of  telegraphing  through  the  Atlantic  cable  is  based 
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upon  the  ingenious  device  of  Prof.  Thomson,  in  applying  to  a  deli- 
cate galvanometer  the  principle  of  reflection  used  by  Gauss  for 
heavy  magnets.  A  small  mirror,  to  the  back  of  which  is  attached 
a  permanent  magnet,  the  joint  weight  of  the  two  being  from  five 
to  six  centigrams,  is  held  by  means  of  a  single  fibre  above  and  be- 
low, in  the  centre  of  a  coil  of  fine  wire,  which  forms  part  of  the 
galvanic  circuit ;  and  its  position  and  sensitiveness  are  regulated 
by  movable  bar-magnets  placed  in  the  immediate  vicinity.  Upon 
the  mirror  is  thrown  a  beam  of  light  through  a  slit  in  front  of  a 
bright  kerosene  lamp,  and  the  deflections  of  the  needle  are  noted 
by  the  movements  of  the  reflected  beam,  which  is  received  upon  a 
strip  of  white  paper.  The  exquisite  delicacy  of  this  galvanometer 
as  well  as  the  electrical  excellence  of  the  telegraph  cables,  may 
readily  be  appreciated  after  the  beautiful  experiment  in  which  the 
electricians  at  Valencia  and  Newfoundland  conversed  with  each 
other  on  a  circuit  not  far  from  700  myriameters  (4320  statue  miles) 
in  length,  formed  of  the  two  cables  joined  at  the  ends,  using  a  bat- 
tery composed  of  a  percussion  gun-cap,  a  morsel  of  zinc,  and  a 
drop  of  acidulated  water. 

The  absence  of  any  moans  for  the  automatic  registration  of  sig- 
nals received,  presented,  of  course,  a  very  serious  obstacle  in  the 
way  of  an  accurate  longitude  determination,  inasmuch  as  the  loss 
of  time  in  noting  the  signals  was  not  only  very  considerable,  but 
quite  uncertain ;  but  the  programme  of  operations  which  I  had  pre- 
pared before  leaving  home  was  based  upon  the  assumption  that 
the  use  of  self-registering  electro-magnetic  signals  would  not  be 
acceptable  to  the  Telegraph  Company.  All  objections  to  these 
were,  however,  waived  in  our  favor  by  Mr.  Latimer  Clark  in  the 
most  cordial  manner,  and  considerable  time  was  expended  on  two 
evenings  in  endeavoring  to  obtain  satisfactory  signals  which  would 
be  self-registering.  Unfortunately,  these  efforts  were  unsuccessful. 
The  cable  could  not  be  discharged  with  sufficient  rapidity  for 
the  purpose  when  the  charge  was  sufficiently  strong  to  actuate  our 
most  sensitive  electro-magnet.  A  permanent  deflection  only  was 
observed  at  Newfoundland,  while  the  Valencia  clock  was  breaking 
the  circuit  during  an  eighth  part  of  every  second ;  nor  did  any 
modification  in  the  character  of  the  battery  render  these  interrup- 
tions of  continuity  perceptible  at  the  other  extremity  of  the  cable. 

I  had  previously  designed  availing  myself  of  an  elegant  sug- 
gestion of  Dr.  Gibbs,  by  which  the  heat  from  the  lamp  should  be 
concentrated  and  reflected,  together  with  the  light,  by  the  mirror- 
galvanometer ;  being  then  received  on  a  very  delicate  thermo-elec- 
tric pile,  which  should  thus  record  upon  the  chronograph  the  time 
of  the  signals.  But  too  little  time  was  available  for  the  purpose, 
and  although  Mr.  Farmer,  whom  I  had  requested  to  prepared  some 
apparatus  based  on  this  principle,  made  sufficient  progress  with 
lus  experiments  to  show  the  practicability  of  the  suggestion,  he 
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was  obliged  to  abandon  all  hopes  of  constructing  any  satisfactory 
instrument  in  season  to  be  available  for  our  purposes. 

Thus  it  became  necessary  to  fall  back  upon  the  original  pro- 
gramme which  had  been  prepared  before  leaving  Boston,  and  i'ur- 
nished  to  Messrs.  Dean  and  Davidson.  (A  programme  of  the  order 
of  signals  here  follows,  which  we  omit). 

On  the  24th  October,  longitude  signals  were  exchanged  with 
Newfoundland  for  the  first  time.  Bsitween  that  date  and  Novem- 
l?er  20,  four  more  opportunities  had  been  found,  and  the  entire 
series  of  experiments  for  determining  the  velocity  of  signals  under 
different  circumstances  had  been  satisfactorily  tried,  as  well  as  some 
others  which  I  found  practicable  at  Valencia,  although  not  provided 
for  in  the  programme. 

Meanwhile  the  Astronomer  Eoyal,  who  had,  with  his  usual  kind- 
dess,  acceded  to  my  request  for  a  telegraphic  connection  between 
our  station-point  and  Greenwich,  and  assumed  all  the  labor  and 
embarrassment  of  the  necessary  arrangements,  had  carried  out  the 
series  of  exchanges  with  Foilhommerum,  an  undertaking  attended 
with  no  little  inconvenience  and  vexation  from  the  various  dilTi- 
culties  attending  land  lines,  especially  when  a  submarine  cable  of 
the  length  of  that  across  the  Irish  Channel  forms  a  part  of  the 
circuit.  After  many  fruitless  attempts,  clock-signals  were  ex- 
changed on  three  nights,  upon  two  of  which  the  time  was  well 
determined  at  both  places. 

Upon  the  20th  November,  the  weather  at  Heart's  Content  as 
well  as  at  Valencia,  was  extremely  unpromising;  no  communica- 
tion had  yet  been  obtained  between  that  station  and  Calais,  and  it 
seemed  best,  on  all  accounts,  to  brine:  our  cable  signals  also  to  an 
end.  After  visiting  Greenwich  to  offer  such  aid  in  the  reduction 
of  the  longitude-exchanges  with  that  Observatory  as  might  be 
acceptable  to  the  Astronomer  Eoyal,  Mr.  Mosman  reached  home  on 
the  22d  December,  and  I  followed  four  weeks  later. 

The  personal  error,  with  other  loss  of  time  in  observing  signals, 
has  happily  proved  more  constant  and  more  measureable  than  I 
had  ventured  to  anticipate.     No  matter  how  great  the  interval,  the 
resultant  longitude  will  only  be  affected  by  one-half  the  difference 
of  the  values  for  the  two  observers;  while  the  average  value  for 
the  two  observers  could  be  merged  with  the  time  of  transmission 
for  the  signals.     It  is  not  the  least  satisfactory  of  our  results  that 
this  interval  proved  capable  of  measurement  with  a  degree  of 
accuracy  which  leaves    no  ground  for  apprehension  that  it  has 
appreciably  affected  our  value  for  the  longitude,  and  which  enables 
us  to  infer  the  velocity  of  transmission  within  restricted  limits  of 
probable  error.  *  *  *  * 

IV. — Ohservaiioiis  at  Valencia. 

Here  the  Krille  clock  and  Transit-instrument  No.  4  were  em- 
ployed.    I  had  supposed  all  precautions  taken  to  insure  that  tbe 
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inBtruments  should  be  in  good  order ;  but,  owing  probably  in  part 
to  the  haste  with  which  the  expedition  was  organized  in  view  of 
the  approach  of  winter,  this  was  not  the  case,  and  the  want  of  pro- 
per condition  of  both  these  instruments,  as  well  as  of  the  minor 
telegraphic  apparatus,  much  augmented  the  unavoidably  serious 
difficulties  of  the  enterprise. 

Observations  were  obtained  on  fifteen  nights  during  our  sojourn 
at  Valencia,  on  no  one  of  which  the  sky  was  unclouded.  On  only 
two  of  the  five  nights  on  which  longitudinal  signals  were  exchanged 
with  Newfoundland  was  it  possible  to  obtain  observations  after  the 
exchange,  and  this  was  possible,  too,  on  only  one  of  the  three  nights 
when  signals  were  successfully  exchanged  with  Greenwich.  Ob* 
servations  of  circumpolar  stars  for  the  special  purpose  of  determine 
ing  the  intervals  of  the  transit  threads,  were  out  of  the  question. 
Indeed,  there  was  but  one  instance  when  a  transit  of  any  star  north 
of  60°  declination  was  observed  over  all  twenty-five  threads.  In 
those  rare  instances  when  this  would  have  been  possible,  the  stars 
were  needed  for  determining  the  error  of  coUimation.      •»>      »       * 

With  these  few  explanations,  and  the  added  remark  that  the  ob- 
servations for  time  were  almost  without  exception  obtained  with 
extreme  difficulty  in  the  intervals  of  clouds  and  rain  in  one  of  the 
most  unfavorable  climates  of  the  globe  for  an  astronomer,  I  give 
the  crude  observations,  and  their  reduction  for  the  groups  imme- 
diately preceding  and  following  each  series  of  longitude  signals, 
omitting  the  others  generally  as  needless.  The  notation  and  me- 
thods of  observation  and  reduction  are  those  prepared  by  me  for 
the  longitude  work  of  the  Coast  Survey  some  fifteen  years  ago, 
and  are  described  in  detail  by  Mr.  Dean  in  the  appendix  to  the 
Coast  Survey  Eeport  for  1856.  The  conditional  equations  for  clock 
correction  and  azimuth  are  solved  by  least  squares,  after  correcting 
for  level-error  and  clock  rate ;  the  normal  equations  and  resultant 
values  being  appended  to  each  group.  As  already  stated,  my  own 
observations  have  been  referred  to  Mr.  Mosman  in  every  case,  by 
substracting  O'OSs.  from  the  observed  times. 

[Here  follows  in  the  report  an  extensive  series  of  tables  with 
their  discussion  ending  in  the  determination  of  longitude  between 
Greenwich  and  Washington  to  be  5h.  8m.  12'39s.  In  the  discus- 
sion of  the  observations  a  very  interesting  investigation  is  made  of 
personal  error  in  noting  signals,  as  follows: — ] 

IX. — Personal  Error  in  Noting  Signals, 

Since  the  signals  sent  through  the  telegraphic  cable  were  re- 
corded upon  the  chronograph  automatically  at  the  transmitting 
station,  but  at  the  receiving  station,  through  the  mediation  of  an 
observer  who  noted  the  deflection  of  the  light  spot  from  the  galva- 
nometer, by  sending  a  second  telegraphic  signal  to  his  own  chrono- 
graph, it  will  be  seen  that  the  interval  x,  which  elapses  between 
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the  giving  of  a  signal  at  one  station  and  its  chronographic  record  at 
the  other,  may  be  conveniently  divided  into  four  diflferent  parts, 
viz.,  the  time  requisite — 

1.  For  the  signal  to  arrive  at  the  other  station. 

2.  For  the  magnet  of  the  galvanometer  to  be  moved  through  an 
arc  sufficient  to  be  readily  perceived. 

3.  For  the  observer  to  take  cognizance  of  the  deflection,  and  give 
his  signal  upon  the  break-circuit  key. 

4.  For  this  observation-signal  to  be  recorded  upon  the  chrono- 
graph. 

Each  of  these  four  parts  comprises  the  time,  appreciable  or  other- 
wise, consumed  in  more  than  one  distinct  process ;  yet  this  division 
suffices  for  all  our  purposes.  If  these  several  intervals  be  practi- 
cally equal  at  the  two  stations,  they  become  absolutely  eliminated 
in  our  determination  of  the  longitude.  If  they  be  unequal,  the 
resultant  longitude  will  require  an  increase  by  one-half  the  excess 
of  their  sum  for  westward  signals.  In  either  case  only  their  total 
sura  at  the  two  stations  is  determined  by  the  operations  for  lon- 
gitude. 

If  we  assume  that  the  time  lost  upon  the  chronograph  circuit  is 
the  same  at  each  station,  the  last  of  the  above-mentioned  intervals 
becomes  eliminoted  by  the  comparison  of  the  two  records.  The 
second  and  third  depend  upon  the  galvanometer  and  observer  at 
the  receiving  station,  and  are  not  easily  to  be  separated  from  each 
other  in  any  determination  of  their  amount ;  but  if  their  sum  can 
be  measured,  this,  subtracted  from  our  quantity  x,  will  afford  a 
trustworthy  determination  of  the  velocity  with  which  the  signals 
are  actually  transmitted  through  the  telegraphic  circuit. 

This  sum  of  the  delays  dependent  on  the  galvanometer  and  the 
observer,  I  have  called  "  the  personal  error  of  noting ;"  and  the  at- 
tempts to  measure  its  amount  have  been  so  successful,  and  have 
manifested  such  an  unexpected  constancy  in  its  value  for  diffisrent 
persons,  at  different  times,  and  at  both  stations,  that  the  results 
obtained  for  the  velocity  of  transmission  of  our  signals  seem  entitled 
to  a  high  degree  of  confidence. 

By  observing  a  series  of  signals  similar  to  those  exchanged  for 
longitude,  and  so  arranged  that  both  the  original  signal  and  the 
observation  of  the  consequent  deflection  shall  be  recorded  on  the 
same  chronograph,  the  desired  measure  may  be  obtained.  Experi- 
ment showed  at  once  that  the  interval  thus  determined  was  alto- 
gether too  large  for  any  inconvenience  to  arise  from  the  use  of  a 
single  recording  pen.  The  obstacle  first  encountered  arose  from 
the  circumstance  that  the  minimum  battery  force  requisite  for  the 
electro-magnet  of  the  chronograph  pen  was  about  seventy-five 
times  greater  than  the  maximum  which  could  be  safely  employed 
for  the  galvanometer  signals.  To  obviate  this  difficulty,  a  battery 
of  two  Minotti  cells  being  employed,  the  circuit  was  divided  at  the 
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galvanometer  into  two  branches — one,  of  fine  German-silver  wire, 
passing  to  the  galvanometer  and  thence  again  to  the  main  circuit, 
while  the  other  branch  was  made  to  pass  through  the  break-circuit 
l^^y  by  means  of  which  the  deflections  were  noted.  The  resistances 
of  these  two  branches  were  so  adjusted  that  thej  were  in  the  ratio 
of  1  to  100,  by  which  device  each  signal  at  the  observatorv  was 
sharply  indicated  on  the  galvanometer,  without  too  great  violence ; 
and  by  a  slight  adjustment  of  the  movable  permanent  magnets,  it 
was  always  possible  to  render  these  deflections  similar  in  amount 
to  those  received  from  Newfoundland.  It  was,  of  course,  necessary 
to  include  the  clock  in  the  galvanic  circuit,  in  order  to  obtain  a 
time  scale ;  but  the  interruption  and  restoration  of  the  circuit  at 
each  oscillation  of  the  pendulum  caused  a  vibration  in  the  galvano- 
meter needle,  which  was  not  quieted  for  more  than  half  a  second, 
and  then  only  to  be  renewed  immediately.  To  render  all  the  cir- 
cumstance of  the  experiment  as  similar  to  those  of  the  longitude- 
signals,  as  the  nature  of  the  case  permitted,  as  well  as  to  avoid  any 
tendency  to  mechanical  rhythm  in  the  act  of  noting  the  signals  (a 
source  of  inaccuracy  which  every  observer  by  the  chronographic 
method  must  have  recognized  whenever  the  beats  of  his  clock  have 
been  audible  or  visible  during  the  process  of  observation),  it  was 
necessary  to  dispense  with  the  clock  while  the  measures  were  ac- 
tually in  process. 

The  observations  were  therefore  arranged  as  follows : — After  the 
clock  had  been  included  in  the  circuit  for  some  minutes,  recording 
its  beats  upon  the  chronograph  in  the  observatory,  and  manifesting 
them  likewise  upon  the  galvanometer  in  the  telegraph  oflBlce,  the 
assistant  in  the  observatory  excluded  the  clock  from  the  circuit 
by  means  of  a  plug-switch,  thus  stopping  all  record  of  time  upon 
the  chronograph  sheet,  although  the  pen  continued  to  trace  a  straight 
line,  and  stopping  likewisC/the  pulsations  of  the  galvanometer  nee- 
dle, by  which  indication  the  observer  was  warned  that  the  signals 
were  about  to  begin.  He  then  gave  a  set  of  ten  signals  on  one  of 
the  observing  keys,  at  the  same  intervals,  roughly,  as  those  ex- 
changed for  longitude — namely,  four  sharp,  quick  taps  upon  the 
key,  about  five  seconds  apart ;  then,  after  ten  seconds,  three  more ; 
and,  after  another  ten  seconds,  yet  three  more.  At  the  close  of 
this  set  of  signals,  he  restored  the  clock  to  the  circuit  by  removing 
the  plug  from  the  switch,  and  the  graduation  of  the  time-scale  re- 
commenced as  before,  after  an  intermission  of  scarcely  a  minute ; 
so  that  the  time  of  each  signal  could  be  read  off  by  means  of  the 
second  marks  of  the  preceding  and  following  minutes  with  an  accu- 
racy scarcely,  if  at  all,  inferior  to  that  attainable  when  the  time- 
record  is  simultaneously  in  progress.  The  chronographic  records 
of  the  signals  thus  given  are  about  O-Ol  seconds  long. 

The  observer  is  meanwhile  at  the  galvanometer  in  the  other 
building,  out  of  sight  and  hearing  of  the  assistant,  and  notes  the 
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moments  of  deflection  of  the  light-spot  by  a  tap  upon  the  break- 
circuit  key  which  he  holds  in  his  hand,  taking  care  to  conform  in 
all  respects  to  his  habitudes  while  observing  longitude-signals.  The 
intervals  between  the  chronographic  records  of  the  original  signals 
and  his  observations  of  the  same,  then  furnish  a  measure  of  the 
'*  personal  error  of  noting  "  as  already  defined ;  and  show  the  lapse 
of  time  corresponding  to  all  the  various  delays  of  which  our  x  is 
composed,  except  the  actual  time  of  transmission  through  the  cable ; 
unless  the  adjustments  of  the  two  chronographic  or  local  circuits 
are  so  diverse  that  the  loss  of  time  which  they  entail  cannot  be  re- 
garded as  equal  for  the  two  instruments.  This  is  not  the  case, 
since  repeated  examination  has  shown  that  the  difference  is  not 
measurable.  The  exclusive  employment  of  signals  given  by  inter- 
rupting the  galvanic  circuit,  and  of  a  pen  which  is  not  removed 
from  the  paper  during  the  whole  period,  renders  the  measurement 
of  armature  time  very  easy,  and  eliminates  it  from  ordinary  obser- 
vations. 

[A  series  of  obsevations  were  then  made  giving  as  a  mean  error 
of  the  mean,  not  the  "  probable  errors,"  which  would  have  been 
three  times  as  great  a  series  of  results  which  for  Dr.  Gould  give 
the  final  value  0*253  ±  0*006.]  A  series  by  Mr.  Mosman  gave 
0*275  ±  0*014,  and  one  by  Mr.  George,  of  the  telegraphic  staff,  who  had 
had  no  other  previous  experience  in  observing,  gave  0*296  ±  0*017. 
From  another  series  by  Dr.  Gould  as  the  mean  value  0*289  ±  0*005, 
Mr.  Mosman^s  error  from  four  determinations  being — 


0-322  -»    0-027 

0-296  +  0-081 

0-308  "+  0-016 

0-297  +  0-013 

and  Mr.  George's 

0-309  +  0-022 

The  galvanometer  was  evidently  somewhat  less  sensitively  ad- 
justed than  on  the  previous  occasion,  as  was  indeed  known  inde- 
pendently of  the  signals,  since  it  had  been  undergoing  some  re- 
pairs ;  yet  the  average  excess  was  but  three  and  a  half  hundredths 
of  a  second. 

The  Kessels  clock,  at  Heart's  Content,  was  provided  with  two 
signal  giving  attachments,  one  being  the  ordinary  arrangement  for 
breaking  circuit  at  the  moment  when  the  pendulum-rod  is  vertical, 
and  an  additional  tilt  hammer  being  available  for  interrupting  the 
circuit  at  the  instant  of  extreme  elongation  on  alternate  seconds. 
Mr.  Dean  availed  himself  of  this  means  for  measuring  the  personal 
error  of  noting  signals,  by  connecting  each  tilt  hammer  with  a 
separate  circuit.  One  of  these  passed  through  the  normal  signal- 
apparatus  of  the  clock,  the  Morse  register,  the  signal  key,  and  the 
galvanometer;  the  other  through  the  subsidiary  tilt  hammer,  the 
observing  key,  and  the  chronograph.    The  original  signals  were 
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thus  recorded  on  the  chronograph  sheets  by  means  of  a  clock-scale 
graduated  to  two  seconds,  while  the  observations  of  the  same  were 
registered  upon  the  Morse  fillet;  and  a  slight  change  made  in  the 
connections  at  the  close  of  the  experiments  sufficed  to  put  the  re- 
cords of  both  tilt  hammers  upon  the  chronograph,  and  thus  permit 
an  accurate  measurement  of  the  interval  between  the  two  systems 
of  clock-signals.  In  the  first-named  circuit  a  battery  of  two  carbon 
cells  was  employed,  resistance-coils  being  interposed  to  reduce  the  de- 
flections of  the  galvanometer  to  the  magnitude  of  those  obtained 
through  the  cable;  and  the  chronograph  magnet  proved  sufficiently 
sensitive  to  record  these. 

On  November  10,  five  series  of  measures  gave  for  his  personal 
error  from  all  0  236  +  0-009. 

On  the  12th  November,  again,  his  observations  of  twelve  sets  of 
signals  give,  after  deducting  0-48s.  from  each  to  correct  for  the 
difference  of  the  two  time-scales  gave  from  all  0-192s.  +  0-009s. 

The  marked  inferiority  of  these  values  to  those  found  for  three 
observers,  on  two  different  occasions  at  Valencia,  excited  my  sus- 
picions, and  on  inquiry  of  Mr.  Dean  it  proved  that  his  observations 
had  been  made  in  the  same  room  in  which  Mr.  Good  fellow  had 
given  the  signals,  and  where  the  click  of  the  key  was  distinctly 
audible,  so  that  the  observation  was  not  purely  dependent  upon  the 
deflection  of  the  needle,  but  was  possibly  influenced  by  the  sense 
of  hearing. 

Mr.  Dean  therefore  repeated  his  observations  under  circumstances 
precluding  the  possibility  of  his  personal  error  being  affected  by 
any  extraneous  influence  of  this  kind.  This  was  done  on  Novem- 
ber 17,  and  ten  series  of  signals  (one  of  the  original  eleven  being 
discarded  for  manifest  irregularity)  afford  the  following  result,,  in 
which  the  difference  of  time-scales  is  included,  the  definite  value 
from  the  ten  series  being  0'830s.  +  O-OOSs. 

For  the  difterence  of  the  time-scales  52  comparisons,  during  one 
minute  preceding  the  observations,  give  0*491s.,  and  60  compari- 
sons immediately  afterwards  give  0'4y9s.  Adopting  0'495s.,  there- 
fore, as  the  most  probable  value,  and  deducting  this  from  the  final 
value  0-830s.,  we  have  0'835s.  as  Mr.  Dean's  personal  error  in  noting 
the  signals. 

The  difference  between  this  error  and  that  found  for  my  own  obser- 
vations at  Valencia  is  small,  and  is  probably  owing  to  the  galva- 
nometer rather  than  the  observer ;  the  apparatus  at  Heart's  Con- 
tent being  known  to  be  somewhat  less  sensitive  than  that  at  Foil- 
hommcrum.  The  constancy  of  the  error  is  also  here  strongly 
manifest;  and  the  illustration  of  the  unrecognized  but  marked 
effect  of  the  sound  of  the  tap,  upon  observations  supposed  to  be  of 
the  visible  deflection  only,  is  instructive. 

It  may  not  be  inappropriate  to  mention  in  this  connection  that  a 
T^  marked  effect  upon  the  observation  of  transits  of  stars  ia  likely 
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to  be  produced  when  the  cbronograpli  is  in  the  same  apartment^  sd 
that  the  regular  beats  of  the  magnet  are  audible.  When  the  inter- 
val between  the  transit  threads  are  approximately  multiples  of  half 
a  secondj  the  tendency  is  very  great  so  to  tap  upon  the  observing 
key  as  to  produce  a  rhythmical  beat  in  the  armature ;  and  when 
the  interval  differs  from  the  multiple  of  a  second,  the  occurrence 
of  that  magnet  beat  which  records  an  even  second  often  precipitates 
the  tap  of  the  observer,  whose  nerves  are  in  keen  tension  awaiting 
the  instant  of  bisection.  Only  a  strong  effort  of  will  can  obviate 
these  perturbing  influences — which  are  akin  to  those  exhibited  in 
the  measurements  just  described. 

The  personal  error  of  noting  being  then  assumed  as  0'271s.  at 
Valencia,  and  0'335s.  at  Newfoundland,  the  sum  of  these  quantities, 
or  0-606,  is  to  be  deducted  from  our  value  of  x^  +  x^  to  obtain  the 
true  time  of  transmission ;  and  half  their  difference,  or  0*032,  is  to 
be  deducted  from  the  longitude  after  all  other  corrections  are  ap- 
plied. This  correction  will  be  taken  into  account,  in  fixing  the 
value  to  be  adopted. 

It  may  be  added  that  the  indications  are  strong  that  a  consider- 
able portion  of  this  "personal  error  of  noting"  is  not  strictly  a 
personal  phenomenon,  but  that  it  is  due  to  the  consumption  of  a 
very  appreciable  interval  of  time  in  overcoming  the  inertia  of  the 
needle  and  in  moving  the  needle  through  an  arc  sufficient  to  attract 
attention.  Indeed,  it  is  my  conviction  that  not  less  than  the  tenth 
of  a  second  is  thus  lost. 

An  automatic  apparatus  might  be  arranged,  all  other  means  fail- 
ing, for  recording  the  signals  received,  by  adjustment  of  delicate 
silver  wires  on  each  side  of  the  galvanometer  needle,  in  such  a  po- 
sition, and  so  connected  with  the  battery,  that  they  would  be  brought 
in  contact  whenever  the  deflection  of  the  needle  reached  a  certain 
angle,  and  the  signal  be  thus  recorded  upon  the  chronograph. 
This  would  definitely  decide  the  question  ;  but,  for  obvious  reasons, 
no  such  experiment  was  undertaken  at  Valencia.  My  immediate 
object  was  thoroughly  attained  by  the  satisfactory  results  of  these 
measurements  of  the  sum  of  all  delays  not  due  to  time  consumed 
in  the  actual  transit  of  the  signals  across  the  Atlantic. 


THE  BEERIZING  OF  TIMBER. 

Mr.  SiGiSMUNi)  Bber,  in  a  communication  to  the  November  No. 
of  this  Journal^  page  324,  finds  himself  prompted  to  criticise  some 
remarks  on  the  "Beerizing  Process,"  in  my  articles  on  the  preserva- 
tion of  timber. 

He  states,  in  the  first  place,  that  the  description  of  the  process 
which  I  had  given  is  very  defective,  without,  however,  pointiiag 
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out  in  what  these  defects  consist.  To  this  I  would  reply  that  the 
first  knowledge  which  I  gained  on  the  Beerizing  of  timber  was  from 
a  pamphlet  of  the  inventor,  and  after  this  I  noticed  an  article  on 
it  in  a  German  periodical  of  the  Grand  Duchy  of  Hesse,  which  was 
copied  from  there  by  the  Polytechnic  Journal  of  Dingier,  Having 
this  former  paper  just  at  hand,  and  being  satisfied  that  it  contained 
materially  the  same  information  on  the  subject  as  the  pamphlet  of 
Mr.  Beer,  I  did  not  hesitate  to  make  use  of  it,  the  more  so  as  shortly 
before  I  had  perused  several  other  articles  on  the  process  of  Beer- 
izing, which,  however,  I  happened  not  to  have  on  hand.  But,  if 
the  description  of  the  German  periodicals  are  defective,  I  am  unable 
to  comprehend  why  Mr.  B.  did  not  complete  it,  especially  when  it 
is  known  what  a  large  circulation  one  of  them  possesses.  Still  the 
main  point  in  Mr.  B.'s  invention  consists  in  "boiling  the  lumber  in 
a  solution  of  borax,"  and  this  I  Stated.  The  assertion  of  Mr.  B.  that 
I  offered  my  services  as  correspondent  for  American  and  foreign 
papers,  I  positively  deny. 

In  referring  to  my  description  he  then  says : — 

*'  1  know  too  well  the  uselessness  of  any  coating  to  preserve  wood,  becausej  if 
the  fermentivc  matter  is  left  in  wood,  it  will  decay  within;  and  if  the  sap  is  re- 
moved from  wood  then  coating  is  quite  unnecessary,  as  pure  wood  cannot  rot, 
whatever  may  be  its  exposure  to  water  or  air,  or  both  together/' 

If  Mr.  B.  means  by  "coating"  merely  an  external  application, 
I  perfectly  agree  with  him,  but  on  the  other  hand,  wood  that  is  apt 
to  decay  may  become  perfectly  imperishable,  if  the  preservative  is 
applied  in  such  a  manner  that  it  will  surround  the  fibres  themsel- 
ves. This  end  may  be  attained  in  impregnating  the  timber  with 
substances  that  enter  with  the  sap-matter  either  into  an  insoluble 
mixture  or  chemical  compound.  Sometimes  the  tree  contains  those 
elements  in  itself.  As  to  instances  of  that  kind  I  refer  the  reader 
to  the  third  part  of  my  article  on  Various  Processes  for  Preserving 
Timber,  on  page  346  of  this  Journal,  With  regard  to  the  further 
statements  of  Mr.  B.,  quoted  above,  I  am  in  perfect  harmony  with 
him,  and  not  only  do  I  not  know  of  having  ever  expressed  another 
opinion,  but  on  the  contrary,  I  held  it  always  to  be  true  that  pure 
ligneous  fibre  is  not  liable  to  decay.  As  a  proof  of  this,  it  may  be 
allowed  me  to  quote  from  an  article  entitled  "Timber  Eot,"  pub- 
lished by  me  in  the  Engineering  and  Mining  Journal^  of  August  3, 

1869.    There  I  say:— 

•'Sound  timber,  when  immersed  in  water,  without  access  of  air,  will  withstand 
decay  for  almost  an  unlimited  time.    This  is  proved  by  the  piles  upon  which  the 
Vol.  LIX. — Third  Seritcs.— No.  1.— January,  1870.  7 
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dwellings  on  tbc  Canaries  rest,  which  were  erected  in  the  time  of  the  CobqUest,  ih 
1402,  they  being  just  as  sound  now  as  if  they  had  been  freshly  felled.  Roots  of 
trees  that  hare  been  submerged  in  marshes  are  rarely  found  decomposed.  This  is 
stated  to  bo  the  case  with  the  utensils  discovered  in  the  lake  dwellfnga  of  Switzer- 
land, Bavaria  and  the  Lombardy,  which  must  be  at  least  two  thousand  years  old. 
Hartig  also  describes  a  cypress  stem  with  over  three  thousand  rings,  representing 
the  same  number  of  years,  which,  though  submerged,  had  only  partially  turned 
into  brown  coal." 

"  With  respect  to  the  action  of  the  atmospheric  air,  it  may  be  asserted  that  the 
same,  even  when  moist,  will  not  produce  rot,  if  the  wood  has  been  well  steamed, 
or  exposed  to  the  action  of  running  'water  for  a  sufficient  length  of  time.  In  Eng- 
land it  is  customary  to  lay  the  timber  destined  for  threshing-floors  and  wainscoting 
in  fresh  water  for  several  weeks.  When  again  dry  and  not  exposed  to  damp,  such 
timber  will  endure  for  an  incaedible  period  of  time.'' 

'<  This  tends  to  demonstrate  the  fact  that  the  substance  which  induces  decay  must 
be  foreign  to  the  timber  itself.  This  substance  is  the  juice  that  is  chiefly  contained 
in  the  vascular  tissue,  which  forms  a  link  between  the  bark  and  the  wood.  The 
composition  of  this  sap  varies  according  to  circumstances,  as  the  variety  of  the 
tree,  climate,  season,  ground,  etc." 
And  further  on : — 

<*When  air-dried,  steamed,  or  chemically  treated  and  afterward  dried  wood 
commences  to  rot,  it  is  a  sign  that  the  sap  had  not  been  entirely  removed,  and  th&t 
moisture  has  again  penetrated.  Timber  decomposes  the  easier,  the  more  sap  il 
contains,  and  if  green  trees  are  hewn  when  the  vessels  are  overflowing  with  juice, 
one  may  look  with  certainty  for  diminiihed  durability  of  the  timber." 

Still,  though  all  this  may  be  granted,  the  question  arises,  will 
Becrized  or  any  other  wood  that  has  been  freed  from  sap-matter  be 
secured  against  the  rayages  of  that  large  class  of  boring  worms  that 
threatened  the  existence  of  Holland  more  than  once,*  in  destroying 
the  wooden  levees  along  the  coast,  and  that  cause  so  much  loss  to 
the  shipping  trade  and  submarine  constructions  ?  I  will  remark 
that  the  damages  of  the  naval  worm  have  called  forth  repeated  in- 
vestigations from  the  part  of  men  of  science,  the  earliest  of  these 
being  laid  down  by  Sellius,  of  Utrecht,  in  1733,  in  a  4to.  volume 
of  350  pages*  Those  worms,  and,  perhaps,  a  great  many  more,  live 
from  the  woody  fibre^  attacking  it  whether  it  is  free  from  sap-matter 
or  not.  Still,  Mr.  B.,  in  his  pamphlet,  Our  Malpractice  in  Curing 
Timber^  asserts  that  wood  prepared  by  his  process  is  vermin-proof. 
Further  on,  Mr.  B.  states  that  "  borax  "  as  well  as  "  pure  wood  "  are 
antiseptics.  This  is  a  new  discovery,  which  I  gladly  leave  to  Mr. 
B. ;  but,  without  entering  into  such  minor  points,  a  discussion  of 
which  could  scarcely  benefit  the  reader  of  this  Journal^  I  will  now 
give  the  authorities  for  my  statement  that  borax  will  likely  attack 

*  In  the  years  1660,  1731,  1769,  1770,  1827,  and  1868. 
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wood,  or,  rather,  the  material  covering  the  cellular  substance  of 
ligneous  tissues.  This  substance  predominates  especially  in  hard 
woods,  and  has  been  called,  by  Pa  yen,  ^^matihe  incnistante  f^ 
Habtig  denominates  it  ^^intercellular  substance ;^^  while  Messrs. 
Fremy  and  Pelouze  embrace  the  elements  constituting  them 
under  the  term  ^^ corps  epiangiotiguesj*^  from  M,  upon;  «77i*«,  vessel. 

I  translate  from  Vol.  IV.,  page  746,  of  the  "  Traiti  de  Ohimie 
generate,  analytique,  indiistrielle  et  agrieole^^  of  MM.  Pelouzb  and 
Fremy,  the  following  passage : — 

"Mr.PAYEN  has  not  found  the  same  elementary  composition  for 
the  incrustating  substance  {substance  incrustante)  of  different  kinds 
of  wood :  he  recognized  four  distinct  bodies,  which  he  designated 
by  the  terms  lignose,  lignone,  lignin  and  lignireose* 

1.  The  lignose  is  insoluble  in  water,  alcohol,  ether  and  ammonia, 
but  soluble  in  potassa  and  soda. 

2.  The  lignone  is  insoluble  in  water,  alcohol  and  ether,  but  solu* 
ble  in  ammonia,  potassa  and  soda* 

3.  The  tignin  is  insoluble  in  water  and  ether ;  soluble  in  alco- 
hol, potassa,  soda  and  ammonia. 

4.  Lignireose  is  not  soluble  in  water,  and  soluble  in  alcohol, 
ether,  potassa,  soda  and  ammonia*" 

From  this  it  appears  that  the  intercellular  substance  is  soluble 
in  alkalies :  one  of  its  parts  is  even  taken  up  by  alcohol  and  ether. 
Borax  being  of  a  slightly  alkaline  nature,  I  therefore  thought  to  be 
justified  in  drawing  the  conclusion  that  the  treatment  of  wood,  as 
practiced  by  Mr.  B.,  would  affect  the  ligneous  tissue. 

The  inventor  says,  further ; — 

*'  Paper-makers,  who  use  wood,  would  do  well  to  dispense  with  potash  or  soda, 
and  obtain  a  license  to  use  borax,  or  a  like  compound,  to  purify  wood  from  its 
non-fibrous  matter,  and  I  had  them  mainly  in  view  in  claiming  the  right  of  my 
process  for  purifying  wood  also." 

This  passage  I  find  rather  unexpectedly  in  the  pen  of  Mr.  B.; 
whether  he  means  to  make  the  statement  that  borax  is  alike  to  the 
alkalies  in  its  efficacy  in  preparing  paper-pulp  from  wood,  or  whe- 
ther he  supposes  that  this  operation  consists  simply  in  the  removal 
of  the  sap  and  silica,  I  am  unable  to  say. 

The  experiment  of  Mr.  B.,  illustrating  the  deportment  of  a  borax 
solution  towards  the  white  of  an  egg,  undoubtedly  has  incited  inte- 
rest; however,  I  cannot  adopt  it  as  a  proof  against  my  view  of  the 
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subject,  as  animal  membrane  can  scarcely  be  compared  with  the 
vegetable  material  referred  to. 

As  regards  my  statement  that  a  part  of  the  albumen,  originally 
contained  in  wood,  has  been  retained  in  it  after  treating  the  same 
with  borax,  I  hesitate  not  to  mention  that  I  owe  it  to  a  gentleman 
in  whose  veracity  I  formerly  never  had  reason  to  doubt;  still,  I  am 
glad  to  be  informed  that  no  albumen  is  retained,  and  that  the  main 
feature  of  the  Beerizing  Process  is  an  undeniable  fact. 

Adolph  Ott. 

New  York,  December  Ist,  1869> 


ON  THE  NEW  CHEMICAL  NOMENCLATURE. 

By  Dr.  Adolph  Ott. 
{Continued  from  Vol.  LVIII.,  page  838.) 

Humphry  Davy,  in  1812,* proposed  to  denominate  the  lowerchlo- 
rinated  compounds  by  the  termination  ane^  and  the  higher  ones  by 
ana,  if  only  one  distinct  combination  was  known  by  ane.  Common 
salt  was  called  sodane,  the  protochloride  of  iron  ferrane^  the  per- 
chloride  of  arsenic  arsenicana,  "  Some  persons,"  he  say-s,  "  may 
choose  rather  to  use  the  word  chloride,  following  the  analogy  of 
oxide ;  but,  as  I  have  expressed  in  the  introduction,  our  nomen- 
clature would  have  been  more  simple  and  useful  without  any  attempt 
at  theoretical  expressions  of  the  composition  of  bodies ;  and  as  the 
fixed  alkalies,  earths  and  oxides,  are  similar  bodies,  and  the  termi- 
nation a  has  been  applied  to  the  two  first,  it  might  be  properly  ex- 
tended to  the  last." — The  only  relic  of  this  scheme  which  we  meet 
with  in  the  literature  of  the  present  day,  is  Azotan,  which  is  alluded 
to  in  Watts'  Dictionary  of  Chemistry,  as  "  a  name  not  much  used, 
for  chloride  of  nitrogen." 

Albeit  some  similarity  is  found  among  the  old  names  of  the 
elementary  bodies,  of  which  we  propose  to  speak  first,  yet  they 
are,  on  the  whole,  entirely  arbitrary.  But  few  of  these  elements 
were  known  to  the  ancients  and  these  are  easily  preserved  in  a 
separate  state,  such  as  gold,  silver,  iron,  copper,  sulphur,  carbon,  &c. 
The  names  of  some  of  the  more  recently  discovered  elements  have 
been  rendered  significant  by  deriving  them  from  the  Greek  ety- 

*  Elements  of  Chemical  Philosophy,  Vol.  I.,  p.C. 
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mology,  which  would  designate  a  characteristic  property,  e.^.,  oxy- 
gen, chlorine,  iodine,  bromine,  &c.  Other  elementary  bodies  have 
been  called  after  the  best  known  compound.  Among  those  we 
may  mention  potassium,  sodium,  aluminum,  and  silicon.  The 
terms  strontium  and  yttrium  commemorate  the  name  of  the  place 
where  originally  found.  Palladium,  pelopium,  tellurium,  uranium 
and  others  are  derived  from  classical  mythology,  and  thorium  and 
vanadium  from  the  Scandinavian.  Finally,  the  color  of  their  lines 
in  the  spectrum  has  determined  the  naming  of  caesium,  rubidium, 
thallium  and  indium. 

A  celebrated  chemist*  has  expressed  the  opinion  that  names  of 
elementary  bodies  should  be  formed  fulfilling  the  following  con- 
ditions ; — 

1.  Of  being  simple,  euphonic  and  in  harmony  with  the  names  to 
which  we  are  habituated. 

2.  Of  being  able  to  adapt  themselves  to  all  languages,  and 

8.  Of  being  easy  to  retain  in  the  memory,  so  that  the  nomencla- 
ture in  actual  use  may  be  abandoned,  and  the  new  one  adopted 
with  but  a  slight  eflfort  to  memory. 

If  the  author. of  this  should  be  called  upon  to  accomplish  the 
difficult  task  of  creating  new  names  for  the  chemical  elements,  he 
would  also  endeavor  to  institute  a  distinction  between  the  metal- 
loids and  metals,  and,  if  possible,  adopt  equal  terminals  for  the  lat- 
ter  class,  which  embraces  by  far  the  greater  number  of  elements. 
AVe  may  consider  it  as  a  matter  of  great  congratulation  to  the 
chemists  on  this  side  of  the  Atlantic  that  one  of  their  colleagues 
not  only  has  fulfilled  these  desiderata,  but  constructed  a  scheme  by 
providing  names  for  every  well  investigated  body,  which  at  once 
designates  the  kind  and  number  of  atoms,  and  to  a  certain  extent, 
also  its  typical  and  functional  characteristics. 

The  system,  which  we  shall  now  commence  to  examine,   "is 
based  on  abbreviations  of  the  universally  received  names  of  the 
metals,  and  on  the  chemical  symbols  of  the  metalloids  or  non-me- 
tallic elements,  with  such  modifications  as  were  imperatively  re-  " 
qTiired."t 

The  names  of  the  metals  consist  of  two  syllables,  the  first  sylla- 
ble is  a  part  of  the  present  name  as  recognized  by  every  nation, 

♦  Auguste  Laurent,  Chemical  Method,  Notation,  Classification,  and  Nomencla- 
ture. L9DdoD,  1865.   page  856. 

f  Proceedings  of  the  American  Association  for  the  AdTancement  of  Science, 
16th  meeting.  Cambridge,  1868,  vide  page  60.  A  new  Chemical  Nomekcla- 
TURE.    By  S.  D.  Tillman,  of  New  York,  N.  Y. 
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while  the  second  syllable  invariably  terminates  with  the  consonant 
m,  which  is  already  the  termination  of  a  majority  of  the  names  of  me- 
tals. In  the  twelve  cases  where  the  same  metal  is  known  by  two 
names,  each  name  has  been  adapted  to  the  new  system.  Arsenic  and 
tellurium,  regarded  by  some  chemists  as  metalloids,  (for  reasons, 
which  need  not  be  here  given,)  have,  in  the  new  system,  the  terminal 
letter  common  to  the  metals.  With  regard  to  the  metalloids,  they 
all  end  with  a  letter  different  from  m.  The  names  of  fluorine,  nitro- 
gen, carbon,  bromine,  phosphorus  and  sulphur  terminate  in  the 
new  system  with  their  well  known  symbolic  letters,  viz:  /,  n,  c,  J,p 
and  «,  and  only  in  a  few  cases  where  the  symbolic  letter  could  not  be 
adopted,  terminal  letters  have  been  used  which  refer  to  some  char- 
acteristic property  of  the  respective  element.  Tlie  name  of  hydro- 
gen ends  with  the  consonant  Z,  I  representing  the  lightest  of  sub- 
stances, the  name  of  chlorine  with  cZ,  d  representing  the  densest  of 
the  gaseous  elements ;  v  representing  a  volatile  producing  a  vioUt 
vapor,  V  is  therefore  employed  as  terminal  for  the  name  of  iodine. 
That  element,  exceeding  in  quantity  all  others  of  the  earth's  crust, 
or,  according  to  spectroscopic  revelations,  those  of  our  solar  system, 
ends  with  <,  the  name  for  one  single  atom  of  oxygen,  being  oxat  or 
at.  The  denomination  for  selenium  terminates  with  z :  it  bears  a 
strong  resemblance  to  sulphur,  the  name  of  which  ends  in  s:  in- 
deed, sulphur  and  selenium  have  long  since  been  classed  together 
as  bodies  of  equal  atomicity.*  The  solids  boron,  silicon  and  carbon 
will  be  remembered  by  j\  k  and  c  or  r,  respectively.  The  letter  r 
may  be  associated  with  the  radiating  and  refracting  power  of 
carbon. 

The  originator  of  the  new  nomenclature  has  also  provided  dis 
tinctions  for  the  number  of  atoms,  or  smallest  indivisible  quanti- 
ties of  an  element.  These  are  designated  by  the  vowel  immediately 
preceding  the  terminal  consonant  representing  a  given  element. 
The  numerical  power  of  the  vowels  advances  with  their  order  in 
the  alphabet.  One,  two,  three,  four  and  Jiue  are  respectively  ex- 
pressed by  a,  e,  i,  o  and  w,  with  short  or  stopped  sound.  The  num- 
bers six,  seven,  eight,  nine  and  ten  are  respectively  expressed  by  ea, 
ee,  ei,  eo,  eu  {e  having  in  this  series  the  numerical  power  of  five, 
in  fact  used  to  give  the  long  sound  to  the  succeeding  vowel),  so 
that  their  respective  full  sounds  may  be  as  heard  in  the  five  follow- 
ing words,  great,  heed,  sleight,  yeoman,  feudal, 

*  Dumas,   "Traite  de    Chimie  appliquee  aux   Arts,"   Vol.  I.,  page  ixxvii., 
1828. 
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In  foreign  languages,  it  may  be  best  to  designate  the  long  sound 
by  a  sign  placed  over  the  vowel ;  but  in  our  language  it  is  found 
bj  experience  more  convenient  to  place  e  before  each  vowel  for 
the  purpose  of  giving  it  the  long  sound.  We  may  illustrate  these 
ten  distinctive  sounds  in  the  following,  in  which  the  atoms  of  the 
most  recently  discovered  element,  from  one  up  to  ten,  have  these 
names: 

In  Indam^  Tn^  Indem,  In^  Indim,  In^  Indom,  In^  Indum^  In^  In- 
deam,  Iru  Indeem,  In^  Indeim^  In^  Indeom,  In^^  Indeum, 

For  the  atomic  numbers  higher  than  ten,  the  rules  will  be  pre- 
sently given,  and  selections  will  be  brought  that  will  clearly  indi- 
cate the  numerical  value  of  each  letter. 

It  is  remarkable  that  by  combining  the  consonants  representing 
the  non-metallic  elements  with  the  vowels  representing  numbers 
of  atoms,  the  author  of  this  nomenclature  has  already  given  new 
names  and  terminals  applicable  to  more  than  seven  thousand  known 
chemical  compounds. 

When  Lavoisier  and  his  coadjutors  framed  our  present  nomen- 
clature, an  exclusive  importance  was  attached  to  the  element  oxy- 
gen, which  is  easily  explained,  as  the  greatest  number  of  compounds 
known  to  them  contained  oxygen  as  one  of  their  constituents. 
**  The  facts  concerning  the  composition  of  acids,  oxides  and  of  salts, 
composed  almost  the  whole  domain  of  chemistry."*  The  generic 
denomination  oxide  was  applied  to  neutral  bodies  and  bases,  and 
in  order  to  express  a  specific  compound  the  name  of  the  other  ele- 
ment was  joined  to  it.  In  order  to  distinguish  two  compounds 
with  variable  quantities  of  oxygen,  the  prefix  ^ro/o  was  applied  to 
the  oxide,  containing  the  least  proportion  of  oxygen,  while  deuto 
and  respectively  trito  were  joined  to  those  containing  more  oxygen. 
Subsequently  the  Latin  particle  of  intensity  per  was  more  commonly 
used  as  a  prefix  in  order  to  designate  the  highest  degree  of  oxida- 
tion, and  sesqui  was  introduced  to  denote  oxides  whose  atomic  com- 
position was  expressed  by  the  ratio  2 : 3.  These  prefixes  were  also 
applied  to  the  analogous  halogen  compounds.  The  founder  of  the 
dualistic  doctrine,  Berzelius,  rejected  these  prefixes,  using  for  the 
denominations  of  compound  bodies  an  adjective,  composed  of  the 
first  or  two  first  syllables  of  the  Latin  name  of  the  respective  ele- 
ment and  the  terminal  ous  or  tc,  and  to  these  the  name  of  the  genera 
(oxide,  chloride,  &c.,)  was  added.     Latterly  this  system  has  again 

*  A.  C.  WuRTZ,  An  Introduction  to  Chemical  Philosophy  according  to 
modern  Theories.     London,  1867,  page  188. 
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come  into  use  in  a  somewhat  altered  form.  With  respect  to  the 
acids,  it  was  supposed  by  the  Lavoisierien  school  that  one  element 
could  only  form  two  acid  compounds  with,  oxygen.  Such  com- 
pounds were  composed  of  two  names,  an  adjective  and  a  name  of 
the  genera,  (in  this  case  "  acid,")  they  being  distinguished  by  the 
terminal  ous^  adjoined  to  the  adjective,  when  less,  and  by  tc,  when 
more  oxygenated.  With  the  increase  of  well-investigated  chemi- 
cal bodies,  it  became  necessary  to  modify  this  rule.  The  prefix 
hypo  was  thus  applied  to  less  oxygenated,  as  also  to  acids  interme- 
diate to  those  already  known.  However,  this  was  only  a  temporary 
relief,  for  in  latter  years  some  new  combinations  were  discovered, 
that  were  comprised  between  the  two  least  oxygenated  acids,  also 
acids  were  found  containing  more  oxygen  than  those  for  which  the 
terminal  ic  had  been  appropriated.  For  these  new  changes  had  to 
be  introduced,  although  according  to  the  rules  upon  which  the 
fundament  of  the  present  nomenclature  rests,  the  specific  term  of 
the  highest  oxygenated  compound  should  receive  the  terminal  tc, 
in  lieu  of  those  which  they  bear  now.  But,  these  designations  being 
once  adopted,  cannot  now  be  readily  rejected  without  leading  to 
serious  consequences,  unless  the  old  nomenclature  be  supplied  with 
a  new  scheme  that  will  enable  chemists  to  express  their  views 
more  concisely.  Eeserving  for  a  future  paper  an  elucidation  of  the 
modifications  proposed  by  Dumas,  Laurent,  Gmelin,  Watts,  Wil- 
liamson, Foster  and  others,  we  deem  it  proper  to  annex  hereto  a 
table  of  chemical  symbols  and  names  by  Prof.  S.  D.  Tillman,  as 
communicated  to  the  American  Association. 

This  table  embraces  all  the  elementary  bodies  known  with  cer- 
tainty, and  their  atomic  numbers  corresponding  with  the  systems 
of  Berzelius  and  Gerhardt,  to  each  of  which  the  new  names  are 
equally  applicable.  The  highest  and  lowest  known  oxides  of  each 
clement  are  also  added.  Names  included  in  brackets  are  hydrates 
containing  three  elements. 

METALLOIDS. 


At.  wt. 

At.  wt. 

Name  of 

Name  of  a 

Name  of  lowest     Name  of  highest 

Symbols. 

al  =  .5 
•5 

1- 

one  atom. 
Hydral 

molecule  (-2  lit) 

oxide.           1           oxide. 

H 

Hvdrel 

HjO  hydrelat   HjO,  hydrelt 

N 

7' 

14- 

nitran 

Nitren 

^j^iiitrenat    J^'^Qj^nitrenut 

O 

8- 

10- 

oxnt 

oxot 

L 

6- 

12- 

r  carbac 

carbec      1 

(( 

({ 

\  carbar 

carber      j 

00  carbart       CO?  cctrbaret 

Si 

14- 

28- 

silak 

silek 

QOiSilaket 

B 

6-45 

10-9 

boraj 

borej 

BjOs  borejit 

P 

16o 

31- 

phosap 

phosep 

FQ  phosopt      F^^fioaepui 
SOj  sulphaaet  SO3  sulphasit 
SeOj  selazet           \alazoi) 

S 

16- 

32- 

sulphas 

sulphcs 

Se 

S9-76 

79  6 

selaz 

selez 

F 

9-5 

19- 

fluraf 

fluref 

01 

17-78 

35-46 

chlorad 

chlored 

CljQchloredai      {alculoi) 

Br 

40- 

80- 

bromab 

bromeb 

(alabit) 

I 

(33 -5 

127- 

idav 

idev 

HIO  (alavat)   1^0:  ideveet 
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Stkbou. 

At  wt. 

Atwt. 
al.  ■- 1. 

Kameof    ;     Name  of  a        Name  of  lowest 
one  atom.  Imolceale  (2  at.),           oxid«. 

NamaofbtghMt 
oxide. 

Cs 

66-5 

133- 

Coesam      CoBsem 

CPjO  coeaemat 

(cttsamalt) 

Rb 

42  5 

85- 

rubam       rubem 

[         rubemat 

(rubamalt) 

\K 

19  5 

39- 

kalamori  kalem 

kalemat 

(kalamalt) 

\'* 

'» 

>c 

potam    1    potem 

potemat 

{potamalt) 

.]JJa 

11-6 

23- 

natam  or   natem 

natemat 

(natamali) 

I   " 

(( 

tl 

sodam   |    sodem 

1         aodeviat 

(todamalt) 

L 

3-5 

7- 

litbam     ,  lithom 

'         lithemat 

ilithamali) 

Ba 

68-5 

137- 
'^87-6 

barani       barem 

|BaO  baramat 

baramet 

Sr 

43-8 

Btronam     stronem 

'        atronamai 

stronamet 

Ca 

20- 

40- 

calcam      calcem 

1         ealcamai 

Mff 

1215 

24-3 

magam    ,  magem 

magamat 

Al 

13-7 

27-4 

alam       :  alem 

1         alemit 

G 

4-7 

9-4 

glucam      glucem 

1        glucemit 

Zr 

44-75 

89-5 

ziram        zirem 

1         ziremit 

Th 

119- 

238- 

thoram   ;  thorem 

ikoramat 

Yt 

30  85 

61-7 

yttram      yttrem 

1         yttramat 

£ 

56  30 

1126 

erbam        erbem 

erbamat 

Tb 

terbam       terbem 

1        ierbamaif 

Ce 

46- 

92- 

ceram        cerem 

1        eeramat 

cerhnet 

La 

46  47 

92  94 

lanam        lanem 

1         lanamat 

Di 

48- 

96- 

didam        didem 

^         didamat 

Zn 

32-75 

62-5 

zinam     [  zinem 

1         ziTiamat 

[zinameh) 

In 

35-91 

71-82 

indam 

indem  * 

indatnat 

Cd 

66- 

112- 

cadam 

cadem 

cadamat 

Co 

29-60 

69- 

cobam 

cobem 

eobamat 

cobemit 

Ni 

29-87 

68-74 

iiikam 

nikem 

7iikamat 

nikemit 

U 

60- 

120- 

uram 

urem 

1         uramat 

uremit 

fFe 

28- 

56- 

ferram  or 

ferrem 

ferramat 

ferremit 

\  ** 

•( 

(t 

iram 

irem 

,         iramat 

iremit 

Or 

26  27 

62-54 

chram 

chrem 

[chramalt) 

chramii 

Mn 

27-51) 

55- 

manam 

manem 

1         manamat 

manamei 

(Sn 

59- 

118- 

stanam  or  stanem 

stanamai 

stanamet 

*(  ** 

»* 

it 

tinam      |    tinem 

iinamat 

tinamet 

Ti 

STv 

50- 

titam       1  litem 

tiiamat 

titamel 

fNb 

4913 

98-26 

nobaDi  or:  nobem 

nobemxt 

nobamet 

tCl 

(< 

f » 

colaoi      j    colem 

coUmit 

calomel 

Ta 

91-  ? 

182-  ? 

tanam     '  tanem 

ianemit 

tanamet 

Mo 

48- 

96- 

molam    |  molem 

molamat 

moiamit 

V 

68-46 

136  92 

vanam    i  vanem 

vanamat 

vanemit 

fW 

92- 

184- 

wolam     1  wolem 

woiamat 

vfolamit 
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ECLIPSE  OBSERVATIONS  AT  MATTOON,  ILLINOIS. 

By  Prof.  G.  W.  Hough. 

The  station  chosen  by  the  Dudley  Observatory  party  for  the  ob- 
servation of  the  total  Eclipse,  was  at  Mattoon,  Illinois. 

The  latitude  and  longitude  of  the  station  had  previously  been 
determined  by  the  United  States  Coast  Survey.  Latitude  39°,  29 
minutes,  lO'o  seconds.  Longitude  45  minutes,  20*2  seconds  west 
of  Washington. 

Prof.  J.  H.  C.  Coffin,  Superintendent  of  the  Nautical  Almanac, 
kindly  furnished  us  with  the  necessary  data  for  the  observation  of 
the  phenomena. 

Observers, 

The  corps  of  observers  was  composed  of  the  following  persons 
Prof.  David  Murray,  Eutgers  College,  New  Brunswick;  Mr.  Lewis 
Swift,  Marathon,  N.  Y.;  Mr.  J.  C.  House,  Waterford,  N.  Y.;  Mr 
Thomas  Simons,  New  York  City;  Prof.  L.  M.  F.  Esterday,  Hills 
boro,  Illinois;  Prof.  Twining,  St.  Louis;  Eev.  Mr.  Marshall,  Indian 
apolis;  Gen.  J.  W.  Keifer,  Springfield,  Ohio;  C.  B.  Bostwick,  Mat 
toon.  111.;  Prof.  F.  H.  Smith,  Mattoon,  111.;  President  Thos.  Hill 
Cambridge,  Mass.;  Prof  G.  W.  Hough,  Dudley  Observatorj-. 

The  station  at  Mattoon  was  near  the  west  side  of  the  school  build 
ing,  twenty  feet  north  of  the  South  monument,  erected  by  the  United 
States  Coast  Survey.     The  position  was  a  good  one,  as  there  was 
an  uninterrupted  view  to  the  south,  west  and  east. 

In  the  south-west  room  was  mounted  the  Sidereal  clock  and 
Chronograph.  The  clock  was  a  mercury  compensated  pendulum, 
made  in  two  sections  for  facility  of  transportation;  the  mercury- 
being  held  in  an  air-tight  iron  cylinder.  This  clock  was  made  ex- 
pressly for  the  Eclipse  expedition  by  Charles  Fasoldt,  of  Albany, 
to  whom  we  are  also  under  obligations  for  a  mean  time  pocket- 
chronometer,  beating  three  times  per  second. 

Before  packing,  the  clock  was  set  up  in  the  Observatory  and 
rated  on  Sidereal  time,  and  the  necessary  connections  attached  for 
recording  minutes  and  seconds  on  the  Chronograph.  Its  running 
for  nearly  a  week,  as  compared  with  the  standard  clock,  showed  a 
steady  and  reliable  rate.  On  arriving  at  Mattoon,  August  2,  it  was 
immediately  mounted  on  a  solid  brick  wall,  and  started  on  Mattoon 
Sidereal  time,  as  deduced  from  the  watch,  by  applying  diflference 
of  longitude,  &c.     In  the  afternoon  of  the  same  day,  by  comparison 
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with  the  watch,  it  was  found  going  too  slow.  A  small  brass  weight,  • 
equivalent  to  five  seconds  per  day  on  the  rate,  was  placed  on  the 
pendulum ;  after  which  time  it  was  not  disturbed.  By  subsequent 
comparisons  with  Dudley  Observatory  time,  observed  by  means  of 
the  telegraph,  its  rate  was  ascertained  to  be  fifteen  seconds  slower, 
daily,  and  the  arc  of  oscillation  a  little  shorter  than  when  running 
at  the  Observatory.  On  its  return,  after  being  cleaned,  it  was  again 
set  up,  when  the  rate  was  found  to  be  essentially  the  same  as  at 
Mattoon. 

Time. 

To  Mr.  Orton,  the  President,  and  Gen.  Anson  Stager,  Superin- 
tendent of  the  Western  Union  Telegraph  Company,  we  are  especially 
under  obligations  for  putting  a  continuous  line  of  telegraph  wire  of 
nearly  one  thousand  miles  in  length  at  our  disposal,  for  the  purpose 
of  securing  time  from  the  Dudley  Observatory.  Our  thanks  are 
also  due  to  the  managers  of  the  following  offices,  all  of  whom  were 
interested  in  the  success  of  the  work :  Mr.  C.  S.  Jones,  manager  of 
the  Albany  office ;  Messrs.  Hucker  and  Slacer,  Buffistlo ;  Messrs 
Wright  and  Tindall,  Cleveland ;  Messrs.  Armstrong  and  Warren, 
Cincinnati;  Mr.  J.  F.  Wallack,  Indianapolis;  Mr.  Patton,  of  Mat- 
toon.  The  necessary  connections  at  the  Dudley  Observatory  were 
made  by  Mr.  Thos.  E.  McClure  and  Mr.  H.  L.  Foreman. 

A  continuous  circuit  was  secured  on  the  nights  of  the  5th  and  7th, 
when  the  Dudley  Observatory  sidereal  and  mean  time  clocks  were 
compared  with  the  clock  and  chronometer  at  Mattoon. 

The  mean  daily  rate  of  the  clock  was  found  to  be  15-54  seconds 
slow.  As  the  last  comparison  with  the  Dudley  Observatory  time 
was  only  5  hours  after  the  Eclipse,  it  is  presumed  the  time  was  very 
accurately  determined. 

Ghy^onograph, 

The  chronograph  used  for  the  Eclipse  observations  was  of  the 
cylinder  form,  and  was  constructed  expressly  for  this  purpose. 
The  cylinder  was  6  inches  in  length  and  10  inches  in  diameter,  driven 
by  clock-work  regulated  by  the  Fraunhofer  friction  balls.  For  se- 
curing a  motion  of  stable  equilibrium,  an  escapement,  held  by  a 
light  spring,  was  connected  with  the  shaft  next  to  the  friction  balls, 
which  was  regulated  by  a  magnet  beating  every  two  seconds,  by 
opening  and  closing  the  circuit  with  the  pendulum  of  the  clock. 
The  sheets  were  previously  ruled  for  every  minute,  and  the  clock 
dots  were  recorded  every  two  seconds.    A  second  pen  was  employed 
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lor  recordiDg  the  observations.  The  connections  were  so  arranged 
on  the  clock  that  at  the  end  of  every  minute  the  clock-pen  recorded 
in  addition  the  61st  second,  thereby  giving  the  zero  of  the  clock 
with  absolute  certainty — the  whole  mechanism  performing  in  a  very 
satisfactory  manner.  In  order  to  enable  more  than  one  observer  to 
use  the  chronograph  during  the  progress  of  the  Eclipse,  wires  were 
connected  with  the  clock-pen  and  battery  so  that  observations  could 
also  be  recorded  with  it.     It  was  so  used  by  Mr.  Lewis  Swift. 

Another  set  of  wires  were  connected  with  a  battery  and  local 
sounder-magnet  placed  near  the  observers.  This  magnet  gave  the 
clock-beats  for  every  two  seconds  and  the  extra  beat  at  the  61st 
second,  by  making  connection  through  the  clock-pen,  causing  it  to 
act  as  a  repeater. 

Tke  Telescope, 

The  telescope  employed  by  myself  was  the  Comet  Seeker,  made 
by  Alvan  Clark.  The  focal  length  is  three  feet  six  inches,  and  the 
objective  four  inches  clear  aperture.  A  parallel  wire  micrometer 
and  position-circle  divided  to  degrees,  was  constructed  for  this  work. 
There  was  one  fixed  vertical  and  one  horizontal  wire,  and  three 
movable  micrometer  wires.  The  eye-piece  holder  was  so  construc- 
ted that  the  eye-pieces  belonging  to  the  transit  instrument  could  be 
used.  A  brass  screw,  held  in  position  by  a  set  screw,  was  fitted 
over  the  eye-piece  to  which  was  attached  a  disk  of  brass,  three  and 
a  quarter  inches  in  diameter,  in  which  was  set  six  plates  of  glass  of 
diflFcrent  colors  and  density.  One  of  these  orifices  was  arranged  to 
hold  two  or  three  thicknesses  of  glass,  as  the  occasion  demanded. 
In  the  same  disk  of  brass  was  an  opening  without  any  glass,  for  ob- 
serving the  total  phase.  The  brass  plate  holding  the  glass  screens 
revolved  on  a  centre,  so  that  any  colored  glass  could  readily  be 
brought  in  front  of  the  eye-piece. 

For  regulating  the  aperture  of  the  objective,  holes  of  one,  two, 
three  and  four  inches  in  diameter  were  cut  in  a  disk  of  thin  card 
board.  This  was  firmly  screwed  to  a  block  and  made  to  revolve 
in  front  of  the  objective  by  means  of  a  hand  rod,  attached  to  the  side 
of  the  telescope-tube.  A  spring  dog,  dropping  in  a  notch,  always 
brought  the  opening  over  the  centre  of  the  objective. 

The  telescope  was  equatorially  mounted  with  hand  rods  for  giv- 
ing slow  motion  in  right  ascension  and  declination. 

A  day  or  two  previous  to  the  Eclipse,  three  posts  were  firmly 
set  in  the  ground  for  the  observing  stand.  The  telescope  was  brought 
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in  the  meridiau  and  appropriately  adjusted  for  the  latitude  of  the 
place,  by  observations  on  the  sun  made  some  time  previous  to  the 
beginning  of  the  Eclipse. 

The  eye- piece  used  during  the  Eclipse  gave  a  power  of  44. 
The  night  preceding  the  day  of  the  Eclipse  was  one  of  unusual 
anxiety  to  the  observers,  from  the  fact  that  about  six  o'clock  it 
began  to  rain,  and  continued,  almost  without  intermission,  until  11 
p.  M.  In  order  to  learn  the  worst,  we  went  to  the  telegraph  office 
and  asked  for  weather  reports  from  west  and  east.  At  nearly  all 
the  stations  from  which  reports  were  received,  extending  from 
Omaha  to  Cincinnati,  it  was  rainy  or  cloudy.  These  reports  led  us 
to  expect  a  storm  extending  over  a  large  area  of  territory,  and  it 
was  presumed  that  it  would  be  a  day  or  two  in  passing  over;  but, 
fortunately,  our  prognostics  were  in  error,  for,  at  11  o'clock,  P.  M., 
tlie  rain  ceased  and  stars  began  to  make  their  appearance.  The 
morning  of  the  7th  was  perfectly  clear,  with  not  a  cloud  to  be  seen, 
and  it  so  continued  during  the  whole  day  and  subsequent  night. 
It  was  one  of  those  rare  days  but  seldom  seen  in  this  climate;  the 
atmospheric  disturbance  being  at  a  minimum* 

One  hour  before  the  beginning  of  the  Eclipse,  observations  were 
made  on  the  solar  spots,  and  their  position  and  magnitude  mapped 
on  a  diagram  prepared  for  the  purpose.  As  the  time  drew  near  for 
the  first  contact  of  the  moon's  limb,  each  observer  examined  care- 
fully the  region  where  the  moon  was  expected,  to  see  whether  it 
would  be  visible,  before  contact,  with  the  solar  disc.  The  closest 
scrutiny  of  five  observers  failed  to  discover  it. 

At  10  seconds  before  the  true  contact  of  the  limbS)  a  lunar 
mountain,  distant  8  or  10  degrees  north  of  the  contact  point, 
plunged  into  the  solar  disk  and  was  recorded  on  the  chronograph. 
The  true  contact  of  the  limbs  was  well  observed  by  all,  and  at 
nearly  the  same  instant.  The  moon's  limb,  instead  of  appearing 
round,  as  it  should,  was  nearly  fiat  and  a  little  notched,  showing  a 
mountainous  region.  As  the  Eclipse  advanced,  observations  were 
made  by  means  of  the  micrometer  and  chrcmogniph  for  measuring 
the  relative  position  of  the  two  bodies.  When  the  sun  was  about 
half  eclipsed,  a  red  band  of  light  was  seen  surrounding  the  limb  of 
the  moon  over  the  solar  disc.  Later,  during  therprogress  of  the 
phenomenon,  taiFs  of  light  were  seen  projecting  out)  tangent  to  the 
moon's  limb,  and  extending  16  or  20  degrees  along  the  edge. 
As  the  crescent  of  solar  light  grew  less  and  less,  every  eye  "was 


Digitized  by 


Google 


62  Mechanics^  Physics^  and  Oheviistry. 

intently  watching  for  any  unusual  appearance.  Nearly  a  minute 
before  totality,  we  saw,  with  wonder,  a  red  flame  suddenly  shoot 
out  from  the  upper  edge  of  the  moon,  and  shortly  after,  the  remark- 
able and  beautiful  phenomenon  of  Bailey's  Beads.  The  slender 
crescent  of  light  was  suddenly  broken  up  in  numerous  globules, 
resembling  drops  of  water  flowing  together,  or  a  string  of  beads. 
One  observer  compared  it  to  a  string  of  sausages  of  unequal 
lengths. 

This  peculiar  breaking  up  of  the  solar  crescent  was  noticed  by 
Bailey  in  1836;  but  during  subsequent  eclipses  it  has  not  generally 
been  seen.  This  fact  has  led  some  of  the  ablest  astronomers  to 
doubt  itff  reality,  beliering  it  to  be  an  optical  illusion. 

At  Mattoon,  the  appearance  was  distinctly  seen  by  all  the  ob- 
servers, and  its  duration  recorded  on  the  chronograph  by  Mr.  Swift 
and  myself.  That  the  phenomena  is  real  we  have  no  doubt.  It  is 
well  known  that  the  limb  of  the  moon  is  exceedingly  rough  and 
jagged,  with  mountains  projecting  to  a  great  height.  Now,  it  is 
reasonable  to  suppose  that  when  this  mountainous  limb  of  the 
moon  cuts  off*  the  slender  crescent  of  light  it  must  be  more  or  less 
broken  up  in  sections,  depending  on  the  irregularities  of  the  sur- 
face and  the  position  of  the  observer.  We  are  more  strengthened 
in  this  opinion  since,  previous  to  the  first  contact,  Mr,  Swift  saw 
five  mountain  peaks  on  the  moon,  and  he  reported  the  beads  the 
most  conspicuous  in  the  region  towards  this  part  of  the  lunar  disc 

The  duration  of  Bailey's  Beads  was  accurately  recorded  on  the 
chronograph  by  Mr.  Swift  and  myself,  and  found  to  be  5J  seconds. 
This  is  the  first  exact  record  ever  made  for  the  duration  of  the 
phenomena. 

As  the  light  grew  less  and  less,  suddenly  the  sun  seemed  to  dart 
under  the  black  disc  of  the  moon,  producing  a  feeling  of  chilliness. 
Now  was  seen,  in  all  its  splendor,  the  large  red  protuberance  sitting 
on  the  edge  of  the  moon,  and  appearing  very  much  like  a  great 
ship  under  full  sail.  Farther  to  the  left  was  another,  nearly  as 
large,  with  two  bent  rays,  somewhat  resembling  the  antlers  of  a 
deer.  Five  others,  not  quite  .as  large,  were  seen  on  different  parts 
of  the  disc,  all  of  a  deep  red  color. 

After  looking  with  astonishment  for  a,  few  seconds,  we  proceeded 
to  measure  with  the  micrometer  the  height  and  position  of  the 
largest  flames;  but,  just  at  the  critical  moment,  fortunately  or  un- 
fortunately, one  of  the  hand-rods  for  moving  the  telescope  came  oft*, 
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and  it  was  necessary  to  remove  the  eye  from  the  tube  to  fix  it.  On 
looking  up,  one  of  the  grandest  spectacles  met  the  eye  of  which  it 
is  possible  to  conceive;  surrounding  the  dark  body  of  the  moon 
was  a  crown  of  light,  with  rays  shooting  out,  in  five  great  sheaths, 
to  a  distance  equal  to  the  sun's  diameter,  or  nearly  a  million  of  miles. 
For  a  time  everything  else  was  forgotten,  and  we  gazed  for  8  or  10  sec- 
onds with  astonishment,  akin  to  awe,  at  this  magnificent  spectacle. 
No  painting  can  represent  it,  and  no  pen  can  describe  it.  It  is  one  of 
those  sights  which  must  be  seen  to  be  appreciated.  But  we  soon 
realized  that  precious  moments  were  slipping  away.  The  telescope 
was  again  brought  into  position,  and  the  height  of  the  large  pro- 
tuberance measured,  and  found  to  be  1'  05".  or  about  thirty  thous- 
and miles,  and  one  hundred  thousand  at  the  base. 

While  still  gazing,  a  ray  of  light  suddenly  flashed  out,  and  the 
Total  Eclipse  of  August  7th  was  over. 

The  duration  of  totality,  according  to  the  chronograph  records, 
was  two  minutes  and  forty-two  seconds.  The  large  protuberance, 
however,  remained  visible  for  five  minutes  and  fifty  seconds  after 
the  sun  had  appeared,  or,  as  Mr.  Swift  reports,  until  it  was  appa- 
rently lifted  up  by  the  advancing  crescent  of  solar  light. 

Stars  Visible. 
Previous  to  the  beginning  of  the  Eclipse,  we  set  up  a  number  of 
light  wooden  rods,  indicating  the  direction  of  stars  and  planets. 
Prof.  Twining  and  Mr.  Marshall  succeeded  in  seeing  Saturn  eight 
minutes  before,  and  Venus  four  minutes  before,  totality.  During 
the  totality.  Mercury,  Venus,  Mars,  Saturn,  and  a  number  of  bright 
stars,  were  visible  to  the  naked  eye. 

Temperature. 

Observations  made  by  Prof.  Smith,  with  a  thermometer  exposed 
to  the  direct  rays  of  the  sun,  showed  a  variation  of  42°  during  the 
progress  of  the  Eclipse. 

The  observations  of  Mr.  House,  with  a  thermometer  placed  in 
the  shade,  showed  a  variation  of  13°. 

Prof.  David  Murray,  at  my  request,  prepared  the  paper  on  the 
physical  phenomena,  which  is  hereto  appended. 

Physical  Phenomena. 
The  peculiar  phenomena  which  have  attracted  so  much  attention 
in  solar  eclipses  are  only  visible  during  the  brief  period  of  totality. 
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This,  in  the  present  case,  only  extended  through  two  minutes  and 
forty-three  seconds.  The  difficulty  in  observing  them  lies  in  this 
exceeding  brevity,  and  in  the  fact  that,  no  matter  how  much  the 
observer  may  have  studied  the  experiences  of  others,  the  phenomena 
come  upon  him  as  a  complete  surprise.  The  moment  the  last  rav 
of  light  disappears  with  the  extinguishment  of  Bailey's  Beads,  there 
bursts  upon  him  a  vision  so  marvelously  beautiful,  so  startling  bj 
its  novelty,  that  his  self-possession  and  self-control  desert  him,  and 
leaves  him,  for  an  instant,  a  helpless  gazer.  As  soon  as  he  can 
collect  his  thoughts,  and  tries  to  marshal  them  into  order,  he  will 
find  especially  two  phenomena  of  notable  interest. 

I.  The  Corona. 

In  immediate  contact  with  the  solar  disc  it  appears  us  a  clear 
silvery  light,  as  bright  as  the  brightest  part  of  an  aurora,  and  some- 
what resembling  it  in  consistency.  Farther  out  it  appears  streaked 
with  pencils,  radiating  in  the  direction  of  the  centre.  These  rajs 
are  more  especially  noticeable  at  five  points  of  the  circumference, 
two  of  them  pointing  upwards  and  outwards,  and  three  having  a 
general  downward  direction.  These  prongs  could  be  traced  through 
a  distance  even  exceeding  the  diameter  of  the  sun;  and  near  one  of 
them  was  visible  a  curved  mass  of  light,  in  shape  resembling  the 
petal  of  a  flower.  On  the  upper  edge  of  the  disc  was  plainly  seen 
an  arch  of  light,  parallel  with  the  edge,  and  within  the  boundary 
of  the  corona. 

It  should  be  stated  that  this  phenomena  of  the  corona  is  best  ob- 
served with  the  naked  eye,  and  cannot  be  included  within  the  field 
of  any  ordinary  telescope. 

Our  party  are  indebted  to  the  observations  of  Mr.  Bostwick,  of 
Mattoon,  and  General  Keifer,  of  Springfield,  Ohio,  for  the  best 
configuration  of  the  corona. 

The  commonly  received  explanation  of  the  corona  has  attributed 
it  to  an  atmosphere  surrounding  the  sun,  which  was  illuminated 
by  the  light  of  the  sun  in  the  same  way  that  our  atmosphere  is 
illuminated  in  twilight.  This  will,  undoubtedly,  explain  the  lumi- 
osity  found  nearest  the  disc,  but  it  can  hardly  be  received  as  satis- 
factory in  regard  to  the  luminous  prongs  which  extend  out  to  such  a 
great  distance.  It  must  be  remembered  that  these  prongs  projected 
a  distance  greater  than  the.  whole  diameter  of  the  sun,  and  must  have 
reached  an  altitude,  if  they  belonged  to  the  sun,  of  at  least  a  million 
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of  miles.  This  is,  of  course,  "beyond  all  possibility,  and  the  idea  of 
the  whole  phenomenon  being  of  solar-atmospheric  origin  is  unten- 
able. Equally  untenable  must  be  the  idea  that  it  is  a  solar  aurora, 
because  an  aurora  supposes  an  atmospheric  medium  in  which  it 
exhibits  itself. 

The  impression  which  was  firmly  made  upon  my  mind  by  wit- 
nessing it  was,  that  in  some  way,  the  interstriated  part,  at  least, 
was  formed  in  the  earth's  atmosphere. 

II.  Red  Protuberances, 

The  second  phenomenon  attracting  attention  was  that  of  the  sud- 
den appearance  of  a  number  of  protuberances  of  various  shape  and 
magnitude,  which  projected  beyond  the  black  disc  of  the  moon,  and 
were  of  a  bright  rosy-red  color.  We  saw  six  or  eight  in  all.  It 
must  be  remembered  that  these  were  of  immense  size:  the  largest 
was  not  less  than  30,000  iniles  in  altitude.  They  seemed  to  have 
a  cloudy  consistency,  and  the  form  of  some  of  them  forbade  the 
idea  that  they  could  have  been  either  solid  or  liquid.  These  pro- 
tuberances are  seen  in  all  total  eclipses,  but  in  no  two  are  they  in 
the  same  place  or  of  the  same  form;  they  are  thus  shown  to  be  of 
a  changeable  and  transitory  character.  This  was  really  all  that 
could  certainly  be  known  about  them,  until  the  application  of  the 
spectroscope  to  celestial  bodies  gave  us  a  new  road  to  a  knowledge 
of  them.  By  means  of  this  we  are  able  to  distinguish  a  solid  body 
from  a  gaseous,  a  self-luminous  from  a  reflective  body,  and  even 
more — to  determine  with  certainty  the  very  elements  comprising 
the  incandescent  body.  This  mode  of  investigation,  used  first  in 
the  total  Eclipse  of  1868,  and  still  more  in  that  of  the  recent 
Eclipse,  has  revealed  to  us  that  the  red  protuberances  are  mainly 
a  mass  of  incandescent  hydrogen  gas.  The  thought  is  overpow- 
ering. Here  are  vast  accumulations  of  blazing  matter,  reaching 
to  a  height  of  many  thousad  miles.  What  convulsions  in  the  mat* 
ter  of  the  surface  of  our  sun  does  this  view  of  it  teveal  1 

That  the  spots  which  are  seen  on  the  surface  of  the  sun  will 
finally  be  proved  to  be  identical  with  the  protubet-ances  I  venture 
to  predict. 

III.  Floating  Bodies. 

A  few  moments  before  totality,  and  during  that  period,  nearly  all 
the  telescopic  observers  at  ouf  station  noticed  faint  whitish  bodies 
floating  past  their  glasses.    Prof.  Hough  saw  three,  Mr.  Swift  four 
ToL.  LIX.— Thikd  Silfttias.— Ko.  1.— jAKtTART,  1869.  9 
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or  five,  Mr.  Simons  five  or  six,  Mr.  House  as  many,  and  I  saw  four 
at  least;  at  the  time,  they  made  no  impression  on  my  mind.  I 
thought  of  thistle,  down,  or  some  other  winged  seed;  others  thought 
of  midges  which  had  been  awaked  by  the  darkness;  others  of  swal- 
lows. But  when  we  came  to  compare  our  observations  and  our 
conjectures,  we  found,  to  our  surprise,  that  all  these  bodies  had 
one  direction,  viz:  from  the  north-west  downward  toward  the 
south-east;  and  it  seemed,  therefore,  impossible  to  explain  them  on 
any  of  the  hypotheses  which  had  been  started. 

The  idea  that  they  were  meteoric,  is,  perhaps,  more  plausible, 
and  it  is  strengthened  by  the  fact  that  the  time  nearly  corresponded 
to  the  August  period  of  meteoric  showers. 

IV.  External  Phenomena. 

No  one  who  has  not  seen  the  phenomenon  of  a  total  Eclipse  can 
appreciate  fully  the  grandeur  of  the  occasion.  As  the  light,  ray 
by  ray,  is  cut  off,  a  strange  and  ghastly  darkness  comes  down  upon 
us,  not  like  the  darkness  of  night,  but  a  violet-colored  darkness, 
which  makes  the  faces  of  our  neighbors  turn  ashy  pale,  and  gives 
to  the  landscape  the  hues  which  it  takes  in  a  stereoscopic  picture. 
I  cannot  better  describe  the  appearances  which  strike  an  intelligent 
eye-observer,  than  in  the  words  of  President  Hill,  who,  declining 
the  use  of  all  instruments,  devoted  himself  to  noting  the  external 
phenomena.    He  reports  the  results  of  his  observations  as  follows: 

"  During  the  total  Eclipse  this  afternoon,  I  was  in  the  open  field, 
near  a  small  barn,  about  1,600  feet  west,  and  550  feet  south  of  your 
station.  According  to  your  request,  I  herewith  give  you  a  memor- 
andum of  what  I  noticed.  This  memorandum  has  been  twice  read 
to  a  party  of  five  gentlemen,  who  were  with  me,  and  they  agree, 
after  full  discussion,  in  every  statement. 

"A  cow,  grazing  in  the  field,  became  uneasy  at  5  o'clock,  and 
started  for  home  at  5  h.  and  7  m.  Soon  after  a  hen  gathered  her 
brood  under  her  wings.  Swallows  were  skimming  the  ground. 
About  two  minutes  before  the  total  obscuration,  about  70  cocks 
and  hens  went  to  roost  in  the  barn.  A  flock  of  birds  flew  south- 
ward in  a  hurried  and  confused  manner,  just  after  the  darkness 
became  total.  Soon  after  the  re-appearance  of  the  sun,  the  chickens 
came  from  under  the  hen ;  then  the  fowls  came  down  from  their 
roosts ;  and  the  cocks  which  had  crowed  occasionally  all  the  after- 
noon, took  it  up  by  general  consent,  and  crowed  vigorously. 
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"No  other  animals  were  near  us;  no  plants  sensitive  to  light 
were  in  the  field;  and  it  was  not  until  the  Eclipse  was  over,  that  I 
discovered  Cassia  in  an  adjoining  field.  Some  of  us  thought  there 
was  a  slight  deposit  of  dew  upon  the  grass,  but  others  failed  to 
perceive  it. 

**  Venus  appeared  a  minute  or  two  before  the  total  obscuration, 
and  remained  visible  for  several  minutes  after  the  re-appearance  of 
the  sun.  At  the  instant  of  total  obscuration,  Mercury,  Arcturus 
and  Vega  appeared.  Even  Arcturus  was  of  a  silvery  whiteness. 
Arcturus  remained  visible  some  seconds  after  the  total  phase  had 
passed.  We  looked  sharply  for  Capella,  Procyon,  Castor  and  Pol- 
lux, Kegulus  and  Altair,  and  also  looked  less  carefully  for  Saturn, 
Antares,  Spica  and  Mars,  but  we  had  nothing  but  our  general  recol- 
lection of  the  stars  to  guide  us  as  to  the  direction  in  which  to  look, 
and  we  saw  nothing  either  with  the  naked  eye  or  our  opera  glasses, 
beyond  the  two  planets  and  two  stars  already  mentioned.  At  the 
instant  of  total  obscuration,  one  or  two  of  us  Lad  a  feeling  that  we 
were  seeing  half  a  dozen  stars  bursting  into  sight  at  once,  but  we 
could  only  find  the  two. 

"The  approach  of  the  deep  violet  shadow  in  the  air  from  the  W. 
X.  W.,  a  little  to  the  right  of  the  sun,  and  its  receding  in  the  oppo- 
site quarter,  was  much  slower  and  more  majestic  and  beautiful  than 
we  had  been  led  to  expect.  The  gradual  diminution  of  light  during 
the  Eclipse  had  revealed  the  presence  of  faint  cirro-stratus  clouds 
in  the  horizon  of  what  appeared,  both  before  and  after  the  Eclipse, 
a  cloudless  sky.  The  transition  from  penumbra  to  umbra,  although 
rapid,  did  not  seem  absolutely  instantaneous.  It  was  a  sweeping 
upward  and  eastward  of  the  dense  violet  shadow.  This  shadow 
then  stretched  from  the  W.  N.  W.  to  the  E.  S.  E.  horizon,  while 
in  the  transverse  direction  it  did  not  reach  the  horizon  by  6  or  8 
degrees,  and  the  low  arch  beneath  was  one  of  a  deep  orange  twi- 
light. No  difference  was  observed  between  the  height  of  these 
arches.  The  transition  from  the  orange-yellow  of  the  northern  and 
southern  horizon  to  the  dusky  violet  of  the  zenith,  during  the 
total  phase,  was  at  an  altitude  of  12  or  15  degrees,  and  then  the 
violet  seemed  darker  than  in  the  zenith:  as  though  two  broad  dark 
arches  ran  one  on  each  side  the  zenith  from  W.  N.  W.  to  E.  S.  E. 

"  The  corona  appeared  to  us  a  white  ring  of  4  or  5  minutes  in 
breadth,  with  white  rings  30  to  35  minutes  in  length,  and  a  few 
white  petals  6  or  8  minutes  in  length,  one  of  which,  on  the  right 
hand  upper  limb,  was  curved.     No  change  was  observed  in  the 
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corona,  during  the  total  phase,  except  that  one  of  us  thought  there 
was  a  tremulous  flashing  at  the  instant  before  the  re-appearance  of 
the  sun. 

"A  crimson  cloud  on  the  lower  limb  was  particularly  brilliant. 
One  on  the  left  limb  was  brilliant  at  the  beginning,  and  one  on  the 
right  limb  at  the  end  of  the  total  phase." 

It  is  almost  unnecessary  to  add  anything  to  this  graphic  descrip- 
tion of  Dr.  Hill.  A  lady  told  me  that  the  evening  primroses  in  her 
garden,  at  the  coming  on  of  the  eclipse,  opened  their  petals  as  at 
the  approach  of  evening.  The  owner  of  an  unruly  cow  told  us  that 
she  was  kept  in  a  pasture  adjoining  a  cornfield,  and  she  was  in  the 
habit  of  jumping  out  of  her  pasture  into  the  cornfield  at  night. 
True  to  her  instinct,  after  the  total  eclipse  she  was  found  enjoying 
herself  among  the  corn.  During  the  most  exciting  period  of  the 
phenomena,  General  Keifer  saw  a  countryman  going  at  full  speed 
across  the  field,  who  said  he  was  going  to  see  what  his  chickens 
were  doing.  He  soon  returned,  in  a  state  of  intense  disgust,  de- 
claring that  his  chickens  scratched  away,  during  the  whole  time,  as 
if  nothing  had  happened. 

Such  are  the  principal  phenomena  attending  this  rare  and  won- 
derful event.  If  we  could  have  prolonged  the  duration  to  fifteen 
minutes,  we  would  have  bought  it  at  any  sacrifice.  Oh,  if  we  could 
have  had  only  time  to  have  sketched,  and  measured,  and  studied 
those  wondrous  revelations,  life  would  have  seemed  complete.  As 
it  was,  it  seemed  so  aggravating,  so  unsatisfactory,  that  if  another 
had  been  visible  in  California,  or  South  America,  or  Africa,  wo 
would  feel  full  ready  to  start  for  it,  to  complete  what  was  left  undone. 
It  has  been  a  most  serious  difficulty  in  obtaining  valuable  observa- 
tions on  total  eclipses  of  the  sun,  that  the  observers  must,  of  neces- 
sity, be  inexperienced,  and  feel  only  prepared  to  make  satisfactory 
observations  when  the  opportunity  has  passed  forever. 

"When  the  chronographic  records  are  reduced,  it  is  believed  that 
very  accurate  and  valuable  results  will  be  obtained. 

The  following  quantities,  measured  from  the  chronograph  sheets, 
will  show  the  progress  of  the  phenomena : —  Mattoon  m.  t. 

.  V  «  n.     M.  8.  * 

Lunar  mountains  in  contact  With  Sun 4     11     07-7G  H. 

Beginning  of  Eclipse 4     11  17-16  H. 

"       15-50  S. 

Red  Flame  seen 5     10  60-00  H. 

Bailey's  Beads 5    11  23-8    H. 

**  "     22-6    S. 

Beginning  of  Total 5    11  28-8    H. 

"  **     28-3    S. 

Duration  of  Total 2  42-70  H. 

•<  **      2  44-30  8. 

Obseiyation  with  naked  eye 2  40* 

Disappearance  of  Bed  Flame 5  50-  H. 

after  total  ended. 

End  of  Eclipse G    09  09-70  H. 

The  initials  "  H  "  and  "  S  "  refer  to  the  observations  of  Messrs.  Hough  and  Swift. 
Dudley  Observatory,  August  2Gth,  18G9. 
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ELECTRICITY  IN  PLANTS. 

By  Edwin  Smith,  M.  A. 

There  is  a  very  interesting  chapter  in  Becquerel's  smaller  trea- 
tise (in  three  volumes)  on  "  Electricity  and  Magnetism  "  concerning 
the  electrical  phenomena  of  plants.  I  was  induced,  by  reading  this 
chapter,  to  make  a  series  of  experiments,  with  a  view  to  illustrate 
the  author's  statements,  and,  if  possible,  to  throw  some  fresh  light 
upon  an  obscure  and  puzzling  subject.  I  am  now  going  to  put  to- 
gether some  notes  of  these  experiments,  carefully  made  at  the  time, 
in  the  hope  that  they  may  not  be  without  a  certain  interest  to 
others.  The  galvanometer  employed  is  a  home-made  one,  but  tol- 
erably sensitive.  My  greatest  difficulty  has  been  to  depolarise  the 
slips  of  platinum  by  means  of  which  I  have  made  the  voltaic  cir- 
cuits ;  but  every  care  has  been  taken,  to  the  best  of  my  ability,  to 
obviate  error  arising  from  this  cause,  as  well  as  from  thermo-elec- 
tric disturbance. 

Experiment  1. — Take  the  thick,  juicy  leafstalk  of  the  common 
garden  rhubarb,  and,  having  cut  oft'  a  length  of  from  4  to  18  inches, 
apply  a  square  of  platinum  foil  to  each  end  of  the  piece.  Connect 
by  means  of  platinum  wire,  these  two  plates  with  opposite  termi- 
nals of  the  galvanometer.  The  needle  will  be  powerfully  deflected. 
Now  reverse  the  position  of  the  rhubarb  between  its  platinum  sur- 
faces, connect  as  before,  and  the  needle  will  again  be  deflected,  but 
in  an  opposite  direction.  Having  previously  ascertained  how  to 
interpret  the  movements  of  the  needle,  by  noticing  its  behaviour 
when  a  voltaic  current  is  produced  between  zinc  and  diluted  acid, 
with  platinum  for  negative  plate,  and  transmitted  through  the  coil, 
you  will  at  once  conclude  that  a  current  of  electricity  is  passing 
from  that  end  of  the  leaf  stalk  nearest  the  root  towards  the  opposite 
end,  nearest  the  blade  of  the  leaf. 

Experiment  2. — Cut  oft*  a  piece  about  3  inches  long  from  the 
thickest  part  of  the  same  leaf-stalk.  Divide  it  longitudinally  down 
the  middle.  Pare  off"  a  level  slice  of  the  outer  cuticle.  Lav  the 
platinum  slips  close  to  the  two  flat  sides  thus  provided,  and  con- 
nect with  the  galvanometer.  There  will  be  indicated  a  current  from 
the  outer  side  nearest  the  cuticle  to  the  inner  axis  of  the  leaf-stalk. 
If  the  section  is  made  thinner,  there  will  be  a  current  in  the  same 
direction.  You  may  confirm  your  conclusion,  as  before,  by  simply 
turning  over  the  piece  of  rhubarb,  so  as  to  reverse  the  current. 
Experiments  1  and  2  may  be  tried  upon  a  thick  midrib  or  branch  of 
the  same,  taken  from  the  leaf-blade,  with  a  precisely  similar  result. 
A  cucumber  acts  in  the  same  way. 

Experiment  3. — Insert  a  platinum  wire  into  the  lower  end  of  the 
flower-stalk  of  peony.  Apply  foil  to  one  of  the  large  bracts,  or  to 
a  petal;  connect,  and  observe  deflection.  A  current  is  detected 
flowing  from  the  lower  end  of  the  flower-stalk  to  the  bract  or  petal. 
•The  same  experiment  may  be  tried  with  a  sprig  of  fresh  oak-leaves, 
or  bramble,  or  chickweed,  or  bunch  of  elder-buds,  or  poppy-flower, 
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or  stalk  and  leaves  of  poppy.  The  current  always  sets  from  the 
point  nearest  to  the  root  towards  the  organs  furthest  from  the 
root.  If  wires  be  inserted  in  the  pistil  of  a  flower  and  its  stalk, 
there  will  be  shown  a  current  flowing  towards  the  former. 

Experiment  4. — Lay  a  leaf  of  the  common  dock  between  pieces 
of  platinum  foil.  Connect  the  different  surfaces  with  opposite  ter- 
minals of  the  galvanometer,  and  notice  the  deflection.  A  current 
is  indicated  from  the  upper  to  the  under  surface  of  the  leaf.  A  leaf 
of  Spanish  chestnut  or  of  young  elder  will  give  the  same  result ;  but 
in  four  experiments  on  a  leaf  of  sycamore,  I  got  a  current  from  the 
under  to  the  upper  surface,  after  a  momentary  current  in  an  oppo- 
site direction.  I  infer,  however,  that  the  momentary  current  was 
the  true  one,  and  that  the  second  arose  from  polarisation  ;  for  I 
obtained  this  latter  current  by  merely  employing  filter-paper  dipped 
in  distilled  water,  and  laid  between  the  slips  of  foil. 

Experiment  5. — Twist  a  piece  of  wire  round  the  outer  cuticle  of 
a  young  twig  of  hawthorn.  Insert  a  second  wire  bet  ween  the  bark 
and  wood,  so  as  to  touch  the  layer  of  cambium.  On  completing 
the  circuit,  a  current  will  be  indicated  from  the  cambium  to  the 
outer  cuticle.  Again :  pass  a  wire  into  the  pith,  and  a  current  may 
be  detected  taking  a  direction  from  the  cambium  to  the  pith.  In- 
stead of  hawthorn,  a  cutting  from  a  fresh  branch  of  elder,  laurel, 
hedge-mustard,  thistle,  groundsel,  yarrow  or  other  dicotyledonous 
plant,  may  be  employed,  with,  as  I  have  uniformly  found,  the  same 
effect. 

Experiment  6. — Scrape  off  the  outer  cuticle  of  the  root  of  cress. 
By  means  of  wires,  as  before,  test  the  direction  of  the  electric  cur 
rents.  They  will  be  found  to  flow  from  the  outside  to  the  axis  of 
the  root,  and  again,  from  the  root-stock,  or  point  of  junction  with 
the  stem,  towards  the  lower  tapering  end.  The  same  effects  are 
exhibited  by  the  root  of  cat's  ear,  or  of  thistle.  If  plates  of  plati- 
num foil  are  applied  to  the  flat  surfaces  made  by  cutting  across 
the  thick  and  thin  ends  of  a  carrot,  a  current  will  be  found  to  set 
from  the  thick  end  of  this  root  to  the  smaller  end. 

Experiment  7. — Take  a  bunch  of  the  seeds  of  sycamore.  Dip  a 
samara  attached  to  the  stalk  near  its  broader  end  into  one  of  the 
mercury  cups,  and  a  samara  attached  to  the  stalk  at  a  point  nearer 
the  smaller  end  into  the  other  cup.  A  current  is  indicated  from 
the  former  towards  the  latter,  in  strict  analogy  to  what  happened 
in  the  third  experiment.  Or  a  piece  of  the  stalk  itself  may  be  bent, 
and  its  ends  dipped  into  the  mercury-cups.  A  current  will  be  in- 
dicated, having  the  same  direction  as  before.  A  cutting  from  any 
pliable  stem  may  be  tried  in  this  way,  and  always,  so  far  as  my  ex- 
perience goes,  with  a  similar  result. 

Experiment  8. — Pass  a  platinum  wire  through  the  tubular  hol- 
low of  a  stem  of  Poa,  or  some  other  meadow  grass.  Twist  another 
platinum  wire  round  the  outside,  and  connect  both  with  the  galva- 
nometer.   A  current  will  be  shown,  having  a  direction  from  the 
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interior  to  the  exterior  surface  of  the  stem  in  question.     Such  ap- 
pears to  be  the  law  with  the  stems  of  monocotjledonous  plants. 

Experiment  9. — Make  two  cuts  through  a  raw  potato,  one  through 
the  centre,  another  near  the  outer  coat.  Apply  strips  of  platinum 
to  the  two  flat  surfaces,  and  connect  with  opposite  terminals  of  the 
galvanometer.  A  current  is  shown  to  be  passing  from  the  centre 
towards  the  outside.  A  lemon,  treated  in  the  same  way,  furnished 
a  current  from  the  outside  towards  the  centre.  AVith  a  turnip,  a 
gooseberry,  and  a  pear,  the  same  result  was  obtained  ;  but  a  stalk  of 
asparagus  followed  the  law  of  the  potato.  A  boiled  potato,  tested, 
when  cold,  by  the  same  method,  gave  a  current  from  the  outside 
towards  the  centre,  the  indications  being  confirmed  by  a  reversal  of 
the  slice  between  the  platinum  conductors*  But,  after  moistening 
afresh  piece  of  boiled  potato  with  distilled  water,  a  current  was 
obtained  from  the  centre  towards  the  outside — a  result  confirmed 
by  reversing  the  position  of  the  slice  between  the  platinum  con- 
ductors, as  in  the  previous  trial.  Fresh  platinum  was  employed, 
to  obviate,  as  far  as  possible,  any  error  from  polarisation. 

Experiment  10. — Eeduce  to  a  pulp,  with  distilled  water,  some  of 
the  meal  nearest  the  coat  of  a  baked  potato.  Then  make  a  simi- 
lar pulp  of  some  of  the  meal  at  the  centre.  Having  placed  a  plug 
of  tow  at  the  bend  of  a  U-tube,  pour  the  pulps  thus  prepared  into 
different  limbs.  Connect,  by  slips  and  wires  of  platinum,  with  the 
galvanometer.  In  my  experiment,  a  current  was  indicated  from 
the  outer  pulp  towards  the  inner  pulp,  agreeably  to  the  result  of 
my  first  experiment  with  a  slice  of  boiled  potato.  My  object  was 
to  destroy  all  vitality  in  the  tuber  by  boiling  or  baking,  and  to  see 
whether  any  chemical  action  might  still  remain — sufficient  to  cause 
a  voltaic  current  when  meal  from  dififerent  parts  of  the  potato  was 
made  to  furnish  a  voltaic  couple. 

Experiment  11. — Having  procured  a  garden  nasturtium  growing 
iti  a  flower-pot,  insert  a  wire  in  the  fleshy  stem,  a  few  inches  above 
the  soil.  Then  thrust  a  second  wire  through  the  small  hole  at  the 
bottom  of  the  pot  into  the  soil.  Connect  with  galvanometer.  The 
needle  is  so  deflected  as  to  indicate  the  passing  of  a  current  from 
the  plant  to  the  soil  in  which  it  grows.  Watering  the  soil  made 
no  change  in  the  direction  of  the  current  when  I  performed  the  ex- 
periment. I  also  stuck  the  first  wire  into  the  stem  in  various  ways 
and  in  various' parts,  always  with  the  same  results.  At  the  same 
time,  a  current  was  detected  passing  from  the  root  end  towards  the 
leaf  end  of  the  stem,  conformably  to  the  rule  in  other  cases. 

Experiment  12. — Make  a  solution  of  oxygen  in  distilled  water, 
also  a  solution  of  carbonic  acid.  Pour  them  into  the  dififerent  limbs 
of  a  U-tube  furnished  with  a  plug  of  tow.  Insert  platinum  slips, 
and  connect  with  galvanometer.  There  will  be  a  marked  deflection 
of  the  needle,  showing  the  passage  of  an  electric  current  from  the 
oxygen  to  the  carbonic  acid.  Confirm  the  result  by  reversing  the 
platinum  connectors. 


Digitized  by 


Google 


72  FranTclin  Institute. 


^uvUdm  ^mVMt. 


Proceeding!  of  the  Stated  Xonthly  Xeeting,  December  15tli,  1669 

The  meeting  was  called  to  order  with  the  President,  Mr.  J.  Vau- 
ghan  Merrick  in  the  chair. 

The  minutes  of  the  last  meeting  were  read  and  approved. 

The  actuary  submitted  the  minutes  of  the  Board  of  Managers, 
and  reported  that  at  their  stated  meeting  held  December  8th,  1869, 
the  resignations  of  membership  in  the  Board  by  Messrs.  James 
Dougherty  and  0.  Howard  Wilson  were  accepted ;  also,  that  dona- 
tions to  the  Library  were  received  from  the  Chemical  Society,  the 
Institution  of  Civil  engineers,  and  the  Society  of  Arts,  London ; 
r  Academic  des  Sciences,  Paris,  et  la  Society  Industrielle,  Mulhouse, 
France;  Frederick  Emmerick,  Esq.,  Washington,  D.  C,  and  Miss 
Eliza  S.  Quincy,  Boston,  Massachusetts.  A  paper  on  Areonautic 
Navigation  was  then  read  by  Mr.  John  Wise,  in  which  the  pre- 
vailing direction  of  the  upper  air  currents,  as  derived  from  his 
experience  in  400  voyages,  were  described,  and  the  possibility  of 
employing  them  for  purposes  of  air-sailing  or  drifting  was  discussed. 
The  Resident  Secretary  then  read  his  report  on  Novelties  in  Sci- 
ence and  the  Mechanic  Arts. 

On  motion  of  B.  H.  Moore,  Esq.,  nominations  were  made  for 
officers  and  managers  to  serve  the  ensuing  year. 

Mr.  J.  Vaughan  Merrick,  having  been  renominated  for  Presi- 
dent, returned  his  thanks  for  the  honor,  of  which  he  was  deeply 
sensible ;  but  stated  his  intention  to  withdraw  his  name  as  a  candi- 
date for  election,  believing  that  the  interests  of  the  Institute  would 
be  promoted  by  occasional  changes  of  its  Presiding  Officer.  Such 
changes  would  serve  to  infuse  vitality  and  energy  into  its  proceed- 
ings. Having  occupied  bis  position  three  years,  he  would,  there- 
fore, nominate  for  the  office  Mr.  Coleman  Sellers.  Nominations 
were  then  made  for  the  other  officers  and  members  of  the  Board  of 
Managers. 

Judges  of  Election — Wm.  A.  EoUin,  C.  S.  Bement,  Theodore  D. 
Rand,  Hector  Orr,  M.  W.  Haines,  Eaper  Haskins,  Geo.  Gardom. 

The  meeting  was  then,  on  motion,  adjourned, 

Henkt  Morton,  Secretary, 
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VALUABLE  SCIENTIFIC  BOOKS. 


A  Dictionary  of  the  Solubilities  of  Chemical  Sub' 
stances.  By  Prop.  F.  H.  STOKER,  of  the  Massachusetts  Institute 
of  Technology.  1  vol.  in  3  parts,  8  vo.,  paper  covers,  per  part,  $2.00. 
Whole  work,  cloth,  $7.50. 

The  work  is  exceedingly  valuable  to  practical,  as  well  as  to  theoretical  chemists, 
and  the  apothecary  and  the  manufacturing  chemist,  will  find  its  pages  stored  with 
information  needed  on  numerous  occasions,  and  which  here  is  presented  to  them 
in  the  most  accessible  form."  < 

Chemical  Tables.  By  S.  P.  SHARPLES,  S.  B.  12  mo. 
doth,  $2.25. 

This  collection  of  tables  has  been  prepared  with  great  care  under  the  supervision 
of  Dr.  Wolcott  Gibbs,  of  the  University  at  Cambridge,  and  will  be  found  of  great 
value,  both  to  the  student  and  the  practical  chemist. 

Icones  Muscorum  ;  or  Figures  and  Descriptions  of  most  of  those 
Mosses  peculiar  to  Eastern  North  America,  which  hav^  not  been  here- 
tofore figured.  By  WILLIAM  L.  SULLIVANT,  L.  L.  D.  With 
129  copperplates.     Royal  8  vo.     Cloth,  $15.00. 

First  Principles  of  Chemical  Philosophy.  By  Prof. 
J.  P.  COOKE,  Jr.,  of  Harvard  College.  The  work  complete,  1  volume, 
12  mo.  cloth,  $5.50.  Part  I.  at  $2.50,  and  Part  11.  at  $3.50,  are  sold 
separately.     Part  I.  is  especially  adapted  for  a  text  book  in  colleges. 

Crystallography.  By  Prof.  J.  P.  COOKE,  Jr.,  of  Harvard 
College.     8  vo.  limp  cloth,  $1.25. 

Bunsen's  Flam,e  Reactions.  A  method  of  Analysis  in  which 
the  Oas  Lamp  is  substituted  for  the  Blow  Pipe.  Translated  by  Pro7. 
C.  P.  HIMES,  Ph.  D,    Pamphlet  8  vo.  75  cents. 

Lardner^s  Hand-JBoolc  of  Optics.  A  new  and  revised  edition, 
12mo.  cloth,  $2.50. 

Mathematical  Monthly.  1859  to  1S61.  3  vols.  4to.,  cloth, 
$13.00.    Catalogues  of  Scientific  Works  sent  on  application. 

Any  of  the  above  sent  by  mail,  on  receipt  of  price,  by 

SEVER,  FRANCIS  &  CO., 

IPmMlslien  •»«  Dealer*  in  SCISVTIFZC  AHD  BDUOATIOXAI.  BOOKS, 

21  Bromfleid  Street,  Boston. 
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The  office  of  this  machine  is  to  break  stones  of  every  sort  to  a 
suitable  size  for  road  making,  railroad  ballasting  and  concrete,  and 
to  break  Ores  and  Minerals  of  every  kind  into  small  fragments, 
preparatory  to  their  further  comminution  by  other  machinery. 

It  has  now  been  in  use,  enduring  the  severest  tests,  for  the  last 
ten  years,  during  which  time  it  has  been  introduced  into  almost 
ever^  country  on  the  globe,  and  is  everywhere  received  with  great 
and  i^ncreasing  favor  as  a  labor-saving  machine  of  the  first  order. 

Illustrated  circulars,  fully  describing  the  machine,  with  ample 
testimonials  to  its  efficiency  and  utility,  will  be  furnished  on  appli- 
cation, by  letter,  to  the  undersigned. 

|^*The  patents  obtained  for  this  machine  in  the  United  States 
and  in  England  having  been  fully  sustained  by  the  courts,  after 
well  contested  suits  in  both  countries,  all  persons  are  hereby  cau- 
tioned not  to  violate  them ;  and  they  are  informed  that  every  nva- 
chine  now  in  use  or  offered  for  sale,  not  made  by  us,  in  which  the 
ores  are  crushed  between  upright  convergent  faces  or  jaws  actuated 
by  a  revolving  shaft  and  fly-wheel,  are  made  and  used  in  violation 
01  our'patent. 

BLAKE  BBOTHEBSy  New  Haven,  Gonit 
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BBOOKLJJfr,  NEW  YORK. 


>^Tr-^. 


J     ^  I  T 


I.ARTHUR  8tC? 
0<G1NEERS. 


1        c 


W.ARTHUR  8c  C? 
ENGINEERS- 


^^d 


BRASS  AND  IRON  FOUNDERS, 

Also,  Makers  of  Sugar  Mills,  Oil  Presses,  and  all  Machinery  of  that 

heavy  description  used  in  the  Arts  and  Manufactures.     More 

particularly  we  desire  to  call  attention  to  our 

oixj  :pk.esseis. 

And  especially  for  Cotton  Seed,  which  is  daily  becoming  of  more  im 
portaace,  from  the  value  of  the  Oil,  and  nutritious  quality  of  the 
Cake  as  an  article  of  Feed.    These  Presses  of  Fiv^ 
Bags  made  by  us  are  superior  to  any  others 
in  the  production  of  oil,  and  are  fur- 
nished with  the 

Cfusliing, Rolls  and  Heating  Pan,  and  Driving' Machinery; 

ALSO  ALL  PAETICULAU  IN  RXQABD  TO 

FEE'S  I^ATENT  HULLING  MACHINERY  IN  CONNECTION. 


"W.    AJ^rTBTTR,   l^x^m^U 
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RZOHARDS,  THORNS  &  CO. 

Engineers  and  MacMnists, 

PHILADELPHIA. 


MANUFACTUREBS  OF 


For  Sblp  iTards  and  Car  Balldlay. 


PECOHA.  P^IISTT  CO., 

150  North  Fonrth  Street^  PblUdel^hla. 

Sm&mb  QQiiiQiSL. 

This  Company  are  the  only 
Manufacturers  of  this  Paint. 
It  is  a  remarkably  beautiful 
color — is  adapted  to  Machin- 
ists^ and  Railroad  Companies 
use— giving  a  finish  to  tools 
and  machinery  mperhr  to 
anylhing  yet  introduced. 


's^iW^* 


TO 


is^^ts^ 


[■strael  *M  IMtaMBlal  froa  HBUIOX  4 

SOWaoiithwwklMudiypraiMWpkkL] 
"Mr.  S.  Bowsir, 

Sec  P^eara  LeU  (h: 
Your  HSTALUO  OEHSNT  i«  bet- 
ter than  red  or  white  lead  for  making 
STEAM  JOINTS  or  fetching.  Hot 
riTett  do  not  affect  the  Oement;  we  ose 
it  in  Joints  of  light  tanks,  in  the  plaoe 
of  caalking,  and  th^  do  not  leai^  ^3 
we  it  alio  on  gai-hoMan. 

••J.  J.  OBEBlfFnELP, 
^F^rtmmmi^MaUmrJDtpmrimmi.^ 


FOR 


PBACnCAL  &  ANALYTICAL  GHEMISTET, 
Chant  Street,  Tenth  Street,  below  Market, 


(Bmt  of  St.  8toph«D'i  Church.) 


PHILADELPHIA. 


ESTABLISHED  IN  1836. 


Instruction  given  in  CnEMISTRY.  MINERALOGY  and  GEOLOGY,  by 
LECIUKES  and  FRAOTIOK,  with  especial  reference  to  ANALYSIS,  MANU- 
FACTURES nnd  MEDICINE. 

Analyses  made  of  Ores,  Minerals,  Guanos,  Waters  and  articles  of  commerce 
and  mauufaciure.    Opinions  given  on  chemical  questions. 

BOOTH  Jt  GARBETT. 

James  C.  Booth. 

TUUS.  II.  QjkRBfiTt. 
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OF    THX 


XDITXD    BT 

PROF.  DENRT  MORTON,  Ph.D., 

A8BIBTXD     BT     THIS     OOMMITTXi     09     PU  BLI  0  A  T  XO  Bl . 

SUBSCBIPXIW,  $A.OO  FEB  ASVUK 


This  Joaraal,  devoted  to  Mechanical  and  Physical  Science,  Civil  ugi- 
neering,  and  the  Arts  and  Manufactures,  is  published  in  monthly  numbers 
of  serentj-two  pages  each,  forming  two  volumes  per  annum,  illustrated 
with  engravings  and  wood-cuts.  It  contains  original  and  extracted  articles 
on  all  subjects  of  interest  to  the  Civil  and  Mechanical  Engineer,  to  the 
Manufacturer  and  to  the  man  of  Science,  as  well  as  much  general  informa- 
^onon  Scientific  subjects,  which  is  likely  to  interest  the  general  reader. 

The  Journal  is  now  in  its  forty-third  year  of  publication,  and  has  be- 
come a  stkndard  work  of  reference. 

TxaMS  OF  SuBSORiFTiON. — Five  dollars  per  annum ;  payable^  on  tbe 
issue  of  the  sixth  number.  When  the  full  subscription  (five  dollars)  is 
paid  in  advance,  the  numbers  will  be  sent  frxe  of  postage. 

CammunicaiwM  and  letters  on,  business  must  be  directed  to  the  Aero* 

AMY  OF  THE  FeANKLIN  INSTITUTE,  PHILADELPHIA. 

The  Journal  can  also  be  obtained  from  the  following : 

DAVID  G.  FRANCIS,  New  York. 

JOHN  WILEY  &  SON,   "        « 

D.  VAN  NOSTBAND,     "        ^ 

L.  W.  SCHMIDT, 

W.  C.  LITTLE  &  CO.,  Albany,  New  York. 

LITTLE,  BROWN  ft  CO.,  Boston,  Massachusetts. 

A.  WILLIAMS  ft  CO.,  «  « 

NEW  ENGLAND  NEWS  CO.,  Boston,  Mass. 

JOHN  C.  DOW  ft  CO.,  Lawrence,  « 

THE  WESTERN  NEWS  CO.,  Chicago,  Illinois. 

MOHXTN  ft  BESTOR,  Washington,  District  of  Columbia. 

BELL  ft  CO.,  San  Francisco,  California. 
Paris.— HECTOR  BOSSANGE  ft  SON,  11  Quai  VolUire. 
Xondon.— EIVES  ft  MAOEY,  61  King  William  Street 
Who  are  authoriaed  to  receive  subscriptions  and  to  make  exchanges  for 
p«riodieal0  deveted  to  the  Arts  and  Bdenoes. 
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POR  THB 

ANALYSIS  OF  COALS,  GASES,  &c. 


Especial  attention  given  to  the  Analysis  of  Coals  and 

the  determination  of  their  fitness'  for  the 

production  of  Gas,  or  for  use  in 

Smelting,  or  for  Steam       ' 

.  purposes. 

Heating  power  expressed  in  value  of  best  hard  and  soft  coals 

in  the  market. 


ALSO, 


GAS  ENGINEERING  AND  COMMISSION  AGENCY, 

For  procuring  Coals,  Castings,  Fire-brick  and  Tile ;   and 

all  other  materials  for  the  construction  and 

repairing  of  Gas  Works. 


TOB  THZ 

SELECTION  AND  PREPARATION  OF  COAL  FOR  ANALYSIS. 


In  the  seleotion  of  samples  of  Coal  for  analytical  examination,  take  the  samples 
as  far  from  oat-crop  as  possible,  with  specimens  from  the  centre,  top  and  bottom 
of  vein. 

It  is  well  to  collect  sereral  handred  pounds  indiscriminateW,  andliaTC  it  broken 
fine,  and  thoroughly  intermixed;  from  this  mess  take,  say  50  pounds,  and  g^ins 
it  to  a  coarse  powder ;  mix  thoroughly,  and  weigh  out  five  pounds,  which  tran- 
mit  for  analysis. 

Accompanying  each  sample  should  be  a  lamp  specimen,  (say  }  0).,)  from  centre 
and  sides  of  vein.  ' 

Care  should  be  taken  to  include  an  arerage  amount  of  pyrites,  or  other  imparity 
occurring  in  the  CoaL 

A  memorandum  should  accompany  coal  intended  for  an  especial  purpose,  acd 
the  examination  will  be  directed  to  its  suitability  for  such  purpose. 


Dr.  GHABLES  H.  GRESSOH, 

4J.7  WAJJUVT  STJB^JET, 
eoxxxTvxiEEXLXt  iTA.vio^'noir   Txvxsuaxrro,) 

PHILADELPHIA. 
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PASCAL  IRON  WORKS, 

EttabllHied  In  U3I. 

MORRIS,  TASKER  &  CO., 

WroBITlit  Iron  Welded  Tabes,  i-incb  to  8  inchei  bore,  for  Steam 
Oas,  Water,  &o.,  with  T'b,  L'b  Stops,  Yalves,  ^.,  with  Screw  Joints  to  suit  tubes. 
Malleable  Iron  and  Brass  Fittings,  Glass  Blower  Tubes,  Blasting  Tubes,  ^e. 

QalTianlzed  Tnbea  and  Fittings  for  water. 

Ijap«Welded  Boiler  Fines,  li  to  10  inches  outside  diameter,  out  to 
definite  1  mgthe,  22  feet  or  under. 

Artesian  Well  Pipes,  ofwrougbtlron,  screw«coapled;  flush  inside  and 
out.  Alf  >  of  Cast  Iron,  6,  8,  10  and  12  inches  diameter,  with  wrought  bands ;  flush 
inside  aijd  out,  and  Pumps  for  same. 

Colls  of  Tnbe^  for  boiling  and  eTaporating  by  stram  or  hot  water. 

Tayere  Colls,  for  Blast  Furnaces,  and  tube  cut  and  fitted  to  plans  andspeoi* 
flcations  sent 

Double  Kettles,  for  steam  boiling  and  evaporating,  and  cooking  by  steanu. 

DryinK  Closets,  heated  by  steam ;  Wash  Hou'es  and  /Steam  arrangements 
for  Fublic  Institutionis  and  Private  Dwellings. 

WarmlniT  and  Tentllating  Steam  apparatus  of  the  most  approved  plans 
for  Factories,  Public  Buildings,  Hotels,  Private  Dwellings,  Green  Houses,  &o. 
eooatmcted  and  adapted  to  the  buildings  to  be  warmed. 

not  Water  Apparatus ;  Tasker's  Patent  SelMtogulatiug  Hot  Water 
Apparatus,  for  Private  Dwellings,  School  Houses,  Hospitals,  Green  Houses,  fta 

Iron  and  Brass  Castings,  of  every  description. 

Gas  Worn  Castings:  Retorts  and  Bench  Castings  for  Coal  Gas  Works: 
Street  Mains,  Bends,  Branches,  Drips,  Lamp-posts,  Lanterns,  Ac. 

Rosin  Gas  Apparatus,  for  Factories,  Public  Buildings,  Hospitals,  and 
Private  Dwellings. 

Green  House  Pipes  and  Boilers :  Fire  Doors  and  Frames,  Hot  Water 
Pipes  for  Forcing  Beds,  Pineries,  Gkurden  Boilers,  &o. 

Columns^  Conduit  Pipes,  Pavement  Gutters,  Soil  Pipe. 

Batll  Tubs,  Sinks,  Sewer  Traps,  Soil  Pans  and  Traps,  and  Water  Closet 
arrangements.  ^ 

Screnring  Macblnes,   Drill  Stocks,  Stocks  and  Dies,  Taps,  Beamer 
Drills,  Pipe  Tongs,  and  a  general  assortment  of  Gas  and  Steam  Fitters'  Tools  and 
Katerials. 

WORKS,  S.  FlfUi,  between  Tasker  and  Morris  Sts.      « 

WARmOIJSi:  Jt  OFFICE^  909  S.  Third  St.,  Pblla. 

STBPHBgtXOBBIS,  HEHST  Qt.  KOSBJg 

IHO&  T.  TASKEB,  J^  P.  It  TA8XEB 


^ 
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HENET  P.  H.  BIEKDIBINE, 
CIVIL  AND  MECHANICAL  ENGINEEB, 

Will  make  EzaminatioDH,  Sarrejs,  Platis  and  Estninites  for:  or  saperintend  th« 
construction  of  Watir  Works,  Gas  Works,  Water  Powkrs,  Machinirt,  Ac. 

Detailed  Drawinjra  and  Specifications  prepared  for  Resenroirs,  Dams,  Water 
Wheels,  Pumpinf^  Engines,  Gas  Holders,  Jbc. 

H.  P.  M.  B.  brings  to  bis  aid  an  experience  of  over  twenty-five  years,  and  can 
refer  to  many  important  works  constructed  by  him,  or  under  bis  direction. 

OFFICE,  152  Souilfc  Fonrili  St. 
RESIDENCE,  8585  Baring  Street, 
PMlAdelplfcia. 

FOR  ALL 

Laboratory  and  Manufacturing  Purposes. 
Platinnin   Scrap  and  Ore  purchased. 
H.  M.  RAVNOIl 

Office,  67  Bond  St.,  New  York. 

The  Brooks  Patent  Parfline  Insulator, 

WOBKS,  22  South  Twenty-first  Street,  r/iiladelpIUa. 

All  Tarietiet  of  Insulators  manufactured  at  these 
Works  are  warranted  to  excel  the  usual  stylos  of  Glass 
and  Bubber  more  than  one  hundred  fold. 

In  Tiew  of  the  error  and  delay  in  transmission,  waste 
and  consumption  of  battery  material — the  results  of  de- 
fective insulation — its  fragile  nature,  and  expense  of 
renewal,  nothing  is  more  manifest  than  its  economy. 

To  railroad  companies  relying  upon  the  efficiency  of 
their  telegraph  departments,  it  is  of  great  value. 

JOHN   L.   ENOHirLTON, 

(Stmeetaor  to  JT.  W.  ZTNJT  A  CO.,) 

Millwriglits  and  MacMnists, 

No.   130  BEED  STBEET,   BHILADELBHIA. 

Manufacturer  of  Steam  Engines  and  Boilers.  Also  all  kinds  of  Saw  Mill,  Plan- 
ing Mill,  and  Flour  Mill  Machinery.  Sole  Manufacturer  of  Kno^lton's  Patent 
Bevel  Saw,  for  Sawing  Ship  Timbers  ;  also.  Knowlton's  Circular  Saw,  for  Sawing 
Ship  Plank  to  the  curve  and  Bevel,  and  Knowlton's  Patent  Machine  for  Turning 
and  Grinding:  Shot,  Shell,  Valve  Balls,  Ten  Pin  and  Billiard  Balls.  Manufacturer 
•f  T.  H.  Cushing's  Patent  Saw  and  Planing  Machine,  for  Working  Bridge  Archil 
and  Curved  Timbers.    Jl^^Particular  attention  paid  to  Repairing. 
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dor.  S.  Fropit  &  Beed  Sts.,  &  Nob.  614  &  616  Market  Street, 

PHILADELPHIA. 

Mannfactare  Enamelled  Evaporating  Disbes ;  Iron  Mortars,  of  different  stylee; 
Tinned,  Tamed^  and  Plain  Enamelled  Canldrons,  firom  12  to  120  gallonf,  with 
an  assortment  of  other  articles  suitable  for  Chemists'  use. 


ABOIiPH  OTT^ 


May  be  employed  professionally  as  expert.  Reports  on  mining  land,  and  invee- 
tigations  in  sabjects  involving  both  mechanical  and  chemical  knowledge,  exami- 
nation of  new  inventions,  etc.    Specialist  for  various  branches  of  Technology,  viz : 

Construction  of  Gas  Generators,  Preservation  of  Wood, 

MANUFACTURE  OF  WHITE  LEAD, 
Desulphurization  of  Ores,  and  Utilization  of  the  Waste  Products  of  Gas  Works. 

Address,  73  EAST  SEVENTH  ST. 
W6W  Y@BK  <BBTY. 

Experience  as  Constructing  or  Consulting  Engineer  on  three  Steam  and  five 
Horse  Railways,  seven  Water  Works,  six  River,  Harbor  and  Canal  Improve- 
mentSy  Pumping  and  Marino  Engines,  U.  S.  Dry  Dock,  &C.,  &c. 

Office,  No.  48  Fine  Street,  Room  27,  New  York. 
Besidence,  No.  42  Johnson  Street,  Brooklyn. 
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AMERICAN  AND  EUROPEAN, 


OF 


NO.  37  FJJRKBOW,  ITEW  TOBK.] 


Fos  a  period  of  nearly  twenty-five  years,  Munn  &  Co.  hare  ocoapied  the  posi- 
tion of  leading  Solicitors  of  American  and  European  Patents,  and,  during  tlus 
extended  experience  of  nearly  a  quarter  of  a  century,  they  have  examined  not 
less  than  fifty  thousand  alleged  nev^  inventions,  and  have  prosecuted  upwards  of 
thirty  thousand  appliQations  for  patents ;  and,  in  addition  to  this,  they  have  made 
at  the  Patent  Office  over  twenty  thousand  preliminary  examinations  into  the 
novelty  of  inventions,  with  a  careful  report  on  the  same. 

MuNN  &  Co.  deem  it  safe  to  say,  that  nearly  one-third  of  the  whole  number  of 
applications  made  for  patents  during  the  past  fifteen  years  has  passed  through 
their  Agency,  which  is  assisted  by  a  Branch  Office  at  Washington  which  watches 
and  supervises  all  their  cases  as  they  pass  through  official  examination. 
•  Inventors  who  desire  to  consult  with  us  are  cordially  invited  to  do  so.  We 
shall  be  happy  to  see  them  in  person  at  our  office,  or  to  advise  them  by  letter. 
In  all  cases,  they  may  expect  from  us  an  Tioncsi  opinion.  For  such  consultations^ 
opinion  and  advice,  toe  make  no  charge,  A  pen-and-ink  sketch,  and  a  description 
of  the  invention  should  be  sent. 

Prsliminast  Examination  is  made  into  the  novelty  of  an  invention  by  per- 
sonal search  at  the  Patent  Office»  which  embraces  all  patented  inventions.  For 
this  special  search  and  report,  a  fee  of  $5  is  charged.  We  advise  this  special 
search  only  in  very  doubtful  oases. 

To  Apply  fob  a  Patent,  a  model  must  be  furnished — not  over  a  foot  in  any 
dimensions.  Send  model  to  Munn  4-  Co.  37  Park  Roto,  New  York,  by  express, 
charges  paid ;  also,  a  description  of  the  improvement,  and  remit  $16  to  cover  first 
GoTernment  fee,  revenue  and  postage  stamps. 

Caveats  Filed;  Interferences  Managed;  Extensions  and  Re-Issues  Obtained ; 
Assignments  Prepared ;  Designs,  Trade-Marks  and  Compositions  Patented. 

Patents  are  obtained  in  all  European  countries. 

For  instnictions  concerning  Foreign  Patents,  Re-Issues,  Interferences,  Hints 
on  Selling  Patents,  Rules  and  Proceedings  at  the  Patent  Office,  the  Patent  Laws, 
&c.,  see  our  Instruction  Book.    Sent  free,  by  mail,  on  application. 

Address  all  communications  to 

MUNN  &  CO., 
JSTo.  37  JPa/rk  Bow,  New  TorU  City. 

Office  in  Washington,  eorner  of  F  and  Seventh  Streets. 
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STSBAK  SjSlMM3BRS. 


WM.  A.  SWEET  &  CO. 

OF  SYRACUSE,  N.  Y., 

ABB  NOW  PEEPABBD  TO  MANUPACTUEE  TO  OBDBB 

With  Sweefs  Improyed  Balance  Yalye  &  Variable  Cut-Off. 


This  Valve  Motion  giTes  our  Hammers  more  range  and  force  for  large-sised 
work,  tad  greater  delicacy  and  precisipn  for  small  work,  combined  with  entire 
economy  in  use  of  steam  (equal  to  the  Corliss  Engine,)  than  any  other  Hammer 
ever  offered. 

They  use  steam  in  proportion  to  the  work  done.  The  Valve  Motion  is  very 
simple  and  durable ;  is  made  of  the  best  Norway  Iron,  and  case-hardened,  and  all 
the  work  is  done  in  the  best  style  and  finish. 


Weight  of 
HannDerln 

IlM. 

Blows  Mr 
Mlnuta. 

BiMOf 

HAmmer. 

Will  R«1d«6 
Ingot  from 

Approximate 

WeiAtotWholo 

blbt. 

400 

860  to  460 

10  in. 

8}  in.  to  1    in. 

7,000 

000 

260  to  860 

16  in. 

6}  in.  to  1}  in. 

16.000 

1,000 

200  to  800 

20  in. 

7    in.  to  8    in. 

20,000 

1,«)0 

160  to  260 

80  in. 

10    in.  tQ  6    in. 

30,000 

2,000 

100  to  160 

40  in. 

14    in.  to  8    in. 

40,0C0 

Foondation  Drawings  will  be  forwarded  in  season  to  get  foundation  ready  for 
the  Hammer,  and  a  competent  workman  will  be  sent  to  set  the  Hammer  and  give 
instmotions  for  working,  at  the  expense  of  the  purchaser.  Price  includes 
Wrenches,  Foundation  Bolts,  Bed-Plate  and  Anvil  Blocks,  delivered  on  boaM 
the  cars,  boxed  and  packed,  in  good  order. 

Terma,  Cash. 

Dies  and  Die  Chills  extra,  at  10  cts.  per  pound. 

WM.  A,  SWEET  &  CO., 

STBACUSS,  x.  r. 
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PEOPLE'S  WORKS. 


Manufa^uretB  of 

High  and  Low  Pressure 
Stationary  Steam  Engines,  Sagar 
Mills,  Saw  Mills,  Orist  Mills,  Marine  Rail- 
ways,  Blowing  Cylinders,  Pumping  Engines,  Hoist- 
ing,  Stamping   and   Mining   Machinery   in   general, 
Hydraulic  Presses,  Cranes,  Boilers,  Rolls,  Punching  Machines, 
Shu f ting.  Pulleys,  Hangers,  &c.,  and  Machinery  of  all  descriptions. 
Steam  Boilers,  Ship  Tanks,  Sugar  Boilers,  Cast  or  Wrought, 
Coolers,  Pans,  &c.     Soap  Pans  and  Curbs  of  all  siseSi 
either  Cast  or  Wrought.     Retorts,  Meters,  Stills, 
&c.     Steam  Pipes,  Building.Fronts,  Col- 
umns, &o.,  fitted  and  put  up. 
We  are  also  prepared  to  execute  all  orders  for  Heavy  and  Light 
Castings,  either  in  green  Sand  or  Loam,  of  Iron  and  Brass,  at  the 
shortest  notice. 

JOHHT  HI7IVSWORTH, 
JACOB  IVATLOR, 

Oor.  Qirard  Avenue  and  Front  Streets, 

KENSINGTON,    PHILA. 
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Iioira  Bpas  Bjlilwat  BaiooES,  Ibon  Roofs,  Firs  Fboot  Bttildikos,  and 
'oCImt  Important  Bngineering  or  Architeotural  Works  designed,  and  their  erection 
nqiariataided. 

QflBcc:  426  Walnut  Street,  Philadelphia. 


TS2B  SlYSTOHB  BSIDfiB  OOVOPAXYp 

Office  and  Works,  gth  Ward,  Pittsburg. 
J.  H  LINVILLE,  Pr68.  426  Walnut  St,  Phila« 


Coatnetors  and  Boildem  of  Iron  and  Wooden  Bridges^  Plrot  Bridge^  Iron 
Boof  TrusMB,  Tam<Tables»  Ac  HaTe-  the  sole  osa  of  the  original  <«  LhiTille  A 
Pipar"  Patent  " Weldless  Cord  Links,"  ••Wrought  Iron  Qylindrioal  Foets/' and 
"■  Oompretsion  Beams  "  now  specifled  for  all  important  bridgea. 

Miller  &  Allen, 

MACHINISTS  AND  BOILER  MAKERS, 

_  OHtSTM,  KNM. 

MANUFACTURERS  OF 

■  CORLISS'  STEAM  ENGINES 

Marinoi  River  and  Stationary  Steam  Engines, 
B0IUB8»  SBARIlTfi,  tflU  fiBABQIQ, 

AND  MACHINERY  GENERALLY. 


ALQRZOAUJOI, 
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HARRISON  STEAM  BOILER. 


VnoH  ffuoAE  RmunT, 
dutflMtown,  Uam^  Jamuury  SI,  1809. 
Ifr  JotPH  TTtBBiioir,  Jr. 

8lr>-In  my  Iwt  eonmvinlefttlon  to  yoa  In  regard  to  yoor  dz  flftj-liorM  pamr  itnin  boDcn,  I  pro- 
mlned  to  fdve  yon,  at  r  fnture  time,  the  oxiict  amonnt  of  MtTlag  in  AieL 

I  noi  pleiuMfl  to  be  able  to  do  io  now,  as  I  kept  a  rery  olom  and  accarate  aeooont  of  the  ftiet  naad  froa 
Dooember,  1807,  to  Deoember,  1888,  to  compare  yoor  boUera  with  the  old  onei^  which  we  took  oat  la  Sep- 
tember, 1867. 

The  aniotint  of  raw  Mgar  wt  refined  dnring  that  time  waa  larger  than  ever  befbre.  The  atcui  presenre 
wae  nlirnys  kept  over  fifty  ponnda,  and  we  were  therelbre  enabled  to  do  more  work  in  a  ahorter  time  with 
the  eamu  naclilnery  and  appamtne  than  with  onr  old  ateam  boilen,  In  which  the  preerare,  at  tlma%  eoold 
not  be  kept  np  higher  than  twenty  to  thirtyjionndai 
The  actual  ntlng  In  (hel,  daring  thie  time^  waione  thooaand  and  aerenty-one  tona  of  aoal. 

~*       ^'        OUSTAYim  JASPXB,  SaperiatiiMlaBt. 


WoMMtaiV  MuLf  labiaaiy  1, 18681 
JCfBPH  IlABsnov,  Jr. 

Dear  8ir>-After  niing  one  of  yoar  tfalrtj'Oiie  hone  power  boilen  itxteea  montha,  ft  giTea  mo  gnat 
pleaeure  to  my  tiint  It  hiif  prored,  In  ereiy  nartlcalar,  entirely  latisCictory.  I  haTe  hnd  many  opportanl- 
tlea  to  recommemi  It,  which  I  hare  done  wlu  pleaanre.  For  economy  In  raei.  It  esoeta  all  boilere  In  oaa. 
I  can  raise  eteam  In  ehorter  time  than  In  anv  boiler  I  hare  erer  aeen ;  and  w«ald  cbeerflhlly  rmommumd  It 

1  poller  erer  In  nie. 

Vefyreapertftmyyoan^  ^  ,  ^,, 


Omoi  OP  TBI  GiAmn  Btati  Utum, 

Newport,  N.  U,  FebmarylTlseBL 
Jotipa  ITABinoir,  Jr.,  Beq. 

D^ir  Sir :— Tonri  of  January  0th,  aaklng  oar  opinion  of  the  Ilarrieon  Boiler,  la  at  hand.  We  hxv 
had  ynur  Iwiler  In  nee  fifteen  montha,  and  it  givci  ni  pprfrct  latialhctlon  In  qnlckneea  of  raiafng 
ateani,  nn4  the  eheapneoi  of  running  It,  as  compared  with  (he  old-fliahloned  boilen.  Oar  boiler  doee  not 
yel  Irak  n  drofs  and  we  do  not  beliere  It  erer  Will;  and  laat,  though  ool  leaat,  our  workneo  aboat  it  do 

oorrux  *  voubsb. 


not  fbel  obliged  to  get  their  llTea  ineored. 


Toots  truly, 


Oooeord,  N.  H.,  February  8»  IMOl  ' 
Joatra  RiBtnoir,  Jr.,  Philadelphia,  Fa. 

Dear  Sir :— Tour  fkvor  of  January  0th  cane  duly  to  hand.  The  82V4  ^o*^  power  botlar,  which  wra 
hnd  of  yon  in  Octulier,  has.  fironi  the  time  we  commenced  its  use.  until  now.  giren  rwrfbct  eatiirfkctlon,  and 
we  cnn  we  no  reason  wh>  It  eliouid  not  continue  to  doeo.  It  is  the  only  boiUrf  and  we  liav^  hail  n  Tarlety  of 
kinds,)  that  snit«'d  us  Trom  the  first.  ^Nesave  fhel,  are  troubled  with  no  lenknge,  and  leol  salb  In  asin^ 
it    We  can  only  say  that  It  meets  more  tlun  our  expectations.  Truly  yours. 

ABBOT,  DOWH INO  4  00. 
rw  prloe-Uft  and  lUvstrated  circular,  apply  to 

JOSEPH  HARRISON, 

Gray's  X^uny  Mood,  JPhilai^Mphtmm 
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MERRICK  tt  SONS 

SOUTHWABE  F017N9EY, 

PHILADELPHIA, 

Jlagin»J&iyin<^— For  land  or  znarine  service;  honsontal,  beam  or  TerticaL 
Oscillators  of  sizes  ranging  as  foUowi:  8x10;  10xl2f 
14x14;  18x12. 
Sols  M.±wva£txjbxbs  ik  Philadxlphla.  avd  tictkitt, 
OF  WBIGHT'S  PATENT  VABIABLB  OUT-OOT 
2NGINB,  the  best  yet  introduoed. 
BfMerB    Cylinder,  llae  and  tabular. 
Steam  Haimfners,  of  Nasmyth  or  Davy  styles,  with  the  most  recent  improre- 

ments,  and  of  all  sixes. 
Sirakan^B  Drill  Grinding  Best,  and  Twist  Drill-Holder. 
Guffai^^— Loam,  dry  and  green  sand,  brass,  ftc. 

Boo>^H-Iron  frames  for  ooTering  with  slate  or  iron— -neat,  durable  and  economical. 
CrO^-JOToldertf  of  erery  description.    BuUderM  of  HcHderMfor  ih4  Philadelphia 

Oa$  Works,  of  100  and  IQO  feet  diameter, 
IVmlca  of  every  form,  for  sugar  estates,  refineries,  oil,  &c. 
IToi  Machinery  of  every  description,  including  Betorts,    Bench-castings, 
Holders  and  Frames,  Purifiers,  Coke  and  Charcoal 
Barrows»  Gas-YalyeSi  Governors,  Hoisting  Machines, 

Mano&cturers  for  the  American  Meter  Company  of  their 

Patent  Dry  Centre  Valve  for  changing  purifiers. 
BarioTe  Patent  Wrought  Iron  Betort-lid--durable,  light  and 
cheap. 
Miaehinery,  such  as  Vacuum  Pans  and  Pumps,  Defecators,  Bone-Black 
and  Bag  Filters,  Bone-Black  Burners,  Washers  and 
Elevators,  Hydraulic  Elevators,  Sugar  and  Bone^Blaek 
Cars,  Strike  Heaters,  Open  Steam  Trains,  ibc 
GUne  j*  BartoVe  improvement  on  Aspinwall  is  Woolsqr'i 
Centrifugal  Sugar-Draining  Machines. 
•  jr.  RUUeux'e  Patent  Sugar-Boiling  Apparatus,  applicable 

to  Beet- Boot  and  Cano  Sugar. 
Bole  manulacturera  in  the  United  States  of  Wtstime 
Patent  Self-centering,  Sdf-balandng  OentriiUgal  Sugar 
Draining  Maofalfie. 


Havi^  had  twenty  years  experience  in  the  manu&etore  of  Sugar  Machinery 
frr  Gnba,  SoNcrth  America  and  the  United  SUtea,  they  are  prepared  to  contract  for 
t^dssign  and  erectioo  of  apparatus  for  making  Sugar  from  Beei>Boot  or  Cana» 
ttd  for  refineries  for  either  Sugar  or  Molasses. 

They  are  also  in  possession  of  plans  of  the  most  recent  improvements  in 
— ehittoi^  used  in  France  and  Germany  in  the  manu&oture  of  Beet-Boot  Sugar. 
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FRANKLIN  S.  MTLES. 

JSom   206   Quavx^   Sfrootp 


SCREWS  OF  BRASS,  IRON,  STEEL  AND  GERMAH  SEVER, 

TBUSS  BUTTONS,  SET  SCREWS  and  OHANGB  WHEEL 

FENS  and  BOLLEBS  for  Sewing  Madunos, 
i.  Etc.,  etc,  eta 

JU  SCRBWS  made  to  order  from  Semplee/Umiahed. 


R.  D.  O.  SMITH, 

SOLICITOR  Of 

AMERICAM  AUD  FOREIGH  PATEHTS, 


'9 
IH^tly  opportta  Baitoni  BBtfMO.  to  tht  Prtent  Offloe, 


•VT'ASia^iW'a-TON',  13.   O- 


«         ;i^.«*;r^tinn  relatine  to  Patbkts  will  reoeiYe  prorfbt  and 
•''BXreT.ce.  in  any  p«t  of  *•  country  farn»h.d  wh«a  de.lr«d. 


ELECTftO  MAGNETIC 

Magneto-Electric  Machines, 

Galvanic  Batteries, 
MANUFACTURED  BY  J.  NEFF. 

622  Cherry  Street,  Philadelphia,  PeniM. 
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FOUNDED  1810. 


firiitdstoites  for  Macliine  Sliops 

In  Cast  Iron  Boxes,  or  Wooden  Frames, 

OF  HEW  CASTLE,]  VOVA  SCOTIA,  OR  OHIO  BRIT. 


With  ielf-adjusiing  Platee,  Clamp  Boxes,  and  Pullies  made  to  order. 

Saw»  Edge  Tool  and  Nail  Makers,  or  File  Grinders  can  ob- 
tain any  size  or  grit,  by  sending  a  i  os.  sample  by 
mail.    Send.for  descriptive  pamphlet. 


FACTORY,  603,  604  and  606  Beacta  Street,  abore  Green. 

J.  E.  MITCHELL,  Importer,  310  York  At.,  Phila. 

INTHI 

FRNKKLIN   INSTITUE  JOURNAL. 

Which,  having  a  yery  general  circulation  among  those  interested  in 
mechanical  processes,  is  a  yaluable  advertising  medium  to  those  en- 
gaged  in  such  business. 


0KB  TEAB.         SIX  X0VTH8    THBEE  XOVTHR. 

One  page $60 $32 $18 

Half  page 16 18 U 

Quarter  page 18 14 10 

One  page  1  No.  $10.     ^  page,  $6.     i  page,  $4. 
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CIRARP  TUBE  WORKS. 

JOHN  H.  MURPHY  &  BROS. 

WORK8,  TWiLNTX-THIRD  und  FZLBBRT  8ZRBET& 

Oflloo  and  \l7arahoiu6^  No.  42  N.  Fifth  Btreet» 

PHILADELPHIA. 

TIC  A  Wlllll<<A#yi*llH.iaT^fll    09^ 

niniT  Dili  m  TK  Fim  in  (UTusDi 

With  ]iftll«able  and  Otft  Iron  FittiDgi  to  suit  the  Mine,  for  Steam,  Gat,  Water 
and  other  pnrpoMs ;  Oas  and  Steam-Fitten'  Tools,  Brass  Work,  &c   Agents  of  the 

••aUNPOWI>ER  COPPER  WORKS,^ 

Bradert'  and  Sheathing  Sheets  on  hand.    Pattern  Sheets  rolled  to  oidsr. 

STEPHEN  USTICK, 

PATENT  ATTORNEY, 

Office,  108  S.  Fourth  Street,  Philadelphia. 


AD  hwflwm  jJrt^g  to  jHwuring 

Aneiteaa  and  Vesetsm  V«feeBta» 

Including 

Appeals,  Bejeoted  Applications,  Intexfaraiioe  Cases, 
Be-issnes  and  Extensions, 

aXEOUTBD  WITH  OABB  AND  DISPATCH. 


|0»3he  Patent  OfBoe^  at  Washington,  Tititad  frequent^. 


iSmMBWBSiAXB  fPUSO  WOBSSe 


THOMAS  HART.  WILLIAM  B.  1 

HART   &   BUCK, 

XAVUTAOTUMBa  OV 

WROUaHT  IRON  AND  fiALVANIZED  TUBES 
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Editorial. 


ITEMS  AND  NOVELTIES. 

The  Bider  Vertical  Engine  and  Valve.— The  opposite 
plate  exhibits  the  Rider  Yertical  Engine,  which  possesses  many 
advantages  as  regards  compactness,  solidity  and  economy,  but 
whose  chief  peculiarity  is  found  in  its  automatic  cut-off  valve,  of 
whicb  we  will  give  a  brief  explanation  with  the  aid  of  the  subjoined 
cut. 

In  short  stroke  engines,  where  the  ordinary  three-port  valve  is 
generally  in  use,  the  main  slide  valve  is,  in  its  action,  and  in  the 
form  of  its  face  side,  similar  to  that  of  the  well  known  slide  valve, 
with  the  exception  that  its  ends  are  lengthened  to  admit  of  steam 
ports  or  openings  being  formed  outside  of  the  valve  proper.  These 
openings  or  ports  are,  on  the  face  side  of  the  valve,  rectilinear  and 
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rectangular  to  the  motion  of  the  valve,  that  is,  they  fun  parallel 
with  the  ports  in  the  cylinder  or  disposed  square  across  the  valve 
seat.  On  the  back  of  this  main  valve,  where  the  cut-off  valve  is 
fitted,  these  steam  ports  are  oblique^  and  at  opposite  angles  to  each 
other,  the  use  of  which  will  be  presently  explained. 

The  cut  off  valve  is  a  sector  of  a  cylinder,  with  its  ends  cut  off 
obliquely  in  opposite  directions;  so  that  the  extremities  or  acting 

ends  of  the  cut-off  valve  respective- 
ly conform  to  the  lines  of  a  right 
and  left  hand  screw  of  high  pitch, 
corresponding  to  the  obliquity  or 
angle  of  the  steam  ports  in  the  back 
of  the  main  slide  valve. 

This  cut-off  valve  just  described 
is  fitted  into  a  semi-cylindrical  re- 
cess in  the  back  of  the  main  slide 
valve,  and  between  the  spiral  open- 
ings. It  is  operated  lengthways  by  a 
separate  eccentric,  to  which  it  is  at- 
tached in  the  usual  manner,  except- 
ing that  it  has  a  swivel  joint  to  per- 
mit its  partial  rotation.  A  portion 
of  the  valve  stem  is  made  square,  or 
sometimes  arranged  with  a  *Teather" 
and  at  this  place,  on  the  valve  stem, 
is  fitted  a  sector,  engaging  a  rack 
on  the  lower  portion  of  the  gover- 
nor spindle,  so  that  as  the  governor 
rises  or  falls,  the  cut-off  valve  will 
partly  rotate.  Thus  the  cut-off 
valve  is  moved  lengthways  by  the 
eccentric,  and,  at  the  same  time, 
has  imparted  to  it,  by  the  governor, 
an  adjusting  motion  on  its  axis. 
As  a  consequence  of  the  radial  motion  imparted  by  the  governor, 
and  the  spiral  form  of  the  steam  ports  and  acting  ends  of  the  cut- 
off valve,  the  distance  between  the  openings  and  the  ends  of  the 
valve  is  varied  within  very  wide  limits,  the  effect  being  to  cut  off 
the  steam  at  any  point  of  the  stroke.     The  arrangement  may  be 
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tpared  to  a  right  and  left  hand  screw,  formed  by  the  shape  of 
valve  ends  and  the  openings. 

"^his  device  is  extremely  sensitive  to  the  action  of  the  governor, 

^e  rectilinear  motion  by  the  eccentric  causes  the  radial  or  axial 

cement  of  the  cut-oflf  valve  to  be  effected  by  the  least  possible 

mnt  of  force.     This  compound  motion  also  highly  favors  the 

fection  and  durability  of  the  surface.     In  engines  of  a  larger 

5,  where  it  is  desirable  to  have  short  steam  passages,  the  main 

I  cut-off  valves  are  divided  through  the  centre,  and  each  end 

•ied  outwards  to  act  on  the  steam  ports  of  the  cylinder  at  its 

.  as  is  usual  with  the  ordinary  slide  valves  as  commonly  con- 

Tted. 

.int  LouiB  Bridge— tfse  of  Calcium  Lights.— From  Mr. 

lilnor  Roberts,  who  is  in  charge  of  the  work,  we  hear  that  the 

cnse  caisson  82  by  60  feet  is  now  at  a  depth  of  60  feet  (January 

81st)  or  35  feet  above  the  rock,  and  has  been  making  an  average 

progress  of  8  inches  a  day. 

The  air  pressure  corresponding  to  the  present  depth  is  25  lbs. 
per  square  inch.  It  will  be  remembered  that  the  masonry  is  laid 
on  these  caissons  as  they  descend.  "When  this  work  is  carried 
on  at  night  a  lime  light  has  been  employed  with  satisfactory  results. 
By  advices  of  a  still  later  date  received  at  St.  Louis,  by  telegraphj 
from  the  caisson  with  which  the  St.  Louis  office  of  the  Company 
is  now  in  direct  connection,  we  hear  that  the  depth  reached  is  68 
feet  and  the  progress  about  13  inches  per  day. 

February  24,  1870.  In  a  letter  lately  received  from  Mr.  Roberts, 
we  have  the  following  further  particulars* 

"  Our  east  or  deep  pier,  this  morning,  was  sunk  71 J  feet  below 
the  surface  of  the  water,  and  was  22}  feet  from  the  rock,  going 
down  a  foot  or  more  per  day. 

"Our  west  pier  (begun  January  15th)  was  sunk  27  feet  below  the 
surface  of  the  river,  and  was  39  feet  from  the  rock — going  down  a 
foot  or  more  per  day.  The  west  pier  is  about  28  feet  less  in  depth 
from  the  surface  to  the  rock  than  the  east  pier.  The  river  at  present 
is  about  8  feet  above  extreme  low  water  mark. 

"  Early  in  March  we  hope  to  be  down  to  the  rock  with  the  deep 
pier,  if  we  are  not  delayed  with  the  stone. 

"  We  have  used  calcium  lights  only  for  our  open  air  work  in 
laying  masonry  on  the  top  of  our  caissons.  One  light  on  one  side 
and  one  at  the  other,  on  diagonal  corners.     We  found  that  they 
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distributed  the  best  light  when  thus  placed.  We  had  thef  oxygen 
gas  forced  into  copper  gasometers  with  a  pressure  of  about  200  lbs. 
to  the  square  inch.  These  were  carried  over  from  the  city  to  the 
piers  on  a  little  steamer,  and  the  gas  was  conveyed  to  the  burner 
through  small  lead  pipe.  At  first  our  reflectors  were  of  glass,  but 
so  many  become  broken  that  they  were  changed  to  metal.  A  man  re- 
mained with  tbe  two  burners  through  the  night  to  regulate  them 
occasionally,  and  to  mend  the  pipes  when  a  burst  would  occur. 
They  usually  burned  from  eleven  to  twelve  hours,  and  with  the  aid 
of  some  movable  large  reflector  lamps,  the  masons  worked  as  well 
at  night  as  in  the  day.  The  cost  of  the  calcium  lights,  to  our 
company  was  $3-75  per  hour,  each." 

Converting  Bectilinear  into  Intermittent  Circular  Mo- 
tion, by  William  M.  Henderson,  C.  E.,  of  Philadelphia. — We  re- 
present in  the  adjacent  woodcut  this  contrivance  which  admits  of 
numerous  and  varied  applications,  as  may  be  easily  seen  on  inspec- 
tion.   Its  construction  is  as  follows: 

Upon  the  drill-stock  A  is  secured  a  toothed  wheel,  B,  one  side  of 
the  leeth  of  which  is  formed  with  a  double-inclined  surface,  while 
the  other  sides  of  the  teeth  may  be  parallel  to  each  other  as  shown. 
Tangent  to  the  teeth  of  this  switching-wheel  is  a  plate,  with 
double  frogs,  c  D,  so  arranged,  in  reference  to  the  teeth  of  the  wheel, 
that  upon  motion  being  given  to  the  drill-stock,  say  in  a  horizontal 
direction,  c  will  cause  a  partial  turn  of  the  wheel  to  the  right. 

When  the  return  stroke  is  being  made,  the  other  frog  D,  will  en- 
counter the  opposite  point  of  the  same  tooth,  and  complete  the 
movement  of  the  wheel,  still  in  the  same  direction. 

It  will  be  observed  this  second  movement  brings  anew  tooth  in 

position  to  be  operated  upon 
by  the  first  frog  C,  which  then 
throws  this  new  tooth  forward 
in  position  to  be  acted  upon 
by  the  second  frog  D,  which, 
continuing  the  motion  of  the 
wheel,  rotation  will  be  carried 
on  ad  infinitum^  as  long  as  the 
drill-stock  is  reciprocated. 
The  same  effect  will  be  produced  upon  the  wheel  if  the  frog- 
plate  is  reciprocated  instead  of  the  drill-stock. 

The  point  where  the  turning  is  effected  can  be  arranged  to  occur 
at  the  middle,  or  any  part  of  the  stroke  desired.    It  will,  at  the 
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same  time,  be  observed  that  in  all  other  positions,  except  where  the 
.turning  does  occur,  the  wheel,  and  consequently  the  drill-stock, 
are  firmly  held  from  turning  by  the  teeth  of  the  wheel  locking  on 
the  straight  part  of  the  frogs. 

The  relative  position  of  these  frogs,  in  reference  to  the  teeth  of 
the  wheel,  is  not  an  arbitrary  matter.  They  may  he  placed  on 
opposite  sides  of  the  wheel,  or  may  be  made  to  act  in  conjunction 
with  any  particular  teeth  upon  the  circumference. 

Other  modifications  of  this  principle  of  converting  rectilinear 
into  intermittent  circular  motion  may  be  substituted  for  the  plan 
herein  described,  as,  for  instance,  the  frogs  may  be  arranged  on  the 
inner  circumference  of  a  drum,  enveloping  the  toothed  wheel,  in 
which  case  the  drum  can  be  made  to  revolve  around  the  wheel,  or 
the  wheel  within  the  drum,  by  the  locking  of  the  one  or  the  other,  as 
may  be  desired  ;  or  instead  of  teeth,  the  wheel  may  be  pierced  with 
aogle-holes,  while  the  necessary  motion  may  be  obtained  by  pointed 
spikes,  equivalents  which  will  effect  precisely  the  same  results. 

This  combination  may  be  used  to  produce  an  intermittent  rotary 
feed  motion  in  a  spindle  or  shaft,  such  as  a  drill-stock  for  mining- 
operations,  as  applied  to  rock  or  coal  drilling  machines,  feed-bars 
for  planing-machines,  clock-work  escapement,  paper  cutting  and 
ruling  machines,  and  others,  where  an  intermittent  feed-motion  is 
required,  such  as  is  given  by  the  well-known  ratchet  and  pawl  de* 
vice,  which  device,  owing  to  certain  inherent  peculiarities,  cannot 
always  be  applied  to  advantage. 

Creeping  of  Clay.  Anchor-Ice. — We  have  just  read,  with 
great  interest,  the  eighth  annual  report  of  the  Board  of  Public 
Works  of  Chicago,  published  by  Jameson  &  Morse,  Chicago. 

The  Board  of  Pnblic  Works  of  the  city  of  Chicago  is  a  thoroughly 
organized  body.  They  have  under  their  immediate  care  the  con- 
struction and  improvement  of  streets,  the  sewage  system,  the  sup- 
ply of  water  to  the  citizens,  and  the  construction  of  bridges  over 
and  tunnels  under  the  Chicago  River.  At  present  they  also  have 
in  charge  the  deepening  of  the  Michigan  and  Illinois  Canal  for  the 
purpose  of  improving  the  sanitary  condition  of  Chicago  River. 
Their  proceedings  in  these  matters  have  been  fully  set  forth,  for 
the  year  ending  March  31st,  1869,  in  their  eighth  annual  report. 
The  report  shows  that  they  expended  over  $2,000,000  for  street 
improvements;  for  river  improvement  over  $537,000,  and  for 
water  fund  over  $696,000. 
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The  most  voluminous  and  interesting  part  of  the  report  is  that 
of  the  city  engineer,  E,  S.  Chesbrough.  And  the  most  interesting 
part  of  his  report  is  that  which  gives  a  description  of  the  Washing- 
ton Street  Tunnel  under  Chicago  Eiver,  and  of  the  Lake  Tunnel 
under  Lake  Michigan,  both  of  which  are  accompanied  by  several 
cuts  of  the  works. 

All  the  important  facts  about  the  contracts,  the  process  of  con- 
struction, the  difficulties  encountered,  and  the  manner  of  over- 
coming them  are  fully  set  forth. 

Two  interesting  facts  are  here  noticed.  The  east  end  of  the 
tunnel  was  completed  to  the  centre  of  the  river  and  closed  up, 
and  the  water  let  into  that  part  of  the  river.  The  west  end  was 
then  made.  Before  the  two  parts  were  joined  a  leak  was  observed 
in  the  east  part,  which,  at  first,  was  supposed  to  be  due  to  the 
dragging  of  an  anchor  over  it,  but,  afterwards,  it  was  found  to  be 
due  to  a  longitudinal  movement  of  a  part  of  the  tunnel.  This  was 
caused  by  the  creeping  of  the  clay  surrounding  the  masonry.  At 
the  end  of  the  east  part,  where  it  terminated  under  the  river,  the 
clay  was  practically  unsupported,  and  the  body  of  earth  in  the 
vicinity  tended  to  creep  or  move  towards  that  point.  This  creep- 
ing movement  of  masses  of  clay  is  often  very  troublesome  and 
must  be  strongly  guarded  against,  especially  in  subterraneous 
works.  Since  the  construction  of  the  under-ground  railroad  in 
London  it  has  been  observed  that  the  foundations  of  buildings, 
many  feet  distant,  have  been  so  weakened  as  to  cause  serious  appre- 
hensions for  the  safety  of  the  structures.  The  cause  is  suppose<l  to 
be  due  to  the  movement  of  the  sub-soil  towards  the  subterraneous 
passage. 

The  other  fact  is,  that  the  lake  shaft  of  the  Lake  Tunnel  was  so 
filled,  at  one  time,  with  anchor-ice,  as  to  completely  shut  off  the 
water  from  the  city.  The  whole  city  was  without  a  supply  of  water 
for  three  hours.  The  city  has  no  reservoir  for  storing  water,  but 
simply  several  small  ones  which  furnish  a  head  for  distribution, 
so  that  if  the  pumping  engines  should  be  disabled  or  the  supply  of 
water  through  the  tunnel  be  cut  off,  as  in  this  case,  the  supply 
which  is  in  the  small  reservoirs  and  in  the  water  pipes  will  be  very 
soon  exhausted. 

The  formation,  or  at  least,  the  collection  of  anchor-ice  about  the 
entrance  of  water  pipes  is  a  troublesome  feature,  but  it  has  been  en- 
countered before.  The  readers  of  the  Journal^  will  recall  the  in- 
*See  vol.  LY .  p.  242,  where  the  theory  and  mode  of  prevention  are  discussed — (Ed.) 
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ieresting  case  which  occurred  a  few  years  since  at  the  Detroit 
Water  Works,  but  the  case  at  Chicago  is  more  important,  because 
the  stoppage  of  the  entrance  of  the  tunnel  for  a  few  hours  only, 
would  prove,  not  only  inconvenient,  but  in  case  of  fire  might  be 
fatal  to  many  material  interests.  It  is  evidently  desirable  that  the 
cause  be  removed  or  that  the  overseer  should  be  able  to  remove 
the  obstruction  promptly.  d.  v.  w. 

Economy  of  Steel  Bails. — The  following  calculations  exhibit 
very  clearly  the  great  economy  of  using  hammered  steel  rails  on 
all  roads  which  have  so  heavy  a  traffic  that  four  years  will  fairly 
represent  the  average  life  of  the  best  unhammered  iron  rails.  The 
cost  of  re-rolling  is  estimated  at  $30*00  per  ton,  and  the  loss,  at 
each  renewal,  from  wear  of  iron,  expense  of  taking  up  and  relay- 
ing, and  other  contingencies  at  $15-00  per  ton. 


Duration  of  Steel  Rails |    20  years. 


Cost  of  Best  Hammered  Steel  Rails I      110  00 

Compound  interest  at  6  per  cent I      242  79 

ToUl  Cost  of  Steel  Rails I 


852  79 


Cost  of  Iron  Rails 

Compound  Interest.... 
£x(i«n8e  of  re-rolliiig. 
Compound  interest 


Total  Cost  of  Iron  Rails.... 
Deduct  Cost  of  Steel  Rails  . 


Snvinej,  per  ton  by  using  Stool , 

Present  worth  of  Saving 

Present  SavinjTf  per  mile , 

Incroase  of  dividend  on  a  road  costing 
$40,000  per  mile 


76  OJ 
1(57  73 
180  00 
163  41 


677  14 
362  79 


40  years. 

110  00 
1,021  43 


1,181  43 


70  00 

705  71 

405  (0 

1,141  98 


2,328  69 
1,131  48 


224  85 

G9  95 

6,995  00 

17-40  p,  c. 


1,197  2^ 

116  40 

11,640  00 

2910  p.  c. 


60  years. 


110  t)0 
8,518  64 


3,628  64 


76  00 

2,481  06 

680  00 

4.F09  09 


7,9-16  16 
8,628  64 


4,817  61 

181)  88 

13,088  00 

32-72  p.  0. 


Therefore,  if  the  average  life  of  a  steel  rail  is  only  20  years  (= 
5  iron  rails),  it  is  as  cheap  to  lay  steel  rails  as  to  lay  the  best  iron 
rails  at  a  cos£  of  $6*05  per  ton  ($76-00  —  69-95  =  6-05). 

If  the  life  of  steel  is  40  years  (~  10  iron  rails),  which  is  probably 
a  moderate  estimate,  a  saving  of  $4,040*00  per  mile  could  be  made 
by  laying  steel,  even  if  the  best  iron  rails  were  offered  as  a  gift. 

If  the  life  of  steel  is  60  years  (=  15  iron  rails),  an  estimate  which 
is  more  than  justified  by  the  experience  of  the  Pennsylvania,  the 
Philadelphia,  Wilmington  and  Baltimore  and  other  railroads,  and 
by  a  long  series  of  experiments  at  home  and  abroad,  the  saving 
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efifected,  by  laying  the  whole  road  in  steel,  would  be  sufficient  to 
add  nearly  2  per  cent  to  the  annual  dividends,  on  a  road  which 
could  pay  6  per  cent,  with  a  track  of  the  best  iron  rails. 

On  roads  with  a  lighter  traffic,  the  saving  is  still  an  important 
consideration.  If,  for  example,  the  life  of  an  iron  rail,  is  10  years, 
and  a  steel  rail  will  only  wear  out  five  iron  rails,  the  present  worth 
of  the  saving  by  the  use  of  steel  is  $17*37  per  ton,  which  makes 
steel  rails  at  $110-00  as  cheap  as  the  best  iron  rails  would  be  at 
S58'63  per  ton. 

Even  allowing  8  per  cent,  compound  interest  for  the  use  of 
money,  it  would  be  cheaper  to  buy  steel  rails  that  would  wear  out 
in  20  years  than  to  pay  $22*00  for  iron  rails  that  would  require 
re -rolling  in  4  years. 

The  great  increase  of  saving  on  curves  or  grades,  in  yards,  and 
in  other  places  where  the  wear  is  so  great  that  the  life  of  the  best 
iron  rails  is  two  years  or  less,  is  shown  in  the  following  table, 
which  is  computed  at  the  prices  now  ruling  ($110'00  per  ton  for 
best  steel,  and  $76*00  for  best  iron),  allowing  6  percent. compound 
interest. 

Present  Worth  of  Saving  on  IOJ  Tons  (about  1  Milk)  of  Steel  Rails. 


When  Iron  Rails  Wear. 


If  1  steel  equals  8  iron  rails. 
If  1  steel  equals  5  iron  rails. 


I 


2  years. 

$4,169-41 
10,166  08 


1  year. 


If  1  steel  equals  10  iron  rails '  20,26252 

If  ]  stcol  equals  15  iron  rails ,    25,885-80 

If  1  steel  equals  20  iron  rails 29,030-62 


$4,850-18 
12,192-99 
27,207  60 
88,427-41 
46,811-69 


6  Months. 


$5,21061 
18,826-96 
81,687-40 
47,027-81 
61,06710 


3  Months. 


$5,401 '<48 
]  8,944-73 
84,222  83 
63,045-19 
70,417  07 


There  are  some  roads  of  heavy  traffic,  but  only  a  few,  which 
claim  that  they  can  get  a  year's  average  service  for  the  best  iron 
rails,  where  the  wear  is  most  severe.  The  above  table  shows,  that, 
by  substituting  a  steel  rail  which  would  wear  only  five  years,  they 
could  effect  a  saving  which  would  be  equivalent  to  an  immediate 
addition  to  their  capital  of  $121"93  on  every  ton,  or  $12,192  99  on 
every  mile  of  steel  laid  down.  In  the  extreme  case  supposed,  when 
the  life  of  an  iron  rail  would  be  only  three  months,  and  the  life  of 
a  steel  rail  five  years,  the  saving  would  be  $70,437*07  per  mile. 
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Self  Oiling  Journal  Bearing,  for  Bailroad  Cars  and  other 
Machinery — By  J.  P.  Wendell — This  invention  consists  of  a  journal 
bearing  which  can  be  adapted 
to  any  form  of  box.    It  is  cast  ^'S-  ^• 

with  an  oil  chamber  in  its  mass 
communicating  with  several 
circular  openings  on  opposite 
sides  of  the  face  of  the  bear- 
ing, which  openings  are  com- 
pletely filled  by  pads  of  asbes- 
tos, black  lead  and  paper  pulp 

(or  other  porous  material)  which  receive  a  graduated  supply  of  oil 
from  the  chamber  through  smaller  openings,  and  distribute  the 
same  constantly  upon  the  metal  surface  when  in  motion.  There 
are  also  two  small  openings 
in  the  centre  of  the  face,  into 
each  of  which  a  wick  is  fitted 
connecting  with  the  oil  reser- 
voir ;  and  either  class  of  these 
openings  has  been  found  to 

furnish  sufficient  lubrication 

for  service. — Cut  No.  1  shows 

a  top  view  of  bearing.    No. 

2  shows  a  face  view  of  bearing,  and  No.  8  gives  a  sectional  view 

of  same. 

The  bearing  is  now  cast  in  brass,  but  may  be  made  of  other 

material  if  preferred,  it  has  been  tested  by  several  prominent  Eail- 

roads,  all  reporting  favorable  results. 

One  set  of  the  bearings  (taken  indifferently  from  a  lot)  was  used 

on  the  Pennsylvania  Central  Rail- 
road for  one  hundred  days,  running 

eighty   miles  per  day  (making  a 

service  of  eight  thousand  miles) 

and  oiled  every  two  weeks.    Each 

chamber  holds  but  four  fluid  ounces 

and  at  each  time  of  inspection  the 

former  charge  was  not  exhausted. 

The  words  of  the  Superintendent 

are — "There  was  no  sign  of  heating  of  the  journals,  and  the  bear- 
VoL.  LIX.— -Thibd  SERiia.—No.  2.— Febbuaby,  1870.         11 
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iDgs  were  in  as  good  condition  as  when  put  in — no  packing  was 
used  or  required." 

The  above  bearings  are  still  in  use  on  this  road  and  with   the 
same  good  effect. 

The  Broadway  Pneumatic  Railway.— We  lately  enjoyed 
the  pleasure  of  a  promenade  in  connection  with  Broadway,  diflferent 
from  that  celebrated  in  song,  this  being,  not  only  down,  but  under 
Broadway.  We  passed,  in  fact,  on  that  occasion,  through  the  tun- 
nel, as  far  as  completed,  of  the  Beech  Pneumatic  Transit  Company. 
This  tunnel,  which  is  about  eight  feet,  starts  on  Warren  Street  at 
the  corner  of  Broadway,  and  by  a  curve  of  wide  sweep  passes 
under  the  centre  of  the  renowned  highway,  down  which  it  proceeds 
in  a  perfectly  straight  line.  The  curved  portion  is  lined  with  an 
ingeniously  combined  sheathing  of  iron  segments,  the  straight  por- 
tion forms  a  continuous  cylinder  of  brick  work ;  brightly  illumi- 
nated at  the  outset  by  glass  lights  in  the  pavements,  and  further  on 
by  a  continuous  series  of  gas  lights.  This  tunnel  quite  fails  to  im- 
press us  with  the  idea  of  its  subterranean  character.  A  partly  fin- 
ished passenger  car,  of  elegant  construction,  stood  upon  the  track, 
which  supported  on  curved  iron  cross-ties,  runs  through  the  en- 
tire length  of  the  excavation,  and  with  its  commodious  seats  and 
prettily  finished  wood-work  presented  a  most  inviting  appearance. 
The  outline  of  the  car,  like  that  of  the  tunnel,  is  cylindrical,  the 
wheels  being  placed  under  the  seats,  and  the  heighth  in  the  middle 
being  about  7  feet,  the  accommodation  in  entering  and  going  out  is 
all  that  could  be  required.  Passing  to  the  end  of  the  excavation 
we  next  examined  the  means  by  which  the  work  was  carried  on. 
These  means  we  will  endeavor  briefly  to  describe.  A  cylinder  of 
boiler  plate  some  12  feet  long  and  of  the  same  diameter  as  the  tun- 
nel, including  the  brick  lining,  is  provided,  at  its  rear  end,  with  a 
strong  ring  of  cast  iron  to  which  are  attached  eighteen  small  hy- 
draulic rams,  each  capable  of  exerting  a  force  of  seven  tons,  and 
bearing  upon  another  similar  ring  of  cast  iron  abutting  on  part  of 
the  tunnel  already  finished.  These  rams  are  all  connected  with  one 
driving  pump,  but  are  individually  controlled  by  stop-cocks.  The 
pump,  then  being  worked,  the  iron  cylinder  is  pushed  forward 
like  a  saddler's  punch  through  leather,  or  a  wad  cutter  through 
card.  If,  by  reason  of  unequal  resistance,  it  tends  to  go  crooked, 
some  of  the  presses  on  the  advancing  side  are  shut  off^  and  the  di- 
rection  is  thus  regulated.     Besides  the  forward  portion  of  this 
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cylinder  already  described,  there  is  a  short  piece  reaching  some 
eighteen  inches  back  of  the  heavy  ring.  When  then  the  cylinder 
has  been  pushed  forward  a  certain  distance,  the  hydraulic  rams  are 
closed  up,  the  rear  ring  is  pushed  forward  and  a  course  of  brick- 
work is  added  to  the  tunnel  lining  inside  of  the  rearward  project- 
ing cylinder.  At  the  next  forward  motion  of  the  same,  this  new 
ring  of  brick- work  is  exposed  and  the  earth  around  settles  against 
it  by  the  thickness  of  the  cylinder  which  is  ^^g  of  an  inch.  To  pre- 
vent the  caving  in  of  loose  materials  in  front  a  number  of  horizontal 
shelves  are  set  across  the  forward  part  of  the  cylinder.  Thus  the 
excavation  and  building  are  carried  on  simultaneously  without  a 
moment's  exposure  of  any  portion  of  surface  without  support.  In 
the  basement  of  the  building  were  to  be  seen,  amid  masses  of  exca- 
vated boulders,  bricks,  mortar  and  various  material  and  debris, 
the  massive  members  of  machinery  to  be  used  in  supplying  the  air 
blasts  by  which  the  cars  and  their  passengers  are  to  be  wafted 
through  the  subterranean  corridor.  At  a  subsequent  period  we 
hope  to  furnish  our  readers  with  detailed  illustrations  of  this  inter- 
esting work,  which  is  being  carried  on  under  the  direction  of  Mr.  A. 
Beech,  President,  M.  S.  Beech,  Treasurer,  Joseph  Dixon,  Secretary, 
Charles  K.  Graham,  Consulting  Engineer. 

Explosion  of  Fulminating  Gold. — We  are  indebted  to  Mr. 
William  A.  Street,  for  the  following  details  of  a  curious  explosion 
which  lately  occurred  at  a  jewelers  establishment  in  Syracuse.  A 
quantity  of  gold  scrap  had  been  dissolved  in  nitric  acid  and  pre- 
cipitated by  ammonia.  The  entire  material  being  then  placed  over 
a  register  to  evaporate  was  left  there,  in  an  earthen  jar,  until  dried. 
It  was  then  removed,  and  when  cool,  the  operator,  who  had  evi- 
dently not  studied  the  chemistry  of  gold,  proceeded  to  scrape  out 
the  dry  precipitate  into  a  sheet  of  paper ;  a  serious  detonation  soon 
occurred  and  pieces  of  the  jar  were  driven  through  a  thick  plate 
glass  screen,  making  clear  holes,  without  cracks,  so  high  was  their 
velocity.  We  are  not  told  what  became  of  the  operator  but  fear 
the  worst.  It  is  almost  superfluous  to  add,  that  if,  as  is  probable, 
an  excess  of  ammonia  was  added  in  precipitating  the  gold,  the  entire 
process  was  exactly  that  given  in  most  chemical  works  for  produ- 
cing fulminating  gold  in  its  most  explosive  condition. 

Viaduct  Over  the  Biver  Tees. — This  Viaduct,  is  intended  to 
carry  the  Merrybent  and  Da,rlington  Eailway  over  the  river  Tees, 
near  the  village  of  Cleasby,  in  the  county  of  York.    It  is  being 


Digitized  by 


Google 


84  Editorial, 

constructed  by  Messrs.  Hopkins,  Gilkes  and  Company,  of  Middles- 
brough, for  Messrs.  Lovel  and  Jones,  the  contractors  for  the  line, 
from  the  designs  of  Messrs.  Nimmo  and  Mackey,  Westminster,  the 
engineers  to  the  Company.  It  consists  of  three  river  openings  of 
75  feet  clear  span,  with  two  land  arches  in  the  abutments.  It  is 
constructed  for  a  single  line  of  railway,  and  is  15  feet  wide  between 
the  parapets.  The  piers  in  the  river  consist  each  of  two  cast  iron 
cylinders  8  feet  apart  from  centre  to  centre,  and  6  feet  6  inches 
diameter  up  to  the  level  of  the  bed  of  the  river,  at  which  point 
they  are  gradually  contracted,  in  a  distance  of  3  feet  to  a  diameter 
of  5  feet.  These  cylinders  are  cast  in  8  feet  lengths,  and  are  braced 
together  near  the  top  by  a  cast  iron  frame,  accurately  fitted  and 
bolted  to  each  cylinder.  They  are  filled  with  concrete  to  the  level 
of  the  bed  of  the  river,  and  above  this  they  are  built  in  with  solid 
brick  work,  and  terminate  at  the  level  of  the  girder-beds  by  an 
ornamental  corner  of  ashlar,  on  which  the  girders  rest.  Owing  to 
the  nature  of  the  strata  it  was  found  necessary  to  sink  these  cylin- 
ders by  means  of  a  pneumatic  apparatus  to  the  rock  which  under- 
lies the  bed  of  the  river  at  a  depth  of  30  feet.  The  abutments  are 
built  of  solid  masonry  with  brick  arches. 

The  superstructure  consists  of  two  sets  of  main  lattice  girders 
each  80  feet  in  length  and  8  feet  in  depth.  These  girders  are  placed 
8  feet  apart  with  transverse  beams  of  timber  12  inches  X  9  inches 
laid  at  distances  of  3  feet  3  inches,  and  projecting  3  feet  6  inches 
beyond  the  side  of  the  girders. 

New  Magnesia  Burner. — During  a  visit  which  we  lately  made 
to  the  works  of  the  New  York  Oxygen  Gas  Co.,  547  west  -ilst 
Street,  we  saw  a  new  burner  in  operation  which  had  just  been  re- 
ceived from  France,  and  which  successfully  meets  the  difl&culty 
previously  found  in  burning  the  oxygen  light,  with  a  very  low 
pressure  on  the  "burning-gas."  Each  elementary  burner  consists  of 
three  very  minute  jets,  two  at  either  side  coming  somewhat  towards 
each  other  which  are  supplied  with  the  ordinary  gas,  and  the  other 
between  them,  and  a  little  shorter,  which  is  fed  with  oxygen.  By 
this  means,  no  matter  how  low  the  pressure  on  the  illuminating- 
gas  may  be,  no  retreat  of  the  flame  into  the  jet  can  occur.  We 
saw  this  burner,  in  fact,  operating  most  excellently  with  a  pressure 
of  about  ^Q  inch  of  water.  We  hear  from  Mr.  C.  H.  Stoddard, 
that  a  yet  further  improvement  is  announced,  of  which  specimens 
will  soon  be  on  hand. 
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NICKEL  LiNNyEITE. 

Qeohyical  Cabinet  General  Land  Office, 

Washington,  D.  C,  Janvxiry  20,  1870. 
Editor  of  the  Journal  of  the  Franklin  Institute, 

Sir:— The  valuable  metal,  Nickel,  now  employed  extensively  in 
preparing  various  alloys  resembling  silver  for  table  use,  and  in 
makiog  the  coins  of  the  United  States  and  other  countries,  has  been 
but  seldom  found  in  this  country.  In  small,  but  not  paying  quan- 
tities, there  are  several  localities  of  it,  and  the  only  one  which 
promises  to  yield  it  in  abundance  is  the  deposit  at  mine  La  Motte, 
Missouri,  so  celebrated  already  for  its  copper,  lead,  iron,  and  other 
ores.  A  specimen  of  Nickel-Linneeite  or  Siegenite  has  been  re- 
ceived at  the  Geological  and  Mineralogical  Cabinet  of  the  General 
Land  Office,  yielding  over  30  per  cent,  of  nickel.  Nickel  was  dis- 
covered in  1751  by  Cronstedt,  in  Sweden.  It  is  a  metal  of  a  color 
not  much  diflfering  from  that  of  silver,  it  is  magnetic,  soft  and 
malleable,  may  be  forged,  rolled,  bored,  drawn  into  wire,  &c.  It 
is  more  tenacious  than  iron,  and  less  subject  to  oxydation  than  sil- 
ver. In  the  year  182i  (the  statement  may  yet  be  found  in  Then- 
ard's  Traite  de  Chemie)  it  was  stated  that  the  metal  nickel  could  not 
be  put  to  any  use.  However,  it  was  long  before  this,  that  Nickel 
was  employed  by  the  Chinese  for  the  preparation  of  an  alloy 
termed  by  them  "  Packfong  "  and  although  in  1776  Englestroem 
had  analyzed  this  composition,  no  practical  application  of  this 
metal  was  made  for  some  time. 

The  separation  of  nickel  from  its  ores  is  exceedingly  difficult  and 
complicated.  The  crude  material  is  the  cobalt  speise  and  the  mat 
obtained  in  lead  and  copper  smelting  works.  In  order  to  free  this 
material  from  arsenic  and  sulphur  it  is  first  finely  pulverized  and 
roasted  with  pulverized  coal.  The  residue  is  dissolved  in  muri- 
atic acid,  and  the  solution  diluted  with  much  water  in  order  to  sepa- 
rate the  bismuth.  If  the  liquid  is  now  mixed  with  hypochlorite 
of  lime,  the  iron  is  oxydized  to  a  proxide,  when  it  may  be  pre- 
cipitated with  the  arsenic  acid  existing  in  the  liquid.  If  the  liquid 
is  to  be  freed  from  copper  a  current  of  hydrogen  is  conveyed 
tbrough  the  same,  and  having  separated  the  precipitate  produced, 
the  cobalt  is  thrown  down  by  hypochlorite  of  lime.     Now  the 
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nickel  may  be  separated  with  milk  of  lime,  tn  subjecting  the 
precipitate  with  carbon  to  a  red  heat  the  metal  may  be  obtained 
in  its  pure  state.  The  manufacture  of  "  Packfong,"  in  Europe,  is 
not  of  a  very  old  date.  This  term  is  synonymous  with  argentum^ 
german  silver,  British  plate.  Its  composition  varies  considerably 
as  may  be  seen  from  the  following  tables 


Copper 
Nickel, 
Zinc.i.. 
Iron.... 


1* 

2. 

88- 

66-0 

8'76 

168 

...1  • 

18-0 

1-75 

1 

8-4 

08-5 

98*2 

3. 

48  8 
156 
40-6 


100- 


1    4. 

5. 

6. 

;     404 

55- 

60- 

81-6 

20- 

26- 

25-4 

26* 

25- 

26 

.1. 

100- 

100- 

100 

It  may  be  seen  from  this  that  an  alloy  may  be  made  with  less 
than  ten  per  cent,  of  nickel,  but  the  wearing  quality  of  the  metal  is 
decidedly  injured  by  two  great  a  reduction  in  the  quality  of  nickel. 

I  will  remark  that  No*  1  is  the  so  called  **  white  copper,"  made 
in  Suhl,  Germany,  a  century  ago,  with  copper  ores  containing 
nickel,  and  analyzed  by  Brandes.  No.  2  is  an  alloy  made  at  Paris, 
which  is  capable  of  receiving  a  fine  polish  or  gilding.  No.  3  and 
4  are  Chinese  packfong.  No.  5  is  an  alloy  as  used  for  knife  handles. 
No.  6  is  adapted  for  forks.  The  nickel  coins  of  Switzerland,  which 
have  been  in  use  in  that  country  since  1850,  consist  of  an  alloy  of 
nickel,  copper,  zinc  and  silver.  The  proportion  of  nickel  and  zinc 
in  the  20,  10  and  5  centimes  pieces  is  1*25,  while  the  amount  of 
copper  increases  with  the  decreasing  value  of  the  coin.  The  quan- 
tity of  silver,  on  the  other  hand,  decreases  with  the  smaller  value. 

The  United  States  coins,  now  in  general  circulation,  contain  88 
per  cent,  of  copper,  and  12  per  cent,  of  nickel. 

Very  respectfully,  A.  R.  ROESSLER, 

Geologist,  General  Land  Office. 

New  York,  Fthruary  14,  1870. 
Editor  Journal  of  the  Franklin  Institute. 

The  record  of  performances  of  a  number  of  engines  by  Wm. 
H.  G.  West,  engineer,  U.  S.  N.,  published  in  the  January  number, 
is  of  much  interest,  but  it  occurs  to  me,  the  results  there  given 
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would  be  much  enhanced  in  value,  if  Mr.  West  would  give  the 
formula  for  the  horse-power,  at  which  his  results  were  deduced, 
together  with  the  following  elements. 

1.  If  the  friction  of  load,  &c.,  was  taken  in  any  other  case  thaij 
that  of  the  U.  S.  Steamer,  Wamponoag  ? 

2.  What  was  the  friction  of  the  load  computed  at,  and  why  is  it 
referred  to  in  one  case  only  ? 

3.  Has  the  Wamponoag  a  surface  condenser? 

4.  Has  the  Ammonoosac  a  surface  condenser? 

Bespectfully,     CHARLES  H.  HASWELL. 


U.  S.  General  Land  Office^  Cabinet  of  Practical  Geology  and  Mining^ 

Washington,  D.  (7,  February  7,  1870* 

Editor  Journal  of  the  Franklin  Institute, 

Sir  : — It  will  be  remembered  that  an  exposition  of  the  agriculture, 
manufacturing  and  mineral  resources  of  California  was  held  last  year 
at  San  Francisco,  at  which  were  exhibited  the  unmistakable  evidence 
of  the  existence  of  the  metal  tin  in  California.  Sacks  of  ore,  bars  of 
tin  plate,  of  the  heaviest  quality,  and  utensils  of  every  sort  for  do- 
mestic use  which  were  manufactured  from  it,  were  there  collected. 
There  were  many  who  doubted  and  shook  their  heads  at  this  dis- 
play of  a  long  desired  but  unusual  manifestation  of  riches.  The 
days  of  humbugVere  not  yet  over.  Gold  and  silver,  quicksilver  and 
platinum,  and  many  other  more  common  metals  in  any  quantity, 
they  should  believe  in,  but  the  metal  tin,  so  valuable  and  found  in 
so  few  localities  in  the  world,  was  a  demand  on  their  credulity  not 
to  be  honored.  This  uncertainty  has  become,  pot  a  dead,  but  a 
living  certainty.  Additional  information  and  additional  specimens 
of  ore  have  been  forwarded  to  this  office,  and  an  average  sample  of 
the  same  has  been  submitted  for  analysis  to  the  able  and  distinguished 
chemist  and  mineralogist  Dr.  F.  A.  Genth,  who  reports  that  it  con- 
tains IS'37  per  cent,  of  Tin.  The  black  mineral  in  the  ore  is 
Tourmaline  (it  contains  Boracic  acid)  and  the  brownish  red  is  the 
casiterite.  It  is  a  highly  interesting  occurence,  and  the  yield  of  tin 
is  almost  twice  as  much  as  the  usual  working  ores  of  the  tin  mines 
of  Cornwall,  England.  The  property  is  said  to  consist  of  fifty 
thousand  acres  of  mining  lands,  and  over  twenty  openings  have  been 
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eflfected,  from  all  of  which  the  ore  is  extracted.  The  finding  of 
this  important  metal  in  California  may  be  regarded  as  the  last 
crowning  act  which  was  required  to  place  California  in  advance  of 
all  the  world  for  mineral  wealths  Respectfully, 

A.  R.  ROESSLER. 


APPROXIMATE  GRAPHIC  METHOD  OF  SQUARING  THE  CIRCLL 

Philadelphia^  January  6,  1869. 
Prof.  Morton. — Dear  Siri — The  following  geometrical  construd- 
tion,  though  very  simple  and  beautiful,  may  be  new  to  your  readers 
as  it  is  to  me.     I  owe  it  to  the  kindness  of  a  Scotch  professor. 
It  enables  us,  1st,  to  graphically  square  any  circle  to  within  /j 
part  of  its  area  (sufficiently  near  for  most 
practical  purposes.) 

2d.  To  increase  (exactly)  any  square, 
(and  hence  any  rectilinear  figure)  25  per 
cent,  its  area. 

8d.  To  decrease  the  same  20  per  cent, 
let  A  B  be  the  side  of  a  square  circum- 
scribed about  any  circle  o.  Draw  D  c  to 
the  middle  of  A  B.  Then  the  chord  c  k 
will  be  the  side  of  the  square  approxi- 
mately equal  the  circle,  aiid  will  be  exactly  |  the  first  square. 

The  proof  is  based  on  the  well-known  principle  "  the  square  of 
the  tangent  equals  the  product  of  the  secant  and  its  extreme 
segment." 


2 

That  i3DF=DcXDK,  where  radius  being  known  the  only  un- 

known  quantity  is  d  e,  which  thence  equals     -=■ 

. 2 

Thence  CE  is  found  to  be(3j^0)K',  while  the  circle  is  (3-14 -[■) 

K^,  and  the  square  on  ab(4)  r*. 

Another  curious  and  useful  result  is  that  the  sides  of  the  second 
square  are  divided  at  c,  H  and  K  into  J,  \  and  f  parts  respectively, 
which  fact  enables  us  to  enlarge  a  square  \  its  area  without  the  use 
of  the  circle. 

Also  as  B  K  ^=  i  c  B  and  c  is  the  middle  of,  we  have  the  means 
of  reducing  a  square  1  its  area  without  the  use  of  the  circle. 

Yours,  truly,  D.  D.  WILL AED. 


Digitized  by 


Google 


House  Moving  in  Boston.  89 

^m\  anil  ^^ulm\a\  ^npumiug. 


HOUSE  MOVING  IN  BOSTON. 

Among  the  editorial  notices  at  the  beginning  of  our  Vol.  LVIL, 
mention  was  made  of  the  very  extensive  topographical  changes 
lately  executed  in  the  above  named  region,  and  we  now  extract 
from  a  foreign  contemporary  the  following  additional  items  of  in- 
terest : 

"  Some  years  ago  the  Boston  City  Authorities,  in  pursuance  of 
a  plan  for  widening  and  straightening  some  of  the  streets  of  that 
city,  determined  to  widen  Tremont  Street  to  60  feet,  which  neces- 
sitated the  cutting  off  or  removal  of  Hotel  Pclham.     Estimates 
were  made  of  the  damages  in  both  cases,  and  it  was  found  that  re- 
moval would  be  the  cheaper,  but  there  were  doubts  of  its  feasibility. 
Experts  were  consulted,  and  experiments  made,  and  finally  it  was 
determined  to  move  the  building,  an  agreement  being  made  by 
which  the  owner  gave  the  city  the  right  to  move  it  back  to  the  new 
line  of  the  street,  the  city  being  responsible  for  the  damage  that 
might  occur,  and  presenting  the  owner  with  a  deed  for  the  land  at 
the  rear,  which  the  building  would  cover  after  removal.   The  work 
was  to  be  done  between  May  1  and  October  1,  1869.     Hotel  Pel- 
ham  is  situated  at  the  corner  of  Tremont  and  Boylestou  Streets, 
Boston,  the  fronts  on  those  streets  being  faced  with  freestone  backed 
with  brickwork,  12  inches  to  16  inches  thick,  and  the  other  walls 
being  of  brick.     The  building  was  to  be  moved  from  east  to  west, 
while  it  contained  two  brick  partition  walls  running  from  north  to 
south,  and  some  short  partitions  extending  from  Tremont  Street 
to  the  first  of  the  former  partition  walls.     1'he  side  of  the  building 
is  not  at  a  right  angle  with  the  front,  but  the  east  and  west  par- 
titions are  at  right  angles  with  the  side,  and  therefore  not  parallel 
with  the  front,  thus  increasing  the  dijEculties  of  removal.     Some- 
what irregular  in  shape,  the  building   covers  5,800  square  feet 
of  land,  having  a  frontage  of  96  feet  on  Tremont  Street,  which 
narrows  to  88  feet  at  the  rear,  and  a  depth  of  G9  feet  on  Boyles- 
ton  Street,  while  the  depth  is  62  feet  on  the  other  side.     There 
were  brakes  on  both  the  rear  and  side.     The   Boylestou  Street 
front  was  supported  on  eight  granite  columns,  12  feet  high ;   the 
Vol.  LIX.— Third  Series.— No.  2.— February,  1870.  12 
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Tremont  Street  front  partly  on  two  similar  columns,  while  the  re- 
mainder was  built  up  of  rough  block  granite,  filled  in  with  chip- 
stone,  and  so  poorly  constructed  that  it  had  to  be  tied  together 
with  iron  rods  and  timbers.  Some  of  the  walls  were  cracked 
owing  to  the  building  having  settled  after  its  construction,  and 
paper  was  pasted  over  these  cracks  to  see  if  they  increased  during 
the  removal ;  but  no  change  could  be  discovered.  The  house  is 
seven  stories  high  above  the  basement ;  the  total  height  above  the 
tramways  on  which  it  was  moved  being  96  feet,  while  its  weight 
was  estimated  at  5,000  tons,  exclusive  of  the  furniture  and  other 
articles  that  remained  inside  during  the  removal.  The  shops  and 
offices  on  the  first  floor,  and  several  suites  of  apartments  above, 
were  occupied  at  the  time,  the  occupants  being  undisturbed,  and  the 
water,  gas  and  other  pipes  being  kept  in  working  order  by  the  use 
of  flexible  tubes.  The  preparations  for  the  removal  began  June  1, 
models  and  plans  of  the  building  having  previously  been  made  to 
guide  the  work.  The  basement  was  cleared  of  all  the  wooden  par- 
tition walls,  and  excavated  to  the  level  of  the  foundations.  The 
building  was  to  be  moved  westerly  about  14  feet,  and,  accordingly, 
heavy  block  granite  levelers  were  laid  easterly  from  each  of  the 
walls  and  brick  partitions  for  a  distance  of  14  feet,  and  similar 
levelers  every  4  feet  between  to  receive  the  walls  running  north 
and  south  as  the  building  progressed.  This  made  four  rows  of  18 
traverses  each,  all  laid  solid  in  cement,  thoroughly  rammed  down 
to  avoid  danger  from  settling,  as  they  bore  the  great  weight  pass- 
ing over.  The  traverses  under  the  front  piers  were  6  feet  wide, 
(the  piers  being  4  and  3  feet  wide,)  and  the  others  3  feet  wide; 
while  they  were  sunk  3  feet  below  the  level  of  the  foundations. 
On  the  top  of  the  granite  a  brick  wall  20  inches  wide,  was  laid  in 
cement,  excepting  under  the  piers,  where  flagstone  and  slate  were 
laid.  On  the  top  of  this  iron  rails  were  laid,  there  being  four  on 
each  traverse,  from  3  to  8  J  inches  wide,  and  a  J  inch  thick.  They 
were  imbedded  in  cement,  and  made  perfectly  level,  while  8  rails 
were  laid  under  the  front  piers.  In  addition,  under  the  rough  gra- 
nite wall  before  mentioned,  on  the  Tremont  Street  front,  there  were 
greased  ways  to  assist  its  transit. 

"  The  building  had  to  be  moved  in  a  straight  line  with  the  Boy  leston 
Street  wall,  and  the  traverses  were,  consequently,  laid  parallel  to  it. 
EoUers  1\  inch  in  diameter  were  laid  1  inch  apart  under  each  wall, 
and  were  placed  at  right  angles  to  Boyleston  Street,  while  a  square 
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piece  of  hard  wood  was  put  between  each  two  rollers  to  act  as  a 
guide,  and  to  aid  in  replacing  them  when  they  came  out  behind  as 
the  building  moved  forward.  Over  the  rollers  were  placed  similar 
iron  rails  to  those  beneath;  and  over  these  flagstones,  thoroughly 
wedged  with  slate  and  pointed  with  cement,  to  bear  the  weight  of 
the  walls  above.  There  was  great  trouble  and  danger  in  getting 
the  traverses  and  rollers  in  position  under  the  piers,  but  it  was  suc- 
cessfully accomplished.  To  hold  the  lower  part  of  the  building 
together  as  compactly  as  possible,  so  that  the  power,  when  applied 
to  the  exterior,  should  operate  equally  on  the  interior  walls,  tim- 
bers 8  inches  square  were  placed  on  each  side  of  the  walls  crossing 
the  line  of  motion,  while  over  each  of  the  traverses  similar  timbers 
were  placed  in  the  line  of  motion  and  wedged  between  the  others. 
To  prevent  the  wedging  process  from  spreading  the  walls  iron  rods 
were  used  to  tie  the  walls  together.  These  arrangements  made  the 
lower  part  of  the  building  perfectly  steady*  The  power  was  to  be 
applied  on  the  Tremont  Street  front,  and  on  the  exterior  of  the 
wall,  there  a  hard  pine  timber  was  set  about  a  foot  above  the  roll* 
ers,  and  running  the  entire  length  of  the  building.  This  was  sup- 
ported partly  on  a  brick  wall  and  party  on  a  frame-work  of  timber, 
both  of  which  slipped  along  on  greased  ways.  An  excavation 
was  made,  and  against  the  bank  wall  of  the  street  3-inch  planks 
were  set  vertically,  and  in  front  of  these  another  heavy  timber. 
Between  the  timbers  were  the  screws  that  were  to  move  the  build- 
ing, each  of  2  inches  diameter  and  a  J  inch  pitch,  there  being  72 
screws  required  to  start  the  building,  while  the  number  was  after- 
wards reduced  to  56,  which  were  spread  along  the  96  feet  frontage 
on  Tremont  Street.  There  were  used  in  preparing  for  the  removal 
over  400  perches  of  granite,  3,000  feet  of  flagging,  46,432  pounds 
of  iron,  and  49,982  feet  of  timber.  There  were  904  rollers,  and 
preparations  occupied  2  months  and  20  days.  Everything  being 
in  readiness  on  the  morning  of  August  21,  a  man  was  stationed  at 
every  four  screws,  and  20  men  along  the  lines  of  the  various  walls 
to  watch  the  rollers  as  they  came  out,  and  replace  them  in  front, 
these  changes  having  to  be  made  every  2  inches  that  the  building 
moved.  At  a  signal  from  the  superintendent,  every  man  at  the 
screws  made  one  quarter  turn,  which  carried  the  hotel  westward 
|thofaninch.  The  average  speed  was  an  inch  in  five  minutes, 
while  the  greatest  speed  was  2  inches  in  four  minutes.  The  screws 
were  21  inches  long,  and  it  took  about  one  hour  and  three-quarters 
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to  move  the  length  of  the  screws,  when  the  work  had  to  be  sus- 
pended to  re-arrange  the  screws  and  blocking.  The  first  day  the 
house  was  moved  3  feet,  the  second  day  5  feet,  the  third  day  3  feet 
10  inches  and  the  fourth  day  2  feet,  the  whole  distance  (13  feet  10 
inches)  being  completed  on  the  morning  of  August  25,  while  the 
actual  time  of  moving  was  13  hours  and  forty  minutes.  After  the 
building  was  in  its  destined  place  the  braces  and  ties  were  cleared 
away,  the  traverses  not  supporting  the  walls  taken  up,  and  such  of 
the  rollers  as  were  loose  taken  out,  while  such  as  were  left  were 
firmly  cemented  as  part  of  the  new  foundation.  The  entire  cost 
was  §30,000  in  currency.  Larger  buildings  have  been  raised  in 
this  country,  but  never  so  large  a  one  removed,  and  thousands  of 
people  watched  the  curious  operation." — Engineering, 


SUPERSTRUCTURE  OF  THE  CHESTNUT  STREET  BRIDGE, 

By  Stricklakp  Knkass,  C.  E., 

Chief  Engineer  and  Surveyor  of  the  City  of  PhiladelpLia. 

[At  page  413,  Volume  XLIX.  of  this  Journal  will  be  found  the 
abstract  of  a  paper  read  before  the  Franklin  Institute,  by  Mr.  Strick- 
land Kneass,  C.  E.,  on  the  Chestnut  Street  Bridge,  then  in  course 
of  erection.  Since  that  time,  the  bridge  has  been  finished  and 
thoroughly  tested  by  a  constant  and  heavy  traffic,  and  we  now  give 
from  Mr.  Kneass'  Eeport  to  the  City,  a  full  account  of  the  super- 
structure, which  was  only  alldded  to  in  the  former  paper. — Ed.] 

Before  entering  upon  a  detrtiled  description  of  the  superstructure, 
it  may  not  be  amiss  to  allude  to  some  of  the  cast  iron  bridges  which 
have  been  previously  erected,  for  the  purpose  of  showing  that  in 
adopting  this  general  plan  of  bridge,  we  have  not  attempted  BJiy- 
thing  new  in  the  principles  of  construction,  or  used  any  material 
that  has  not  for  many  years  withstood  the  test  of  the  changes  uf 
temperature  and  the  eftect  of  heavy  traffic.  The  first  cast-iron 
bridge  erected  in  England  was  over  the  Severn  at  Colebrook  Dale, 
in  the  year  1777;  it  has  five  arch  ribs,  with  a  clear  span  of  100  feet 
6  inches,  and  a  rise  of  45  feet,  a  width  of  26  feet,  and  a  sectional 
area  in  each  rib  of  56 J  square  inches. 

At  Buildmas,  a  bridge  with  three  arch  ribs,  130  feet  span,  with 
17  feet  rise  and  width  of  18  feet,  having  a  sectional  area  of  37*5 
square  inches  to  each  rib,  was  finished  in  1796. 
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In  the  same  year  the  Sunderland  Bridge  over  the  Wear  was 
completed,  having  six  arch  ribs,  with  a  span  of  236  feet,  and  rise  of 
34  feet,  and  a  width  of  32  feet,  the  sectional  area  of  rib  being  4:6'5 
square  inches. 

Bristol^  100  feet  span,  15  feet  rise,  having  six  arch  ribs,  and  32 
square  inches  in  each,  of  date  1806. 

Bonar,  150  feet  span,  20  feet  rise,  four  ribs,  and  45  square  inches 
section,  of  date  1812. 

Cauxhally  78  feet  span,  14  feet  rise,  ten  ribs,  1816. 

Southwark,  240  feet  span,  24  feet  rise,  having  eight  ribs,  with 
214  square  inches  of  section,  date  of  1818. 

Tewkesbury,  170  feet  span,  17  feet  rise,  four  ribs,  with  36  square 
inches  of  section,  of  date  of  1826. 

Plymouth,  100  feet  span,  14*5  rise,  five  ribs  and  64  square  inches 
section,  1821  ;  and  the  latest  the  renewal  of  the  AVestminster,  with 
an  arch  partly  of  cast  and  wrought-iron,  having  120  feet  span,  20 
feet  rise ;  are  all  it  is  believed  in  constant  use.  The  widths  of  these 
bridges  vary  from  16  feet  to  42  feet,  except  the  Westminster,  which 
is  85  feet. 

In  France  they  commenced  the  use  of  cast-iron  with  the  "  Pont 
des  Arts,"  with  span  of  60  feet  8  inches,  and  versed  sine  12  feet, 
the  depth  of  the  arches  being  but  six  inches ;  afterwards  the  *'  Pont 
da  Jardin  du  Eoi"  was  begun  in  1800,  and  finished  in  1806,  with 
span  of  105  feet  and  10  feet  rise,  having  seven  ribs,  but  owing  to 
the  high  price  of  iron  in  France,  and  therefore  a  desire  to  reduce 
proportions  to  their  minimum  with  their  exceeding  high  standard 
of  strength  of  material  the  French  Engineers  assumed  in  making 
their  proportions,  none  of  these  bridges  were  successful,  and  have 
either  been  removed  or  greatly  modified  in  plan  and  arrangement. 
The  "  Pont  de  Carrousel"  at  Paris,  187  feet  span,  and  15*5  feet  rise, 
a  very  handsome  structure,  was  built  in  1836 — has  five  ribs,  with 
a  sectional  area  to  each  of  165  square  inches,  and  is  therefore  pro- 
portioned more  in  accordance  with  those  built  by  the  English 
Engineers;  it  is  now  in  full  use.  In  other  parts  of  France  there 
are  cast-iron  arched  bridges  of  later  date  which  have  proved  all 
that  their  constructions  proposed. 

In  Eussia  we  find  the  extensive  cast-iron  bridge  built  by  our 
townsman,  Joseph  Harrison,  Jr.,  across  the  Neva  at  St.  P<iters- 
burgh,  which,  though  subjected  to  the  most  severe  tests  of  changes 
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in  temperature,  stands  a  monument  to  American  professional  skill. 
This  bridge  has  seven  spans,  with  157  feet  as  the  largest. 

The  only  example  in  our  own  country  is  the  remarkable  bridge 
over  Rock  Creek,  at  Washington  City,  built  by  a  distinguished 
Philadelphian,  Major-General  Meigs,  U.  S.  A.  This  bridge  has  a 
clear  span  of  200  feet,  and  rise  of  20  feet,  with  a  width  26*33  feet, 
and  two  supporting  arches.  The  remarkable  feature  of  this  bridge 
is  that  the  arches  are  cast-iron  pipes  four  feet  diameter,  through 
which  is  brought  the  entire  water  supply  for  the  City  of  Washing- 
ton. The  detail  of  this  structure,  in  the  originality  of  its  double 
and  peculiar  adaptation  as  a  viaduct  and  aqueduct,  is  most  interest- 
ing. In  designing  a  bridge  to  be  constructed,  I  may  say,  entirely 
of  cast-iron — i.  c,  where  the  stability  of  the  structure  is  dependent 
entirely  upon  that  material,  it  is  of  course  essential  that  it  should 
not  bo  subjected  to  other  than  compressive  strains,  therefore  the 
arch  is  the  proper  form,  and  with  a  superincumbent  roadway  so 
arranged  in  weight,  so  as  to  give,  so  far  as  judicious,  that  inertia  to 
the  structure  which  can  only  be  had  to  perfection  in  stone  arch 
bridges.  In  the  structure  now  to  be  described,  as  regards  this 
point,  we  have  obtained  very  favorable  results,  as  with  the  constant 
traffic  upon  it,  and  with  a  large  body  of  men  passing  over  it  with 
a  band  of  music,  at  cadence  step,  a  tremulous  motion  sufficient  to 
but  slightly  disturb  the  surface  of  a  vessel  of  water  standing  upon 
it  was  discovered — that  this  bridge  has  been  constructed  with  but 
one  pier,  may  subject  it  to  criticism  architecturally,  but  this 
arrangement  was  determined  upon  for  the  purpose  of  causing  as 
little  destruction  to  the  river  navigation  as  possible,  and  placing 
the  pier  in  such  position  in  the  river  as  to  correspond  in  line  with 
the  western  pier  of  the  Market  street  bridge,  500  feet  up  stream. 
The  width  from  out  to  out  is  42  feet,  with  two  footways,  exclusive 
of  the  plinth  of  the  railing  of  7  feet  3  inches,  and  26  feet  of  ca.rriage 
way.  Each  span  is  composed  of  six  arches,  placed  at  distances  of 
8  feet  8|  inches,  and  7  feet  lOf  inches  from  centre  to  centre.  They 
are  four  feet  in  depth,  and  2J  inches  thick,  with  upper  and  lower 
webs  of  same  thickness,  and  8  inches  wide ;  thus  giving  a  compres- 
sive area  of  147*5  square  inches  to  each  arch  rib.  These  arches 
were  cast  in  lengths  of  12  feet  10  inches,  with  endflanches  12  inches 
wide,  having  three  side-stays  from  body  of  segment,  and  were 
secured  to  each  other  by  four  screw-bolts  If  inches  in  diameter. 
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The  outside  arches  or  ribs  are  slightly  reduced  in  section,  and  arc 
cast  with  ornamental  face. 

Each  rib  is  footed  upon  the  abutment,  and  keyed  into  heavy 
skewback  plates,  which  are  set  into  granite  blocks,  4  feet  wide,  4 
feet  high  and  5  feet  deep ;  the  iron  plate  is  4  inches  thick,  and 
placed  with  heavy  sheet  lead,  intervening  between  the  stone  and 
the  iron,  to  correct  any  irregularities  in  the  stone  face.  At  each 
junction  of  arch,  rib  segment,  which  are,  of  necessity,  opposite  each 
other,  throughout  the  bridge ;  the  several  ribs  are  tied  together 
with  wrought-iron  ties  of  channel  iron,  6  inches  wide  and  f  inches 
thick,  with  two  inch  depth  of  side  rail,  and  are  trussed  by  a  system 
of  intervening  cast-iron  braces  and  wrought-iron  tie  rods ;  with  this 
arrangement,  the  vertical  position  of  the  ribs  are  secured. 

For  the  purpose  [of  preserving  a  true  line  on  the  ribs,  cruciform 
cast-iron  lateral  bracing  is  introduced,  with  lengths  of  15  feet  and 
15i  feet,  reducing  in  size  from  10  inches  at  the  middle  to  6  inches 
at  the  segment  where  they  abut,  with  1  inch  thickness  of  metal. 
The  system  is  carried  from  the  abutment  to  the  crown,  with  two 
series,  and  has  been  found  to  operate  precisely  as  designed ;  for  in 
the  progress  of  construction  it  was  requisite  that  the  false  works 
should  be  so  planned  as  to  allow  the  free  and  uninterrupted  use  of 
the  river  by  the  constantly  passing  tugs  with  their  long  line  of 
canal  boats  in  tow.  They  were  therefore  subjected  to  frequent 
disarrangement  of  line,  from  the  boats  striking  the  framing ;  but  by 
the  use  of  the  lateral  bracing,  and  wedging  at  the  heel,  we  could, 
without  the  least  difficulty,  bring  our  work  to  the  proper  line.  This 
was  continually  occurring,  until  the  key  was  fixed  and  our  false 
works  were  removed. 

The  upper  web  of  the  arch  rib,  at  distances  of  4*25  feet  horizontal 
measurement,  is  increased  in  width  to  12  inches,  so  as  to  form  a 
footing  for  the  spandrill  castings,  which  are  formed  of  three  cast- 
iron  columns  with  J  inch  of  metal.  These  castings  are  each  12  feet 
9  inches  long,  cqjnprising  three  columns.  Those  under  the  roadway 
extended  in  elevation  only  to  the  under  side  of  the  floor  beam,  to 
be  hereafter  described,  while  the  two  at  the  curb  line  have  an 
increased  height,  so  as  to  form  the  curb,  dividing  the  carriage  and 
footway.  The  outside  castings  are  ornamental  in  design,  and  car- 
ried up  to  form  a  base,  to  which  the  side  railing  is  secured.  The 
height  of  these  castings  vary  from  19  feet  4|  inches  (interior),  to  1 
foot  5  J  inches  at  crown ;  those  at  the  pier  being  higher  than  at 
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abutment  by  2  feet  9  inches,  so  as  to  give  a  curved  line  to  the  gene- 
ral profile  of  bridge,  which,  it  is  thought,  adds  much  to  the  general 
appearance  of  the  structure,  as  the  inclination  upon  the  bridge  from 
each  abutment,  is  tangential  to  the  gradient  on  the  approaches, 
rising  to  the  pier  with  an  arc  of  a  circle  of  4,900  feet  radius. 

Through  these  spandrill  castings,  at  about  half  the  distance  be- 
tween the  arch  and  the  line  of  the  outer  entablature,  is  carried  a 
strut,  adding  its  mite  of  strength  to  the  arch,  but  intended  particu- 
larly to  tie  together,  and  prevent  flexure  in  the  columns.  This 
strut,  starting  at  half  the  height  of  column  at  abutment,  with  a 
regular  curve,  disappears  in  the  arch  rib  at  crown.  The  sizes  of 
the  columns  gradually  decrease  with  their  height,  from  8  inches  at 
abutment,  to  4  inches  at  crown.  At  the  foot  of  each  column  is  a 
square  face,  planed  to  the  inclination  of  the  arch  ;  and  to  facilitate 
construction,  the  footings  on  each  casting  are  in  parallel  planes,  the 
two  outer  being  in  the  same  plane,  and  the  middle  foot  differing  by 
versed  sine  of  segment.  Each  foot  is  secured  with  4  by  1 J  inch 
screw-bolts,  with  a  key  notched  half  into  foot  and  top  of  rib,  so  as 
to  relieve  any  possible  lateral  strain  upon  the  bolts. 

The  bracing  in  the  spandrills  is  arranged  with  pipe  and  cruciform 
diagonals.  As  before  stated,  each  spandrill  casting  comprised  three 
of  the  principal  standards  or  columns,  and  at  the  centre  column  of 
each  of  these  castings,  extending  to  4  feet  9  inches  from  the  abut- 
ment or  pier,  is  a  diagonal  brace,  with  a  double  series,  one  above 
and  below  the  strut  before  alluded  to,  as  far  as  the  height  of  the 
castings  permit^  beyond  which  they  become  single  braces.  They 
are  tied  at  the  foot  of  post  or  top  of  arch  with  swivel  tie-rods,  1 1 
inches  in  diameter,  the  double  lines  having  an  intermediate  tie-rod 
of  same  diameter  at  the  elevation  of  the  strut  rib.  All  the  other 
columns  have  the  pipe  brace,  with  a  rod  passing  through  them,  and 
also  the  columns,  the  entire  width  of  the  bridge.  The  pipe  braces 
vary  in  size  from  10  inches  diameter  at  middle  and  6  inches  at  face, 
bearing  against  the  columns,  to  6  and  3  inches  near  the  crown. 

The  diagonals  are  cruciform,  6  inches  wide,  and  J  inch  metal, 
bolted  and  keyed  at  top  and  bottom. 

We  thus,  it  is  believed,  have  the  main  frame  of  bridge,  strutted 
and  tied,  so  as  to  prevent  any  lateral  motion  or  vertical  flexure  in 
the  main  supports  of  the  roadway  ;  and  in  all  cases  where  a  tensile 
strain  is  to  be  resisted,  have  used  wrought-iron,  while  the  cast-iron 
throughout  is  subject  only  to  compressive  force. 


Digitized  by 


Google 


Siijpcrstrnclurc  of  the  Chestnut  Street  Bridge,  97 

For  the  carriage-way,  there  are  wrought-iron  Phcjenix  beams  laid 
over  each  head  of  column,  in  length  extending  from  curb  to  curb. 
These  beams  are  9  inches  deep,  and  placed  at  distances  of  4  feet  3 
inches  from  centre  to  centre.  They  rest  on  top  of  the  spandrill 
posts,  in  cast-iron  chairs,  bolted  to  the  spandrill  cap  as  well  as  the 
beam.  At  the  curb  rib,  they  are  similarly  secured  on  the  top  of 
the  column,  openings  in  the  castings  having  been  made  to  receive 
them.  The}'-  thus  perform  the  double  duty  of  a  support  to  the 
road-way,  and  a  tie  for  the  upper  set  of  diagonal  bracing.  The 
foot- ways  are  supported  in  the  same  manner  with  beams  of  wrought- 
iron  6  inches  deep. 

For  the  carriage-way,  a  ribbed  cast-iron  arched  plate  sets  upon 
the  floor  beams,  having  an  arch  of  3J  inches  in  its  width  of  425 
feet.  Four  of  these  fill  the  space  between  the  curbs,  and  are  bolted 
together  both  transversely  and  longitudinally.  Upon  these  was 
placed  carefully  prepared  hydraulic  concrete,  so  as  to  give  an  even 
surface,  and  prevent  water  settling  in  the  depressions  at  the  floor 
beams,  or  getting  at  the  iron  by  percolation  through  the  road- way. 
Upon  this  Avas  placed  a  layer  of  clear  screened  gravel,  4  inches 
deep,  in  and  upon  which  was  laid  the  road- way  pavement  of  cubical 
granite  blocks.  3  inches  wide,  8  inches  long,  and  4 J  inches  deep, 
the  surface  of  which  was  grouted  with  hydraulic  lime  water. 

A  double  track  city  passenger  railroad  passes  over  the  bridge, 
track  of  which  is  laid  with  the  tram  rail,  7  inches  wide,  on  longi- 
tudinal stringer  and  cross-tie,  the  tie  being  bedded  in  bottom  layer 
of  concrete.  Timber  was  preferred  for  this,  as  it  is  surrounded 
with  preservatives,  and  gives  a  double  elasticity  to  the  road- way, 
the  line  of  rails  being  not  only  used  by  the  cars,  but  by  the  entire 
traffic  upon  the  bridge. 

The  foot- ways  are  similarly  constructed,  with  flat  iron  plates, 
filled  with  sand,  and  covered  with  flag-stone  2  inches  thick. 

The  railing  is  very  heavy,  having  a  top  width  of  lOf  inches  at 
cap,  and  a  height  above  foot- way  of  3  feet  8  inches,  including  plinth. 
The  entire  work  of  the  interior  is  painted  with  a  composition  of 
turpentine,  lime  and  coal  tar,  in  proportions  of  1  pint  of  turpentine, 
1  lb.  quick  lime,  and  1  gallon  of  coal  tar,  which  forms  a  varnish 
impenetrable  to  moisture,  and  durable.  The  outridge  is  painted 
with  a  tint  of  Pictou  stone,  so  managed  as  to  throw  out  the  Gothic 
ornamentation  of  the  outside  ribs,  spandrills  and  entablature. 

The  only  provision  that  has  been  made  for  expansion  and  con- 
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traction,  is  on  the  railing,  which  sets  in  a  casing  fitted  into  the  lamp 
pedestal  on  the  abutments  and  pier,  thus  allowing  free  action  with- 
out showing  an  open  joint,  and  on  the  curbs  where  they  connect 
with  the  stone  at  the  abutments  and  pier.  All  other  portions  of 
the  structure  dependent  upon  and  secured  to  the  arch  itself,  will 
accommodate  itself  to  the  change  of  elevation  at  the  crown,  without 
any  derangement. 

In  general  design  this  bridge  is  of  the  Ornate  Gothic.  The  outer 
ribs  and  spandrills  are  highly  ornamented,  the  arch  having  a  suc- 
cession of  foliated  circles,  finishing  to  a  corresponding  panel  at 
crown,  which  is  filled  with  a  United  States  shield.  The  columns 
are  clustered  with  appropriate  cap  and  base,  and  bound  together 
with  an  ornamental  lancet,  arches  above  and  below  the  street.  The 
frieze  is  a  range  of  rich  Gothic  arches,  with  ornamental  drops,  and 
surmounted  by  a  richly  membered  cornice.  The  railing  corresponds 
in  design,  having  heavy  cruciform  ballusters,  joined  by  lancet  arches, 
and  set  upon  a  full  base,  and  covered  with  a  heavy,  moulded  cap. 

As  regards  strength  of  this  structure,  and  treating  the  arches  as 
built  with  a  succession  of  vouissors,  and  performing  functions  the 
same  as  if  built  of  stone,  we  find  that  the  horizontal  pressure  at  the 
crown  of  each  road- way  rib  is,  with  100  lbs.  per  square  foot  of 
transient  load,  512,585  lbs.,  equal  to  3,475  lbs.  per  square  inch  of 
section,  and  at  skewback,  529,542  lbs.,  or  3,590  lbs.  per  square  inch 
of  section.  Taking  the  crushing  power  of  best  iron  at  107,000  lbs. 
per  square  inch,  the  maximum  load  that  would  probably  be  placed 
upon  it,  would  give  a  pressure  at  crown  of  but  3',,  its  ultimate 
strength. 

The  Southwark  Bridge,  at  London,  has  a  horizontal  thrust  of  2*3, 
its  ultimate  strength,  taking  the  same  maximum  of  the  value  of 
cast-iron  to  resist  the  compression.  As  to  the  expansion  and  con- 
traction of  the  main  arches,  and  the  consequent  rise  and  fall,  on 
account  of  the  variations  of  temperature :  We  have  examinations 
taken  at  99  degrees  and  12  degrees  Fahrenheit,  and  find  the  differ- 
ence of  elevation  to  be  2y*g  inches,  showing  a  contraction  of  0*1107 
feet  in  the  length  of  arch  rib,  which,  for  the  length  of  arch,  194*27 
feet,  taken  by  measurement,  at  the  first  temperature,  gives  0*00  1272 
feet  contraction  per  degree,  or,  still  further,  0*00000  654  feet  per 
degree  per  foot  of  length ;  thus  approximating  very  closely  to  the 
recorded  result. 

The  only  material  change  of  plan  which  has  been  made  in  this 
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structure,  dififering  from  cast-iron  bridges  heretofore  erected,  is  the 
use  of  wrought-iron  for  transverse  ties  for  the  main  arches,  instead 
of  cast-iron.  I  believe,  invariably  in  the  foreign  bridges,  they  have 
placed  a  heavy,  cast-iron  plate  at  each  joint  of  segment  of  arch  rib, 
extending  entirely  across  the  structure,  and,  as  invariably,  the  ten- 
sion strain  brought  upon  this  plate  by  the  irregular  expansion  and 
contraction  of  the  several  arches,  has  broken  it,  but  to  no  disadvan- 
tage as  regards  the  permanency  of  the  structure,  as  by  strapping 
the  severed  parts  with  wrought-iron,  the  same  point  is  gained  which 
we  have  to  arrive  at  in  original  construction. 

In  the  erection  of  this  bridge,  it  was  necessary  that  there  should 
be  no  obstruction  placed  in  the  river,  whereby  its  free  use  by  the 
steam  tugs  would  be  interfered  with,  and  therefore,  a  frame  work 
was  erected,  so  as  to  leave  a  clear  space  in  middle  of  each  span  of 
70  feet,  which  was  bridged  by  Howe  trusses  8  feet  deep. 

The  frame  work,  at  abutments,  was  erected  upon  piles,  giving  a 
firm  base ;  but  on  each  side  of  pier,  a  crib  was  sunk  for  the  bearing 
of  frame,  and  bridged  to  pier. 

As  regards  the  piles,  we  had  no  trouble ;  but  the  compressing 
together  of  the  cribs,  although  sunk  upon  rock,  being  made  of 
round  timber,  was  a  most  serious  annoyance,  as  requiring  constant 
wedging  to  keep  the  rib  segments  in  proper  position,  both  as  regards 
allignment  and  elevation.  Yet,  when  the  key  was  inserted,  and  the 
arches  took  their  bearing,  the  elevation  of  crown  was  within  f  inch 
of  the  height  intended,  and  the  allignment  was  correct. 

The  work  upon  this  bridge  was  commenced,  at  the  eastern  abut- 
ment, on  the  19th  September,  1861,  but  owing  to  the  increase  in 
cost  of  material  and  labor,  consequent  upon  the  rebellion,  with  the 
delay  of  litigation,  it  was  not  thrown  open  to  public  travel  until 
July  4,  1866. 

The  cost  of  this  structure,  as  reported  to  Councils,  June  11, 1861, 
deduced  from  the  detail  of  proposals  and  the  estimate  of  quantities 
prepared  at  this  Department,  was  $431,424,  but  the  allotment  was 
made  conditioned  that  its  cost  should  not  exceed  $415,000,  as 
follows : — 

Masonry  And  Approaches, $280,433 

Iron  Super,  and  Erecting, « 184,577 

$415,000 

The  final  estimate  of  masonry,  of  date  September  14,  18G6,  made 
up  with  schedule  of  prices  upon  original  bid,  and  quantities  of  the 


Digitized  by 


Google 


100  Civil  and  Mechaiiical  Engineering, 

several  kinds  of  work  done,  exclusive  of  a  comparatively  small  sum 
for  extra  work — for  full  completion,  amounted  to  §279,383. 

$279,383  89 
The  final  Eslimato  of  the  Superstructure  is  now  ready, 

and  amounts  to 134,587  49 

Total  cost  under  original  contract, $113,971  88 

For  the  purpose  of  exhibiting  the  total  amounts  actual!}'-  paid, 
and  also  what  may  be  estimated  as  the  entire  cost,  when  all  the 
affairs  connected  with  the  bridge  erection  shall  have  been  settled 
up,  the  following  statement  is  given :  — 

Total  cost  as  before  noted, $413,971  38 

Extra  work  of  Masonry,  not  specified  in  con- 
tract,   $3,865  85 

Advance  of  prices  on  Mai«onry  made  by  Coun- 
cils, December  10,  18C3, 77, UG  32 

$80,082  17 

Cost  of  Bridge  as  completed $494,953  55 

Of  this  amount  there  has  been  paid  by  the  Chestnut  & 

Walnut  Street  Passenger  Railroad  Company, $100,000  00 

Leaving  as  a  cost  to  the  City,. $394,963  55 

It  will  thus  be  seen,  that  had  not  the  condition  of  the  country  so 
changed  the  basis  upon  which  the  contractors  made  up  their  bids, 
as  to  warrant  an  increase  of  the  contract  prices  by  the  Select  and 
Common  Councils  of  the  City,  the  entire  work  would  have  been 
completed  for  $417,657.23,  or  only  §2,657.23  over  the  contract; 
while  if  we  deduct  the  amount  paid  for  extra  worh^  or  work  that 
could  not  be  foreseen  in  designing  a  construction  of  such  magnitude, 
the  final  estimate  would  be  $1,208.62  less  than  the  contract  limit. 


BRIDGE  CONSTRUCTION,  1869. 

Bridge  construction  has  been  advancing  rapidly  during  the  past 
year,  and  principally  in  the  United  States.  Nature  has  been  kind 
to  American  Engineers  in  giving  them  great  obstacles  to  overcome, 
while  necessity  has  rigidly  limited  outlay ;  and  hence  arises  a  spe- 
cial fertility  of  invention  and  a  special  class  of  work. 

But  Holland  has  been  building  large  Bridges  too,  and  Russia  is 
just  commencing  on  a  greater  scale  than  any  other  European  country. 
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Hitherto  her  railway  bridges  have,  for  tlie  most  part,  been  made  of 
timber,  and  are  to  be  replaced.  Especially  on  theNicolaiEailway 
it  has  been  recently  decided  to  reconstruct  sixty-eight  wooden  via- 
ducts— a  decision  hastened  through  the  destruction  of  one  1200  feet 
long  by  fire.  Not  much  has  been  done  as  yet  in  Hungary,  but  last 
year  saw  the  preliminary  measures  taken  for  a  large  amount  of 
heavy  bridge  work  in  the  future.  The  great  bridge  crossing  the 
Hollandch  Diep —  the  Waal  and  Maas  estuary — to  join  Antwerp 
and  Amsterdam  by  an  unbroken  line  of  railway,  is  in  progress. 
The  contracts  for  this  work  was  let  to  Van  Vlissengen  and  Van 
Heel,  of  Amsterdam,  just  at  the  termination  of  1868,  for  a  price  of 
122,260^.  The  bridge  is  in  fourteen  openings  of  328  feet  each.  A 
main  line,  undertaken  by  the  State  in  1860  for  the  purpose  of  con- 
nectiDg  Belgium  and  France  with  the  central  part  of  Holland,  has 
involved  in  its  length  the  construction  of  three  large  bridges  with- 
in a  distance  of  ten  miles,  over  the  Maas,  the  Lek  and  the  Waal, 
the  two  former  of  which  are  the  channels  by  which  the  Ehine 
reaches  the  sea,  and  over  which  important  bridges  at  Bommel  and 
Cr^vecoeur  are  in  course  of  erection.  The  former  of  these,  which 
is  DOW  on  the  point  of  completion,  consists  of  eight  openings,  each 
of  187  feet,  and  three  of  893  feet  8  inches.  Its  cost  has  been  271, 
626/.  The  Cr^vecoeur  bridge,  crossing  the  Maas,  has  ten  open- 
ings, each  of  187  feet,  and  one  main  span  of  328  feet.  This  work 
which  has  been  undertaken  for  the  sum  of  93,000/.,  will  not  be 
finished  until  the  close  of  the  present  year.  In  the  north  "of  Hol- 
land, also,  the  railway  between  Zwolle  and  Leuwarden  has  been 
completed  by  the  bridge  across  the  Yssel,  in  ten  spans,  one  of  which 
is  321  feet  6  inches  in  the  clear,  the  rest  of  the  viaduct  being  made 
up  with  smaller  openings,  among  which  is  a  swing  span  of  51  feet 
6  inches  in  length. 

Towards  the  close  of  the  year  a  suspension  bridge  across  the 
Moldau,  at  Prague,  was  opened  for  traffic.  It  is  intended  for  foot 
passengers  only,  and  is  629  feet  in  length,  the  space  being  divided 
with  a  central  pier.  The  width  of  platform  is  very  inconsiderable, 
being  only  11  feet.  It  is  worth  noting  that  the  links  forming  the 
suspension  chains  are  of  Bessemer  steel ;  the  contract  price  was 
18,500/. 

In  February  last  a  stone  bridge  at  Fucccchio,  over  the  Arno, 
was  completed.  It  consists  of  five  arches  of  about  74  feet  each,  and 
cost  some  8500Z. 


Digitized  by 


Google 


102  Oivil  and  Mechanical  Engineering, 

The  arched  bridge  of  Bessemer  steel  which,  it  will  be  recollected, 
carried  the  Quai  d^Orsay  over  the  road  between  the  Exhibition  and 
the  bank  of  the  Seine,  has  been  removed,  and  re-erected  on  its  per- 
manent site  over  the  Vilaine,  at  Port-de-Roches.  In  its  temporary- 
position  the  arched  girders,  eleven  in  number,  had  one  clear  span 
of  82  feet,  so  as  to  obtain  the  necessary  width.  In  its  present  po- 
sition, however,  it  has  been  lengthened  out  into  three  spans,  each 
composed  of  four  ribs,  giving  a  width  between  the  parapets  of  19 
feet  8  inches.  The  total  cost  of  the  steel  work  of  this  bridge  was 
but  2612i. 

We  have  to  turn,  however,  to  America  to  find  the  great  exam- 
ples of  bridge  construction  during  the  past  year.  The  extension 
of  railways  westward,  across  the  great  rivers  of  the  continent,  have 
involved  much  work;  but  two  of  the  principle  bridges  are  in  pro- 
gress to  eflFect  a  metropolitan  communication.  Of  these  the  first  is 
that  intended  to  connect  New  York  City  with  Brooklyn,  and  will 
span  the  East  river  with  a  clear  stretch  of  1600  feet.  This  was  Mn 
John  A.  Roebling's  last  and  greatest  work,  at  the  first  stage  of 
which  he  lost  his  life.  The  bridge  is,  however,  being  carried  out 
by  his  son,  and  when  completed  will  be  the  largest  in  the  world. 
During  the  last  year  the  caissons  for  the  foundations  have  been 
partially  built,  and  considerable  excavation  on  the  site  of  the  piers 
is  being  carried  on.  When  completed  the  towers  will  have  a  total 
height  of  300  feet,  and  will  carry  the  wire  cables,  from  which  will  be 
suspended  a  double  roadway  for  passenger  and  steam  railway  traffic. 

Second  in  importance  is  the  arched  road  bridge  over  the  Missis- 
sippi, at  St.  Louis,  with  its  central  span  of  515  feet,  and  two  side 
arches  of  497  feet  each.  This  enormous  structure,  designed  for 
railway  as  well  as  passenger  traffic,  is  well  in  progress,  under  the 
superintendence  of  its  engineer,  Mr.  James  B.  Eads.  It  will  be 
remembered  that  we  have  described  this  work  at  great  length  in 
the  sixth  volume  of  Exgineering,  and  tliat  on  page  345  we  pub- 
lished a  large  engraving  showing  its  general  design,  as  well  as  the 
details  of  its  construction.     Its  total  cost  will  be  about  640,000?.* 

The  Quincy  bridge,  although  actually  opened  for  traffic  in  1868, 
may  be  included  amongst  the  last  year's  bridge- work  of  the  States. 
This  is  the  longest  bridge  spanning  the  Mississippi,  the  river  at  the 
point  of  crossing  being  3,250  feet  in  width,  the  navigation  channel, 
however,  being  only  800  or  900  feet  broad.     The  bridge  is  divided 

*  Accounts  of  this  and  other  American  bridges  wiU  be  found  in  the  various 
volumes  of  the  Journal  of  the  Franklin  Insiituie  for  the  last  five  years. — Ed. 
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into  seventeen  spans,  two  of  250  feet,  three  of  200  feet,  eleven  of 
137  feet,  and  one  large  draw  span  860  feet  long,  the  girder  of  the 
latter  being  36  feet  in  depth.  The  piers  of  the  fixed  spans  are  all 
of  masonry,  that  of  the  swing  is  formed  of  four  wrought-iron  cyl- 
inders 14  feet  in  diameter,  sunk  through  50  feet  from  the  water 
level ;  upon  the  top  of  these  a  turntable,  30  feet  diameter,  rests,  and 
carries  the  span.  The  total  cost  of  the  work,  designed  and  carried 
out  by  Mr.  Thomas  C.  Clarke  for  the  Quincy  Railroad  Bridge  Com- 
pany, was  2 15,000 Z. 

At  Omaha,  in  the  State  of  Iowa,  four  railway  companies — the 
Union  Pacific,  the  Chicago  and  North-Western,  the  Chicago  and 
Burlington,  and  the  Chicago  and  Eock  Island — combined  last  year 
in  the  construction  of  a  long  bridge  across  the  Missouri,  designed 
by  General  G.  M.  Dodge,  the  engineer  of  the  Union  Pacific  Rail- 
road. This  bridge  is  2800  feet  in  length,  divided  into  eleven  spans 
of  250  feet  each,  resting  upon  concrete  filled,  cast-iron  cylinders  8 
feet  8  inches  in  diameter.  Some  of  them  require  to  be  sunk  to  a 
depth  of  70  feet  below  low  water,  making  the  total  length  of  col* 
umn  139  feet.  The  superstructure  of  this  bridge  is  formed  of  ordi- 
nary wrought-trussed  girders,  with  cast-iron  top  member.  In  ad- 
dition to  the  bridge  itself,  approaches  three  miles  in  length  are  also 
required,  principally  formed  of  trestle  work. 

Action  has  also  been  taken  in  the  matter  of  the  Cornwall  Bridge, 
to  cross  the  Hudson  river,  about  40  miles  above  New  York  City. 
The  total  length  of  this  work,  with  approaches,  will  be  2500  feet, 
the  clear  span  1600  feet,  the  same  as  that  of  the  East  river  bridge, 
and  the  height  of  towers  280  feet.  The  platforms,  railroad  and 
passenger,  would  be  carried  by  wire  cables  (70,300  miles  of  wire 
would  be  required,)  upon  Mr.  Roebling\s  system,  and  the  estimate 
of  the  whole  work  is  500,OOOZ.  The  main  object  attained  by  this 
bridge  would  be  the  transfer  of  the  vast  coal  traffic  of  the  Hudson 
river  to  the  railway  companies  between  Pennsylvania  and  the  New 
England  States. 

Last  January,  a  new  bridge  across  the  Niagara  river,  about  half  a 
mile  below  the  Falls,  was  opened  for  general  traffic.  This  work  was 
erected  by  Mr.  Samuel  Keefer,  for  the  Clifton  Suspension  Bridge 
Company,  under  two  Charters,  one  from  the  State  of  New  York 
and  one  from  Canada.     The  total  authorized  capital  was  $-400,000. 

This  magnificent  bridge  spans  the  gorge  of  the  Niagara  river, 
where  its  depth  is  180  feet,  and  its  rocky  sides  rise  up  some  80  feet 
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to  the  level  of  the  table  land  above.  The  span  between  the  points 
of  suspension  is  1268  feet  4  inches,  and  the  deflection  of  the  cables 
in  the  centre  is  90  feet.  The  towers  are  100  feet  in  heighth,  built 
of  white  pine,  and  disposed  in  pairs,  each  of  the  form  of  a  trunca- 
ted cone,  28  feet  square  at  the  base,  and  4  feet  square  at  the  top. 
The  towers  are  placed  13  feet  apart  (in  the  clear)  at  the  base,  and 
they  arc  braced  together  at  intervals  for  their  whole  height.  Two 
cables  carry  the  platform  over  the  towers,  where  they  are  42  feet 
a})art,  converging  to  12  feet  apart  at  the  centre  of  the  bridge.  Each 
cable  is  composed  of  seven  ropes,  twisted  from  seven  strands,  and 
every  strand  contain^  nineteen  wires  "155  inch  in  diameter.  All  the 
wires  in  the  cables  were  drawn  in  one  length,  so  that  the  cables  are 
without  splice  or  weld  from  end  to  end. 

The  platform  is  supported  by  a  combination  of  diagonal  and 
vertical  rods;  of  the  former  there  are  48  in  all,  reaching  from  the 
towers  half  way  to  the  centre  of  the  bridge.  They  are  formed  of 
wire  rope  varying  in  diameter  from  4J  to  3  inches,  according  to 
their  position.  The  vertical  suspenders  are  also  of  wire  rope  f  of 
an  inch  diameter,  and  placed  at  intervals  of  5  feet.  There  are  alto- 
gether 480  of  these,  representing  an  aggregate  strength  of  4,800  tons. 
In  addition  to  these  supports  54  guys  are  introduced  to  steady  the 
platform,  of  these  28  are  on  the  up-stream  and  26  on  the  down- 
stream side.  These  extend  nearly  to  the  centre  of  the  bridge  and 
are  moored  into  the  rocks  on  each  side.  The  roadway  is  stiflFened 
by  a  light  wood  andiron  longitudinal  truss,  6  feet  6  inches  deep,  and 
going  down  2  feet  6  inches  below  the  platform  level.  Transverse 
floor  beams  of  pine,  bolted  together  in  pairs,  and  placed  in  groups 
at  intervals  of  5  feet,  rest  upon  the  longitudinal  girders,  and  upon 
these  is  placed  the  flooring,  formed  of  two  thicknesses  of  pine  li 
inch  thick. 

In  Philadelphia  a  new  bridge  across  the  Schuylkill  has  been  set 
in  hand,  with  two  platforms,  the  one  to  remove  the  railway  from 
the  level  of  the  streets  through  which  it  ran,  to  the  infinite  incon- 
venience of  the  street  traffic,  and  the  other  to  effect  an  improved 
communication  between  the  large  streets  of  the  city.  When  com- 
pleted, this  bridge  will  have  a  clear  span  of  340  feet  and  a  depth  of 
truss  of  35  feet.  The  work  is  being  carried  out  by  Mr.  J.  H.  Liu- 
ville,  of  Philadelphia. 

On  the  New  Haven,  Middletown,  and  Willimantic  Railroad,  be- 
tween New  York  and  Boston,  a  bridge  to  span  the  Connecticut  has 
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been  decided  on.  Its  total  length  is  1248  feet,  and  two  of  the  spans 
will  be  formed  to  swing,  with  openings  of  160  feet  each.  The  clear 
headway  above  the  water  is  42  feet  and  the  depth  of  the  truss  is 
20  feet. 

At  the  beginning  of  last  year  an  important  bridge  over  the 
Mississippi,  at  Dubuque,  Iowa,  was  opened  for  the  accommoda- 
tion of  the  Union  Pacific  Eailroad.  Its  total  length  is  1760  feet, 
divided  into  seven  spans,  the  principal  of  which  is  a  swing  360  feet 
long,  and  turning  on  a  centre  pier  20  feet  in  width.  This  bridge 
was  constructed  by  the  Keystone  Bridge  Company,  of  Pittsburg, 
in  less  than  eight  months. 

Lastly,  among  American  bridges  of  the  past  year,  we  may  men- 
tion the  great  work  across  the  Missouri  river  at  Kansas  City,  de- 
signed and  erected  by  Mr.  O.  Chanute,  and  representing  one  of  the 
most  successful  examples  of  bridge  construction  in  America.  The 
total  length  of  the  bridge  is  1387  feet,  divided  into  seven  spans,  one 
of  which  is  a  draw  span  363  feet  in  length.  Besides  the  bridge  it- 
self, the  approaches  involved  the  construction  of  2360  feet  of  tres- 
tle work  viaduct.  We  have  so  recentiy  described  this  work,  that 
we  need  hardly  refer  to  it  again  in  any  detail ;  it  will  be  remem- 
bered that  the  great  difficulties  lay  in  the  foundations,  and  that  the 
rapid  current,  the  impetuous  floods,  and  the  ever  shifting  bottom, 
brought  about  some  failures,  and  necessitated  an  almost  unprece- 
dented amount  of  skill  and  care  on  the  part  of  the  able  engineer 
to  whom  this  work  was  entrusted. 

At  home,  with  two  notable  exceptions,  we  have  but  little  to  show 
for  the  past  year's  work  in  bridge  construction. 

At  Halifax,  a  cast-iron  arched  bridge,  in  two  spans,  by  Mr.  John 
Fraser,  of  Leeds,  has  been  completed ;  the  openings  are  each  160 
feet,  with  a  rise  of  16  feet.  The  architectural  effect  of  this  bridge 
is  good,  the  spandril  filling  and  parapet  well  designed.  It  will  be 
remembered  that  we  illustrated  and  described  this  work  in  May 
last.    (See  Engineering^  vol.  vii.,   p.  299). 

The  two  great  metropolitan  bridges  have  been  finished  this  year 
^the  Holborn  Viaduct  and  Blackfriars-bridge ;  of  these  detailed 
accounts  and  engravings  will  be  found  in  Engineering^  of  the 
former  in  vol.  vii.,  page  407,  and  of  the  latter  in  vol.  viii.,  page  310. 

At  the  Woolwich  Arsenal,  the  pier  designed  by  Mr.  J.  W.  Qro- 
ver,  for  the  shipping  and  unshipping  of  guns,  is  in  progress.  This 
pier  has  a  total  length  of  328  feet,  divided  into  six  spans  of  48  feet 
Vol.  LIX.— Third  Sieibs.— No.  2.— February,  1870.  14 
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each.  The  width  of  the  platform  is  22  feet  6  inches,  and  the  size 
of  the  pier  head  is  40  feet  by  50  feet.  A  30  ton  crane,  resting  upon 
a  7  feet  diameter  cylinder,  is  placed  at  the  end  of  the  pier.  The 
cost  of  this  work  will  be  10,000Z. 

The  proposition  for  the  widening  of  London-bridge  has  been  se- 
riously discussed  during  the  past  year,  and  many  schemes  have 
been  submitted  to  the  consideration  of  the  Common  Council.  Of 
these  we  need  only  say  that  not  one,  which  proposes  to  add  con- 
siderably to  the  width  of  the  platform,  whether  by  cantilevers,  or 
girders  placed  alongside  the  existing  structure,  at  all  fulfils  the  re- 
quirements of  the  case.  It  is  not  likely  that  any  action  would  be 
ever  taken  to  carry  out  alterations  which  would  mar  the  bridge 
entirely ;  but  it  is  an  additional  security  that  the  foundations  of 
London-bridge  have  all  their  work  to  do  in  carrying  the  structure 
as  it  at  present  stands,  and  that  any  additional  load  could  not  be 
safely  applied.  Meanwhile  attention  is  turned  towards  the  practi- 
cability of  making  Southwark-bridge  convenient  for  ordinary  pass- 
enger transit,  and  by  so  doing  to  divert  part  of  the  London-bridge 
traffic. 

A  new  bridge  across  the  Thames  at  Wandsworth  has  recently 
been  proposed,  and  will  doubtless  be  decided  upon.  The  design, 
liowever,  has  not  yet  been  prepared. 

Finally,  we  may  refer  to  the  Pons  Asinorum,  or  Boutet's  bridge, 
designed  to  cross  the  channel  between  Dover  and  Calais  in  any  num- 
ber of  spans  desired,  and  comprising  besides,  the  advantages  of 
houses  of  refuge  at  the  piers  for  shipwrecked  mariners  and  such 
like.  This  bridge,  we  need  hardly  remind  our  readers,  is  desigaeil 
upon  the  novel  and  scientific  principle,  that  if  you  stretch  a  single 
cable  as  far  as  it  will  possibly  go  without  rupture,  and  then  a  little 
farther,  it  will  break;  but  if  you  put  half  a  dozen  such  cables  to- 
gether, you  obtain  an  infinitely  strong  foundation  whereon  to  con- 
struct. But  Boutet  has  not  yet  revealed  the  secret  whereby  he 
stretches  cables,  not  only  until  they  cease  to  sag,  but  have  a  con- 
siderable camber. 


Oxide  of  Manganese  has  been  used  in  England  for  lining  pud* 
dling  furnaces.  During  the  finishing  of  the  metal,  the  manganese, 
is  said  to  separate  in  the  form  of  silicate,  carrying  with  it  other 
impurities,  such  as  phosphorus  and  sulphur. 


Digitized  by 


Google 


Tron  Trnss  Bridfjcs  for  ttailroads.  107 

RAILROAD  BRIDGES. 

Iron  Truss  Bridges  for  Railroads,     By  Brevet  Col.  W.  E.  Merrill. 

Published  by  D.  Van  Nostrand,  N.  Y. 

In  these  days,  it  is  certainly  not  from  the  lack  of  published  ma- 
terial, that  the  action  of  strains  in  engineering  constructions  is 
not  thoroughly  understood  by  all  members  of  the  profession,  and 
this  is  especially  true  of  Trussed  Girder  Bridges.  Ten  years  since 
there  was  very  little  literature  on  the  subject,  and  there  were  but 
few  engineers  at  that  time  well  versed  in  this  interesting  branch  of 
the  profession.  It  is  true  Mr.  Whipple's  original  essays  were  pub  - 
lished  about  1847,  but  the  edition  was  small,  and  being  published 
by  himself,  they  had  not  the  notoriety  or  authority  they  would 
have  had  if  brought  before  the  profession  in  a  more  public  manner. 

However,  a  sufficient  number  found  their  way  into  competent 
hands,  and  have  been  productive  of  some  of  the  best  engineering 
practice  of  the  present  day. 

The  practical  application  of  the  principle  of  the  lever  to  the  dis- 
cussion of  strains,  the  economy  of  using  braces  at  45  degrees,  are 
some  of  the  points  beautifully  developed  by  Mr,  Whipple.  Four  or 
five  years  after,  Bow  in  England,  and  Ilaupt  in  this  country,  pub- 
lished works  on  the  subject.  The  former  treating  the  subject  much 
like  Mr.  Whipple,  and  covered  in  an  unusually  clear  manner  the 
action  of  strains  in  almost  every  form  of  bracing.  Mr.  Haupt's  book, 
excellent  in  many  respects,  was  not  as  concise  or  easy  of  applica- 
tion as  either  of  the  above,  and  was  particularly  muddy  in  the  con- 
sideration of  the  action  of  variable  loads. 

He  adopted  the  principle  of  moments  for  estimating  the  horizon- 
tal strains,  and  as  wooden  bridges  were  more  particularly  considered, 
only  the  centre  section  entered  the  calculations.  The  principal 
value  of  the  work  lay  in  the  analysis  and  descriptions  of  various 
bridges  on  the  Pennsylvania  Eailroad,  mostly  built  by  the  author. 
There  was  little  or  nothing  bearing  upon  iron  bridges.  Prof.  Ean- 
kine's  work  on  Civil  Engineering  soon  after  appearing,  still  further 
discussed  in  his  keen  analytical  manner,  the  strains  on  bridge  girders 
in  methods  which  for  the  most  part  are  simple  in  their  application. 
These  works,  in  connection  with  Edwin  Clark's  great  treatise  on  the 
Menai  and  Conway  tubes,  covered  the  ground  so  completely  that  a 
careful  student  need  but  to  master  them,  to  make  himself  thoroughly 
acquainted  with  the  subject.  We  have  really  nothing  new  in  sub- 
stance at  this  present  time,  although  several  valuable  pamphlets 
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and  treatises  have  been  published  from  time  to  time,  mostly  differ- 
ing from  each  other  in  plan  and  arrangement.  The  "  Theory  of 
Strains,"  in  2  Vols.,  by  Stoney,  are  all  that  could  be  desired,  and 
form  a  most  complete  treatise  on  the  subject  he  discusses.  It  is  a 
standard  work  in  every  respect.  Mr.  Unwin's  "  Iron  Bridges  and 
Eoofs  "  is  another  excellent  work,  particularly  valuable  in  his  re- 
marks upon  the  designing  of  details  of  construction.  And  in  our 
summing  up  of  standard  books  on  this  branch  of  engineering 
literature,  we  must  not  forget  Mr.  Humber's  last  contribution, 
the  "  Handy  Book  of  Strains,"  a  book  that  should  find  a  place  on 
every  office  table,  wherein  he  develops  the  rapid  method  of  com- 
puting strains  by  graphical  construction,  supplemented  by  simple 
but  accurate  formulsB.  Then,  again,  we  have  among  pamphlets, 
Mr.  Shaler  Smith's  "  Comparative  Analysis  of  the  Fink,  BoUman, 
Murphy  and  Triangular  Trusses,"  published  in  I860,  whicli  has 
met  with  deserved  favor,  for  the  common  sense  with  whicTi  lie  has 
treated  his  subject,  basing  his  analysis  upon  that  of  Mr.  Whipple, 
which  has  not  been  excelled  for  rapidity  of  application  or  accu- 
racy of  results.  We  do  not  profess  to  have  mentioned  all  the  pub- 
lished material  on  this  subject,  but  were  induced  to  thus  preface 
what  we  have  to  say  in  reference  to  Col.  Merrill's  book,  from  his 
opening  remark,  that  he  "  labored  under  great  difficulties  from  in- 
ability to  procure  clear  and  simple  instructions  how  to  calculate 
strains  in  trusses,"  &c.,  and  again,  on  page  11,  **  Though  much  dis- 
cussion has  been  given  to  arches  of  all  kinds,  but  few  engineers 
have  taken  the  trouble  to  work  out  thoroughly  and  carefully  the 
problem  of  truss  hridges^  We  venture  to  say  that  more  engineers 
will  undertake  to  correctly  proportion  and  carry  out  a  truss  bridge, 
than  an  arch  of  a  span  beyond  an  ordinary  culvert.  We  suppose 
our  author  refers  to  West  Point  Engineers,  with  whom  the  pro- 
blem of  the  arch  is  all  important,  and  to  Captain  Woodbury's  paper 
on  the  subject,  published  by  the  department.  We  have,  indeed, 
plenty  of  theory  on  the  arch,  in  which  so  many  uncertain  elements 
are  forced  on  us  from  the  nature  of  the  problem,  that  after  all  the 
construction  of  them  is  largely  empirical. 

However,  be  that  as  it  may,  our  author  has  done  injustice  to  a 
long  list  of  able  authors,  as  the  above  remarks  indicate.  His 
book  bears  witness  to  great  industry,  and  abounds  in  mathematical 
discussions,  showing  a  fondness  for  that  subject.  In  his  chapter  on 
the  action  of  strains,  we  find  the  old  story  of  the  composition  and 
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resolution  of  forces,  much  better  told,  by  the  way,  in  almost  any 
of  the  authorities  quoted  in  the  first  part  of  this  article.  On  page 
23  we  find  a  new  element  introduced  into  the  calculations,  which 
he  calls  "  extra  strains,"  and  which  is  brought  down  to  a  very  fine 
point.  The  idea  is  based  on  the  assumption,  that  inasmuch  as  cast 
iron  top  chords  are  for  obvious  reasons  cast  in  panel  lengths,  it  is 
mechanically  impossible  for  the  ends  to  be  so  faced  as  to  give  ad- 
joining sections  perfect  contact,  **  causing  sagging  in  some  places, 
and  a  tendency  to  rise  in  others,"  which  is  peculiarly  the  case  in 
the  "Fink  and  Bollman  Bridges,"  especially  the  latter,  where  it  is 
necessary  to  have  panel  posts  and  ties  at  intervals  merely  to  sup- 
port the  top  chords.  He  then  proceeds  to  make  the  exact  figures 
for  this  extra  strain.  In  order  to  do  this  it  is  assumed  that  in 
all  bridges  to  be  afterwards  examined  "that  the  top  chords  are 
equal,  a  difference  in  strain  being  met  by  a  difference  in  thickness, 
and  that  the  panel  lengths  are  the  same  in  all."  The  uniform  ra- 
dius of  top  chord  is  taken  at  9  inches  for  a  200  feet  span,  (just 
fancy  for  that  span  a  chord  18  inches  in  diameter !)  the  panel  length 
being  12  feet  9  inches.  The  hypotenuse  of  the  triangle  (sides  9 
inches  and  150  inches)  is  then  computed,  which  "  represents  the  com- 
pression on  the  segment  of  the  top.  The  downward  tendency  in 
this  case  would  evidently  be  x^Q'-^  ^^  iV  *^®  compression  on  the 
segment."  In  these  days  of  workshop  tools,  if  all  bearing  surfaces 
did  not  come  together  true  after  facing,  it  would  be  owing  to  gross 
carelessness.  This  extra  strain  is  entirely  suppositious  on  the 
author's  part,  and  practically  cannot  exist,  in  any  of  the  work 
turned  out  of  our  best  engineering  firms,  as  an  inspection  of  their 
mode  of  construction  will  show.  The  introduction  of  its  consider- 
ation in  the  analysis  of  strains,  is  unwarranted  by  the  facts,  and  we 
take  it  to  be  a  purely  imaginary  quantity,  which  we  can  safely 
eliminate,  without  any  fear  of  our  work  falling  down. 

On  page  25  the  author  commences  a  most  elaborate  discussion  of 
Hodgkinson's  experiments  on  cast  iron  pillars,  and  his  formulae  are 
put  through  a  course  of  mathematical  jugglery,  bewildering  to  fol- 
low. It  is  stated  that  we  must  obviously  use  the  round  end  for- 
mula for  bridge  struts,  probably  having  in  his  mind  the  details  of 
construction  used  by  Mr.  Post  in  his  bridges,  where  the  struts  as 
well  as  ties  terminate  in  eyes  at  either  end,  and  thus  have  a  pin 
connection.  It  is  usual  and  practically  correct  to  regard  the  struts 
as  having  one  end  rounded  and  one  end  flat,  in  computing  their 
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strength,  in  all  bridges,  so  far  as  we  know,  the  above  exception 
being  the  only  one  at  present  before  our  mind.  We  believe  the 
formula  as  given  by  Messrs.  Hodgkinson  and  Gordon,  are  simpler 
than  those  recommended  by  Col.  Merrill,  and  will  be  continued  in 
use,  until  we  have  something  more  reliable.  They  are  both  empi- 
rical, and  as  the  latter  gives  smaller  results,  thus  erring  on  the  side 
of  safety,  it  is  preferred  by  engineers,  not  because  they  cannot  use 
logarithms  as  the  author  seems  to  infer.  The  most  incomplete  in- 
formation we  have  on  the  whole  subject  of  strength  of  materials, 
is  on  the  resistance  of  iron  in  the  form  of  struts  or  columns  to  com- 
pression. In  Van  Nostrand's  magazine  for  January  there  is  a  re- 
print of  a  paper  read  before  the  Institute  of  Civil  Engineers  (Lon- 
don), upon  the  shortcomings,  so  to  speak,  of  our  knowledge  on  this 
subject,  which  well  embodies  the  difficulties  we  at  present  labor 
under. 

We  need  sadly  a  series  of  experiments  upon  the  subject,  and  it 
is  to  be  hoped  that  before  long  some  one  of  our  professional  societies 
will  take  the  matter  in  charge,  and  settle  the  vital  questions  in- 
volved. Assuming  the  formulae  of  the  author  to  have  been  de- 
duced correctly,  we  are  at  a  loss  to  see  wherein  their  utility  lies, 
over  those  in  ordinary  use,  as  there  is  no  commensurate  gain  for 
^  the  trouble  of  applying  them.  The  engineer  actively  employed  in 
his  profession  is  forced  to  take  the  most  direct  means  of  arriving 
at  a  result,  consistent  with  accuracy,  and  cannot  select  that  formula 
as  best,  simply  on  account  of  its  beauty  in  a  mathematical  point  of 
view,  which  view  is  always  gauged  by  the  difficulty  of  comprehen- 
sion to  ordinary  mortals.  We  do  not  say  this  especially  with 
reference  to  the  book  before  us,  although  it  has  called  forth  the  re- 
mark, but  because  the  tendency  of  many  writers  is  to  invest  with  a 
halo  of  mystery  a  subject  that  might  be  readily  understood  if  put 
in  plain  English. 

There  are  very  few  engineers  with  ordinary  mathematical  acquire- 
ments but  who  could  apply  either  Hodgkinson's  or  Gordon's  for- 
mulae,  and  who,  if  dependent  on  the  methods  recommended  by  our 
author,  would  find  themselves  rather  involved.  Mosely's  Mechanics 
is  an  elegant  exposition  of  the  subject,  but  who  ever  heard  of 
any  of  his  formuhe  being  applied  in  the  shape  he  leaves  them, 
unless  perhaps  the  formula  for  the  deflection  of  beams.  In  fact,  we 
doubt  if  one  engineer  in  fifty  could  understand  him,  letting  alone 
the  application  of  any  of  his  formulas  to  design.     Gen.  Morin's 
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Mechanics,  on  the  other  hand,  is  a  common  sense  treatment  of  the 
subject,  written  with  a  view  to  use,  and  to  that  practical  end,  his 
reasoning  in  the  main  can  be  followed  by  the  merest  tyro  in  me- 
chanics, and  require  no  **  advanced  "  mathematics.  Even  the  for- 
mulae for  weights,  in  the  case  of  struts,  involve  the  use  of  logarithms, 
and  although  logarithms  are  valuable  in  their  place,  they  involve 
the  use  of  tables  and  take  more  time  than  would  be  required  in 
figuring  the  usual  way.  Engineering  constructions  do  not  require 
the  accuracy  of  astronomical  calculations,  and  were  it  not  for  the 
occasional  occurrence  of  a  mixed  power,  as  in  Hodgkinson's  for- 
mulaB,  it  would  not  make  much  difference  if  the  engineer  never  saw 
a  logarithmic  table,  after  leaving  college. 

Leaving  now  our  author's  formulas  upon  **  columns "  to  those 
who  enjoy  and  appreciate  ingenious  transformation  and  mathema- 
tical skill,  we  come  to  a  comparison  of  various  trusses.  The 
trusses  considered,  are  the  "Fink,  Bollman,  Jones  or  Howe,  Mur- 
phy, Whipple,  or  reversed  Howe,  Post,  Triangular,  Linville  or 
Pratt."  To  this  nomenclature  we  object.  In  the  first  place  we 
cannot  understand  why  a  Howe  Bridge,  made  in  iron,  should  be 
called  a  "  Jones  "  truss.  Such  bridges  were  in  use  years  back  on  the 
Pennsylvania  Kailroad  near  Philadelphia,  and  have  answered  a 
good  purpose.  Calling  the  Murphy  Whipple  a  reversed  Howe, 
was  an  idea  probably  taken  from  Mr.  Smith's  able  pamphlet,  before 
referred  to,  whose  system  of  diagrams,  by  the  way,  our  author 
has  judiciously  adopted.  We  have  before  us  a  bridge  built  by  Mr. 
Murphy  on  the  Lehigh  Valley  Eailroad  near  Allentown,  some- 
where about  1860,  (we  think  before,)  showing  the  principle  first 
recommended  by  Mr.  Whipple,  viz.,  vertical  posts,  and  diagonals 
at  45°.  There  arc  two  sets  of  triangles  and  it  differs  from  Whipple's 
Bridges,  simply  in  arrangement  of  details  of  construction.  The 
same  is  true  of  the  Linville  Bridge  (whioh  is  not  a  Pratt)  being  no- 
thing more  than  our  old  friend  the  Whipple,  with  modernized  con- 
structive details,  and  a  wise  recognition  of  the  value  of  wrought 
iron  for  compressive  members. 

The  Pratt  Bridge  is  truly  a  reversed  Howe,  that  is,  verticals 
acting  by  thrust,  and  diagonals  by  tension.  Throwing  aside  the 
consideration  of  material  and  details  of  construction,  and  classifying 
the  trusses  analyzed  from  their  diagrams  or  principles  of  action, 
80  to  speak,  we  have  the  following: 

Howe,  Whipple,  Pratt,   (or  reversed   Howe,)  Bollman,  Fink, 
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Post,  Triangular.  These  are  in  order  as  the  various  systems  were 
introduced  into  this  country.  If  this  classification  is  departed  from, 
it  might  be  as  well  to  call  any  bridge  built  after  its  builder,  and 
if  persisted  in,  we  will  have  the  Smith  Bridge,  the  Brown  Bridge, 
(Jones  we  have,)  and  so  on  to  the  end  of  the  chapter. 

In  making  comparisons  of  bridges  as  to  economy,  it  is  customary 
to  estimate  the  line  diagrams,  and  then  throw  in  a  certain  percent- 
age for  joints  and  the  like.  This  will  often  mislead  judgment  to 
incorrect  results,  for  the  detals  of  construction  may  be  more  expen- 
sive in  one  mode  of  design  than  another,  which  would  not  show  in 
comparisons  as  usually  made.  As  a  rule  in  iron  work,  when  rec- 
tangular connections  are  departed  from  in  compressive .  members, 
extra  expense  is  involved,  as  in  the  Warren,  or  Triangular  girder, 
which  although  theoretically  more  economical  than  a  Whipple, 
proportioned  to  like  duty,  will  cost  more  to  practically  carry  out. 
Any  one  at  all  acquainted  with  shop  practice  can  readily  under- 
stand this ;  and  as  the  tendency  of  the  times  is  to  discard  cast  iron 
for  this  class  of  work,  and  substitute  wrought,  this  remark  has  par- 
ticular force.  It  may  be  worth  a  cent  a  pound  more  to  build  a  cer- 
tain style  of  bridge  over  another  style,  and  yet  both  bridges  may 
be  as  near  as  may  be  the  same  weight. 

In  comparing  his  trusses,  the  author  has  selected  but  one  circum- 
stance to  draw  his  conclusions  from,  and  that  is  that  of  the  through 
bridge^  the  most  disadvantageous  for  the  Fink  or  B oilman,  and  the 
most  advantageous  for  the  Post  Bridge  and  the  like.  The  result 
could  be  seen  beforehand  without  the  figures.  As  a  deck  bridge 
there  is  none  cheaper  than  the  Fink  as  far  as  material  goes,  and  its 
curve  of  deflection  is  necessarily  the  most  uniform  of  any.  In  ar- 
ranging the  weights  for  a  bridge  to  carry,  Col.  Merrill,  in  common 
with  Mr.  Smith,  breaks  up  the  weight  into  that  of  the  engine,  ten- 
der and  cars,  which  perhaps  for  spans,  say  150  feet,  may  make  an 
important  difference,  but  we  very  much  question  in  spans  over  150 
feet,  whether  the  extra  labor  involved  in  making  the  computations, 
is  compensated  by  any  saving,  over  an  assumed  rolling  load,  of  so 
much  per  foot,  and  an  extreme  panel  load  of  so  many  tons  per 
panel,  produced  by  the  engine. 

In  the  computations  we  first  discover  the  author's  mode  of  treat- 
ing the  "  counter,"  and  at  variance  with  the  best  practice  and  autho- 
rity, lie  assumes  it  to  have  the  same  positive  action  as  the  main 
braces,  and  transmitting  the  proportion  of  moving  load,  over  the 
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long  arm  of  the  lever.  This  requires  it,  then,  no  matter  what  the 
span,  to  be  run  out  to  the  end  panels,  and  to  have  a  sectional  area 
sufficient  to  carry  the  above  proportion  of  the  load  to  the  further 
abutment.  We  are  aware  that  Mr.  Post  does  this,  and  more,  for  after 
one  of  his  bridges  is  erected,  he  loads  them  with  the  maximum  load, 
and  while  thus  strained,  he  screws  down  all  his  counter-braces 
(then  relaxed).  A  permanent  strain  is  thus  kept  in  the  main  braces, 
any  passing  load  thereafter,  simply  relieving  his  counters.  This 
accounts  for  the  small  deflection  his  bridges  usually  have,  after 
being  handed  over  for  service.  The  idea  is  an  old  one,  and  origi- 
nated, we  believe,  with  Col.  Long,  who,  in  his  wooden  bridges,  used 
wedges  to  attain  the  same  end. 

In  this  way  the  deflection,  of  course,  is  kept  in  the  bridge,  and 
when  subjected  to  future  loads,  there  can  be  little  more,  which  (if 
it  exists  at  all)  is  due  to  the  elasticity  of  the  material  or  imperfect 
joints.  We  know  of  no  other  iron  bridge  where  this  mode  of  ap- 
plying the  counter-braces  is  in  practice. 

The  question  of  the  counter-brace  has  been  much  discussed,  and 
its  ofl&ce  well  established,  in  view  of  which  we  were  somewhat  sur- 
prised at  finding  in  the  treatise  before  us,  that  the  author  has  com- 
puted them  precisely  as  if  they  directly  carried  weights  to  the  far- 
ther abutment.  Provided  the  bridge  itself  was  devoid  of  weight, 
he  would  be  correct;  but  as  it  has,  the  counters  are  relieved  at 
each  panel  by  so  much  of  the  permanent  load  as  occurs  at  that 
panel.  In  long  span  bridges,  where  the  dead  load  is  large  in  pro- 
portion to  variable  load,  the  counters  are  of  real  use  only  for  a  few 
panels  on  either  side  of  the  centre  of  truss,  while  in  small  span 
bridges  they  may  be  required  at  every  panel  from  end  to  end. 
Usually  they  are  carried  one  or  two  panels  farther*  than  theory  re- 
quires for  stiffness,  and  only  in  those  cases  where  their  use  is  in- 
definitely understood,  are  they  carried  from  end  to  end  of  bridge, 
no  matter  what  the  span. 

The  remarks  upon  the  value  of  cast  iron  as  compared  with 
wrought  iron  for  compressive  members,  will  find  but  small  support 
from  most  engineers.  The  convenience  in  procuring  castings  leads 
many  engineers  to  adopt  it,  although  preferring  wrought  iron, 
which  requires  greater  skill  in  its  construction,  as  well  as  facilities 
possessed  only  by  the  largest  shops. 

For  railway  purposes  (except  a  few  instances)  wrought  iron  posts 
are  now  insisted  upon,  and  tenders  for  any  other  will  not  be  con- 
VoL.  LIX,— Thibb  Sxbies.— Ko.  2.— Fibruart,  1870.  15 
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sidcred.  Aud  the  conviction  is  so  strong  in  the  superiority  of 
wrought  iron  for  compressive  members  in  truss  bridges,  that  the 
above  restriction  is  frequently  made  to  cover  even  the  top  chord. 
This  arises  from  no  unfounded  prejudice,  as  a  proper  study  of  the 
physical  peculiarities  of  the  two  metals  will  develop. 

The  stiffness  of  a  bridge  is  usually  measured  by  the  amount  of 
deflection,  when  loaded  with  its  maximum  load,  and  the  more  nearly 
the  truss  recovers  itself  after  this  load  has  been  removed,  the 
more  perfect  is  the  mechanical  connections  of  the  parts  and  the 
elasticity  of  the  material.  Disregarding  any  imperfection  of  work- 
manship, the  deflection  is  due  to  the  shortening  of  the  top  chord, 
and  a  lengthening  of  the  bottom  under  the  strains  of  compression 
and  tension  caused  by  the  loading.  Were  the  material  perfectly 
elastic,  on  the  removal  of  the  load,  the  bridge  would  resume  its 
original  level. 

As  such  cannot  be  the  case  a  certain  permanent  deflection  or 
*'set"  is  left  in,  which  is  greater  or  less  according  to  the  material 
employed. 

Mr.  Edward  Clark's  experiments  show  that  wrought  iron  has  a 
remarkably  uniform  rate  of  elongating  and  shortening,  as  near  as 
maybe  ,  o,Vo^  of  its  length  for  every  ton  per  square  inch  put  upon  it, 
up  to  the  point  of  permanent  injury,  or  about  twelve  tons  per 
square  inch,  and  it  will  recover  its  normal  length,  on  removal  of 
the  pressure,  nearly,  if  not  quite  up  to  this  limit. 

Oast  iron,  on  the  other  hand,  changes  its  length  nearly  twice  as 
much  for  every  ton  of  imposed  load,  and  this  change  is  very  ir- 
regular, especially  after  a  load  of  about  four  tons  to  the  inch  is 
passed.  It  does  not  recover  itself  fully  after  the  load  is  removed, 
even  when  that  load  is  but  one  ton  to  the  inch.  These  properties 
are  sufficient  to  give  wrought  iron  the  preference  for  compressive 
members  in  bridge  construction,  without  taking  into  consideration 
the  fear  of  imperfect  castings,  or  in  the  case  of  long  posts,  the  extra 
weight  required  to  insure  any  kind  of  a  sound  casting,  and  to  make 
up  for  possible  floating  of  the  core,  cintlers,  bubbles  and  other  con- 
cealed flaws.  This  forced  excess  of  work  makes  a  wrought  iron 
post  to  come  cheaper  than  a  cast  iron  one,  and  also  gives  the 
bridge  less  weight  to  carry,  besides  resisting  a  tendency  to  flexure 
as  no  cast  iron  column  could  do. 

On  the  question  of  deflection,  this  peculiar  relation  of  the  setting 
properties  of  cast  and  wrought  iron  may  be  inferred.     The  former 
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kind  of  chord  beiDg  permanently  shortened  with  any  imposed  load, 
while  the  latter  possesses  the  capacity  of  recovering  its  length 
when  load  is  removed. 

The  consequence  is,  that  if  two  bridges,  one  having  a  top  chord 
of  cast  iron,  the  other  of  wrought,  and  assuming  workmanship  the 
best  of  its  kind  in  each,  the  latter  would  deflect  the  least.  Although 
we  never  have  had  the  opportunity  to  test  this  upon  actual  bridges, 
we  believe,  our  conclusion,  based  as  it  is  on  known  physical  facts, 
would  be  fully  borne  out  should  such  an  experiment  be  made. 

We  have  not  by  any  means  exhausted  the  points  of  superiority 
of  wrought  iron  over  cast,  in  the  condition  of  compressive  mem- 
bers in  bridge  trusses,  but  trust  that  sufScient  has  been  said  to  lead 
one  to  a  correct  judgment. 

Beturning  now  to  our  author,  he  sums  up  his  investigations  of 
trasses,  in  the  order  of  their  "  economy,"  in  pounds  of  metal,  com- 
puted simply  from  their  line  diagrams,  with  15  per  cent,  allowed 
for  piers,  nuts,  joints,  Ac,  the  same  allowance  as  made  by  Mr. 
Shaler  Smith.  As  an  interesting  comparison  we  place  in  juxta- 
position the  trusses  in  the  order  of  economy  for  through  bridges, 
according  to  Whipple,  Smith  and  Merrill. 


Smith.  Whipple.  Col.  Mbrrill. 


1  Triangular.  Whipple.  Post. 

2  Pratt  (called  Murphy)  Post.                           !  Triangular. 

3  Fink.  fioUman.                   |  Whipple. 

4  BoUman.  Fink.                         |  Pratt  (called  Murphy). 

5   Fink. 

6   '  Bollman. 

1  I 


We  cannot  forbear,  in  this  connection,  quoting  a  table  from  Mr. 
T.  C.  Clarke's  valuable  work  on  Quincy  Bridge  (published  in  the 
beginning  of  1869).  The  table  is  made  up  from  the  bill  of  mate- 
terial  required  to  construct  a  200-foot  span,  on  the  Post,  Triangu- 
lar and  Whipple  systems.  It  possesses  the  further  value  of  having 
been  taken  oft' the  drawings  handed  in  by  the  interested  parties  for 
the  above  great  bridge. 
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CaoRD  Ststkm.        Bkacino  Ststev.       i  Latkral  Ststem. 
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end  pedes- 
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o  r  bed 
plates. 
Weighti 
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pe  r  loot 
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It  will  be  noticed  from  this  that  the  two  last  use  less  material 
than  the  first  in  the  list,  except  in  the  item  of  floor  beams.  This 
is  owing  to  the  fact  that  the  design  of  the  Post  Bridge,  contem- 
plated the  use  of  9-inch  rolled  beams,  while  that  the  others  showed 
15-inch  beams,  the  difference  in  weight  of  such  beams  being  about 
20  pounds  in  every  foot. 

With  all  this  advantage,  the  totals  speak  for  themselves.  After 
all,  this  question  of  economy  in  bridges  is  one  of  dollars  and  cents, 
and  if  properly  proportioned  of  good  material  and  carefully  con- 
structed they  all  answer  a  good  end.  Our  preference  is  for  the 
AVhipple,  simply  because  it  is  more  easily  and  cheaply  constructed 
than  perhaps  any  of  the  others,  for  a  through  bridge,  besides  which 
it  requires  as  little  material  practically  as  any  of  them.  As  designed 
by  Mr.  Linville  it  is  a  handsome  bridge,  and  he  deserves  the 
thanks  of  the  profession  for  making  an  effort  to  combine  good  ar- 
chitectural effect  with  wrought  iron  construction.  The  Post 
bridges  are  excellent  ones,  but  are  not  handsome,  and  we  cannot 
agree  either  in  the  cast  iron  parts,  nor  the  form  of  strut  adopted. 
However,  they  stand  well  and  give  satisfaction,  so  far  as  we  know, 
to  those  using  them,  a  good  test  of  their  efficiency.  Even  he  is 
adopting  wrought  iron  in  his  more  recent  constructions,  whether 
from  conviction  or  because  railway  companies  require  it,  we  do  not 
pretend  to  say.  We  cannot  say  that  our  review  of  Col.  Merriirs 
book  is  a  brief  one,  but  we  admit  it  to  be  incomplete,  as  necessa- 
rily it  must  be  from  the  nature  of  the  subject. 

There  are  other  points  that  we  should  like  to  touch  upon,  but 
cannot  do  so  without  extending  this  article  beyond  an  appropriate 
limit.  Although  conscious  of  many  imperfections  in  our  treatment 


Digitized  by 


Google 


Belting  Facts  and  Figures,  117 

of  the  subject,  we  believe  that  we  have  been  fair  and  just,  and  had 
the  treatise  under  review  appeared  ten  years  since,  we  would  have 
been  less  critical.  As  it  is,  nothing  of  any  practical  importance 
has  been  added  to  our  stock  of  engineeiing  literature,  which  we 
are  sorry  to  say  of  any  book.  In  these  days  of  book-making  it  is 
pretty  difficult  for  one  to  discriminate  as  to  the  best  book  on  a  given 
subject,  so  many  have  good  titles,  but  only  lead  the  beginner 
astray,  either  through  incorrect  deductions,  or  through  a  mode  of 
treatment  that  makes  an  easy  subject  difficult.  A.  P.  B. 


BELTING  FACTS  AND  FIGURES. 

By  J.  H.  Cooper. 
(CoDtinued  from  page  29.) 

Telodynamic  Transmission. 

For  the  following  we  are  indebted  to  the  interesting  "  Report  on 
Machinery  and  Processes  of  the  Industrial  Arts,"  by  F.  A.  P.  Bar- 
nard, LL.T).,  U.  S.  Commissioner  to  Paris  Universal  Exposition, 
1867. 

We  give  only  those  parts  which  add  new  facts  to  the  statements 
already  made  in  an  article  on  this  subject. 

**  The  wheels  are  made  as  light  as  is  consistent  with  strength, 
not  only  for  the  sake  of  reducing  the  inertia  of  the  moving  mass, 
and  the  friction  on  the  axes  to  a  minimum,  but  for  the  more  impor- 
tant object  of  diminishing  the  resistance  of  the  air.  It  can  hardly 
be  doubted  that  an  abandonment  of  spokes  entirely,  and  making 
the  pulley  a  plain  disc,  would  improve  essentially  the  performance 
could  discs  be  made  at  once  strong  enough  to  fulfill 
the  required  function  and  light  enough  not  mate- 
rially to  increase  the  friction.  It  will  be  seen  further 
on  that  the  resistance  of  the  air,  which  Mr.  Him  ad- 
mits to  be  equal  to  the  sum  of  the  other  resistances, 
is,  in  fact,  more  than  double  all  the  rest  put  together. 

"  This  figure,  which  is  a  half  size  cross  section  of  the 
rim  0  of  the  wheel,  represents  the  form  of  the  groove  into  which  the 
armature  B  of  gutta-percha  is  compacted,  and  upon  which  the  wire 
rope  A  rests.      The  dove-tail  enlargement  of  this  groove  at  the 
base  is  necessary,  not  merely  to  secure  the  gutta-percha  against 
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displacement  by  ordinary  causes,  but  to  prevent  its  being  detached 
by  centrifugal  force.  Mr.  Him  assumes  30  metres  per  second  to 
be  the  velocity  which  it  is  expedient  ordinarily  to  give  to  the 
circumference  of  the  wheel ;  but  he  has  carried  this  occasionally  as 
high  as  40  metres. 

At  30  metres  the  centrifugal  force  generated  at  the  circumfer- 
ence of  the  smaller  pulleys  of  2  metres  in  diameter,  will  be  between 
90  and  100  times  the  force  of  gravity,  and  at  40  it  will  be  nearly 
170  times  gravity.  That  is  to  say,  as  the  circumference  of  such  a 
wheel  measures  a  little  over  20  feet  around,  if  each  foot  of  this 
circumference  weighs  one  pound,  the  whole  will  be  dragged  in  all 
directions  with  this  last  velocity  by  forces  which  unitedly  will 
amount  to  nearly  If  tons.  It  is  on  this  account  that  Mr.  fiirn 
suggests  that  the  limit  of  30  metres,  had  better  not  be  overpassed, 
higher  velocities  endangering  the  destruction  of  the  wheel. 

**  The  invention  of  Mr.  Hirn  was  first  applied  in  the  transmission 
of  moderate  powers  to  moderate  distances.'* 

"  Instead  of  a  cable  there  was  used  in  the  beginning  a  band  of 
steel,  having  a  breadth  of  about  2i  inches,  and  a  thickness  of  n^jth 
of  an  inch.  This  presented  two  inconveniences.  In  the  first  place 
on  account  of  its  considerable  surface,  it  was  liable  to  be  agitated 
by  the  winds;  and,  secondly,  it  soon  became  worn  and  injured  at 
the  points  where  it  was  riveted. 

"  It  served,  however,  very  well  for  eighteen  months  to  transmit 
12  horse-power  to  a  distance  of  80  metres. 

"A  cable  was  then  substituted,  and  this  first  introduced  in  1852, 
is  still  in  good  condition. 

"  The  applications  have  been  made  for  the  most  part  in  France, 
and  in  the  department  in  which  the  invention  originated,  but  there 
are  some  notable  exceptions." 

"  In  the  great  government  manufactory  of  gunpowder  at  Okhta  in 
Russia,  which  was  destroyed  in  1864  by  explosion,  it  was  deter- 
mined in  the  reconstruction  of  the  works  to  erect  the  buildings  at 
such  a  distance  from  each  other  that  the  explosion  of  one  of  them 
should  not  involve,  as  happens  usually  in  such  cases,  the  ruin  of 
all  the  rest. 

"This  new  manufactory  which  went  into  operation  in  1867  is  com- 
posed of  thirty 'four  different  workshops  or  laboratories,  to  which 
motivef  power  is  transmitted  from  three  turbines,  having  a  total 
force  of  274  horse-power  along  a  line  nearly  a  mile  in  length. 
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Several  establishments  in  Germany  employ  it  for  distances  vary- 
ing from  350  to  1,200  metres.  An  officer  of  the  Danish  Navy  has 
made  one  application  of  it  on  a  line  of  1,000  metres,  and  at  the 
mines  of  Falun,  in  Sweden,  more  than  100  horse-power  is  trans- 
mitted by  it  to  a  distance  of  5,000  metres. 

"  The  cost  of  the  machinery  and  its  erection  is  estimated  at  5,000 
francs  per  kilometre,  exclusive  of  the  necessary  constructions  at 
the  termini,  which  will  require  an  additional  expenditure  of  25 
francs  per  horse-power.  In  the  case  of  100  horse-power  carried  10 
kilometres,  the  total  expense  will  therefore  amount  to  52,500  francs. 

"  For  its  practical  value,  this  invention,  simple  as  it  appears,  is 
one  of  the  most  important  that  has  presented  itself  in  the  Expo- 
sition, and  the  jury  have  shown  that  they  so  regard  it,  by  award- 
ing to  the  inventor  the  distinction  of  a  grand  prize." 

(To  be  continaed.) 


Suez  Canal. — The  latest  information  published  by  the  Official 
Journal  of  the  canal  gives  the  following  among  other  information. 
It  quotes  two  telegrams,  in  the  first  instance,  one  dated  Ismailia, 
December  27,  the  other  Port  Said,  December  30.  The  first  runs 
thus : — "  The  steamer  Stirling,  from  Glasgow,  of  800  tons,  arrived 
at  Port  Said,  and  proceeded  direct  for  Bombay,  the  voyage  through 
the  canal  having  been  performed  in  less  than  sixteen  hours.  Up- 
wards of  50  steamers  are  lading  in  different  ports  of  Europe  which 
will  pass  through  the  canal."  The  second  telegram  states  that  the 
engineers  report  that  the  state  of  the  canal  banks  presents  no  per- 
ceptible change  since  the  inauguration.  The  French  steamer  Malta, 
and  the  English  steamer  Eocket,  on  her  way  to  Shanghai,  have 
passed  the  canal.  At  Serapeum,  where  the  canal  was  too  shallow, 
it  has  been  deepened  to  19  J  feet,  and  there  remained  only  2  metres 
to  complete  the  whole  length  of  the  canal,  out  of  about  80  metres. 
To  gratify  the  impatience  of  the  shareholders  the  names  of  some 
of  the  largest  of  the  vessels  that  have  passed,  or  will  pass,  are  pub- 
lished, and  are  as  follows : — At  the  head  of  these  are  English  ves- 
sels :  the  Brazilian,  of  2,815  tons  register ;  the  Queen  of  the  South, 
2,097  tons ;  the  Mauritius,  2,160  tons ;  the  Port  Said,  898  tons ; 
the  Ismailia,  899  tons;  and  the  Bolivian,  2,815  tons.  The  vessels 
belonging  to  the  Ocean  Steamship  Company  are  to  pass  regularly 
through  the  canal. 
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ELECTRICAL  MEASUREMENTS. 

On  the  Atlantic  Telegraph  Cables  of  1865  and  1806.     By  the  Coast  Survey  expe- 
dition of  1866,  under  Dr.  B.  A.  Gould. 

[In  the  report  of  the  above  expedition  by  Dr.  Gould,  which  has 
just  been  published  in  the  Smithsonian  Contributions  to  Know- 
ledge, we  find  various  matters  of  interest  on  this  subject,  from 
which  we  have  made  the  following  extracts. — Ed.] 

From  the  beginning  it  was  part  of  my  design  to  arrange  and 
make  a  system  of  experiments  for  obtaining  general  answers,  so 
far  as  might  be  possible,  to  sundry  interesting  questions  to  which 
previous  investigations  had  aflfbrded  no  satisfactory  replies.  Among 
these  were — 

1.  The  character  of  the  agency  which  gives  the  telegraphic  sig- 
nal upon  the  closing  or  interruption  of  the  galvanic  circuit,  and 
the  route  by  which  its  transmission  is  effected. 

2.  The  influence  exerted  upon  the  conductor  by  using  the  earth 
as  part  of  the  circuit,  or  by  placing  the  complete  circuit  in  electri- 
cal communication  with  the  earth. 

3.  The  extent  to  which  tte  velocity  of  propagation  of  the  signals 
is  depeadent  upon  the  intensity  of  the  electromotive  force  and  upon 
the  resistance  of  the  conductor. 

4.  The  equality  or  difference  in  speed  of  the  signals  from  the 
positive  and  from  the  negative  electrode,  when  the  other  is  con- 
nected with  the  earth ;  as  also  the  relative  velocity  of  signals  given 
by  completing  and  by  interrupting  the  circuit. 

Of  course  it  was  not  to  be  expected  that  satisfactory  information 
could  be  obtained,  or  crucial  experiments  devised  regarding  all 
these  points ;  but  these  were  the  guiding  ideas  in  providing  for 
the  additional  experiments,  which  were  carried  out  with  the  friendly 
aid  of  the  gentlemen  of  the  telegraphic  staff  on  the  1st,  10th,  and 
16th  of  November. 

The  length  of  the  cable  of  1865  is  1896-5  nautical  or  2186  statute 
miles,  and  that  of  the  cable  of  1866  is  1851-6  nautical  or  2134  sta- 
tute miles.  Expressed  in  metric  units,  the  cable  of  1865  is  3518 
kilometers,  and  that  of  1866  is  3435  kilometers  long. 

In  each  cable  the  conductor  is  formed  by  six  copper  wires  twisted 
around  a  seventh  one.  It  has  a  diameter  of  0*147  inch  or  3*7  milli- 
meters ;  and  weighs  300  pounds  to  the  nautical  mile,  73*476  grams 
to  the  meter.  The  copper  was  guaranteed  by  the  manufacturers 
to  have  a  chemical  purity  of  85  per  cent.,  and  its  specific  conduct- 
ing power  (that  of  pure  copper  being  100)  was  found  by  test  to  be 
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98-1  for  the  cable  of  1865,  and  94-6  for  that  of  1866.  Its  specific 
gravity  as  determined  by  Mr.  Willoughby  Smith  was  8'90. 

The  electrical  tests  of  the  cables,  after  they  were  laid  and  in  com- 
plete working  order,  had  been  made  b^  Mr.  Latimer  Clark,  a  short 
time  previous.  They  gave  the  following  valaes,  expressed  in  terms 
of  the  standard  units,*  adopted  by  the  British  Association  for  the 
Advancement  of  Science,  and  which  promise  to  become  generally 
accepted,  as  a  peculiarly  convenient  system  of  electrical  measure- 
ment. 

The  cable  of  1865  gavef  a  resistance  of  4*01  ohms  to  the  knot ; 
the  "  insulation  "  or  resistance  of  the  coating,  being  2945  megohms 
to  the  knot;  and  the  electrostatic  capacity  0*8535  farad  to  the  knot, 
or  about  one  farad  to  each  8^  statute  miles. 

*  This  excellent  system  of  measures  is  derived  from  the  absolute  electrodynamic 
units  of  Weber,  by  multiplying  them  by  such  powers  of  10  as  shall  refer  them  to 
a  convenient  scale. 
The  unit  of  force/ is  that  force  whicb,  acting  during  1  mean  second  upon  a 

mass  weighing  1  gram,  would  impress  upon  it  a  velocity  of  1  meter  in  1 

second,     it  differs  from  the  meter'^gram,  which  is  the  force  requisite  for  lift' 

ing  a  gram  through  a  meter  in  a  second,  and  is  9-80668  f. 
The  unit  of  current  e  is  that  current  which  acting  through  1  meter,  at  1  meter 

distance  exerts  the  force/  upon  a  similar  current.    It  decomposes  about  92 

milligrams  of  water  in  each  cell  in  a  second,  consuming  about  one-third  of  a 

gram  of  line. 
The  unit  of  resistance  r  is  the  resistance  of  the  conductor  which  transmits  the 

current  c  in  1  second. 
The  unit  of  electromotive  force  e  is  the  tension  which  maintains  the  current  e 

with  the  resistance  r. 
The  unit  of  quantity  q  is  that  amount  of  electricity  which  flows  in  the  current  e 

during  1  second. 
These  measures,  '  absolute '  in  so  far  as  they  depend  only  upon  the  gram,  the 
meter,  and  the  second,  are  referred  to  convenient  scales  in  the  British  Associa- 
tion's system ;  the  measures  adopted  being  named  in  honor  of  eminent  discoverers 
in  electrical  science,  in  accordance  with  a  suggestion  of  Mr.  Clark. 
The  measure  of  electromotive  force  is  10*/,  or  one  hundred  thousand  times  the 

absolute  unit 

This  has  about  0*927  the  tension  of  a  DanielVs  cell,  and  is  called  a  volt 
The  measure  of  resistance  is  10^  r,  or  ten  million  times  the  absolute  unit. 

This  is  about  1-0456  times  the  unit  adopted  by  Siemens,  and  is  called  an  ohm. 
The  measure  of  quantity  is  10-*  9,  or  the  hundred  millionth  part  of  the  absolute 

unit. 

This  is  called  %  farad 
Consequently,  with  a  tension  of  one  volt,  and  a  resistance  of  one  million  ohms, 

the  quantity  of  electricity  would  be  one  farad  in  each  second. 
Moreover  since  the  volt-farad  is  10-'/.  7,  we  have  1000  volt-furads  =  the  abso* 

lute  unit  of  work ;  or  9808*08  volt-farads  per  second  =:  the  meter-gram. 
One  million  of  ohms  is  conveniently  designated  as  a  m*^ohm ;  and  one  million  of 

farads  as  a  megafarad. 

f  In  the  manufactory,  the  resistances  found  in  each  knot,  at  the  temperature  75° 
Fahr.  were  4*27  and  4*20  ohms,  for  the  two  cables  respectively ;  and  the  respective 
insulating  capacity  of  the  coverings,  849  and  842  millions  of  ohms  to  the  knot. 
These  data  show  an  increase  of  conducting  power  by  6  per  cent,  for  the  cable  of 
1855,  and  8  per  cent,  for  that  of  1866 ;  while  the  insulation  had  been  increased  in 
the  ration  of  8*44  and  7-13.  Hence,  we  may  roughly  infer  the  average  tempera-* 
tare  of  the  cables  to  be  not  far  from  5°  Centigrade  in  their  ocean  bed. 

Voi«  LIX.— Thiud  Sekim.— No.  2.— r«BRT7ART,  1869.  16 
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The  cable  of  1866  showed  for  each  knot  a  resistance  of  8*89 
ohms,  and  an  insulation  of  2437  megohms ;  the  electrostatic  ca- 
pacity being  essentially  the  same  as  in  the  other. 

Thus  we  have  in  the  cable  of  1865,  as  the  total  resistance  to  con- 
duction, about  7650  ohms ;  as  the  total  resistance  of  the  insulator 
1,505,000  ohms ;  as  the  total  electrostatic  capacity  about  670*4  fa- 
rads. In  the  cable  of  1866  the  total  resistance  is  about  7270  ohms ; 
the  total  insulation  1,316,000  ohms;  the  total  electrostatic  capacity 
654-5  farads. 

The  battery  employed  by  the  telegraph  company  was  composed 
of  what  are  known  as  Minotti's  cells ;  these  being  a  modified  form 
of  Danieirs,  in  which  the  zinc  rests  upon  a  column  of  wet  saw -dust 
at  the  bottom  of  which  is  a  layer  of  sulphate  of  copper,  and  a  cop- 
per disk  being  at  the  base  of  all.  My  friend,  Mr.  M.  G.  Farmer,  to 
whom  I  applied  for  information,  found  by  experiment  the  electro- 
motive force  of  one  of  these  cells  to  vary  from  0-76  to  0*95  volt, 
averaging  0*84  :  while  the  average  of  four  Daniell's  cells  of  ordi- 
nary construction  gave  0-928  volt.  Hence  he  estimates  that,  after 
the  full  strength  of  the  current  is  developed,  one  cell  should  give, 
upon  one  cable  with  earth-connection,  about  110  farads  in  a  second. 

The  experiments  made  for  measuring  the  velocity  of  signals  it 
will  be  well  first  to  describe  in  their  regular  order. 

On  the  night  of  November  1,  the  first  essays  were  made,  after 
the  use  of  an  electro- magnet  had  proved  hopeless;  but  owing  to 
numerous  difficulties  incident  to  first  trial,  only  a  few  signals  were 
exchanged.  These  were  made  by  employing  a  battery  of  twenty 
cells  at  Valencia,  having  its  positive  electrode  to  the  cable  of  1866, 
while  the  two  cables  were  connected  at  Newfoundland  without  bat- 
tery, and  the  signals  thence  were  given  by  alternately  breaking  and 
closing  the  circuit.  In  the  first  set  no  communication  was  made 
with  earth ;  18  signals  from  Valencia,  and  7  from  Newfoundland 
being  recorded  at  both  stations.  In  the  second  the  zincode  of  the 
battery  was  connected  with  the  ground  as  well  as  with  the  cable ; 
and  of  the  signals  thus  given,  13  from  Valencia  and  8  only  from 
Newfoundland  were  thus  recorded. 


Valencia. 


Newfoundland. 


Cable  of 
1866 


Gable  of 
1865 


On  November  10,  the  first  two  series  of  experiments  were  suc- 
cessfully made,  as  previously  arranged  in  the  programme,  except- 
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bg  that  during  the  second  series  the  Newfoundland  battery  remained 
without  change.  Valencia  using  4  cells,  and  Newfoundland  20. 
0|n  November  16  the  last  two  series  were  carried  out,  with  4  cells 
at  each  station. 

On  the  16th,  an  independent  series  of  experiments  was  also  insti- 
tuted by  causing  the  cables  to  be  connected  without  battery  at 
Newfoundland,  while  signals  were  given  and  observed  at  Valencia, 
with  resistances  of  various  amounts  introduced  in  the  circuit,  and 
with  variations  in  the  battery  power. 

The  first  question  to  be  investigated  is,  whether  the  positive  and 
negative  signals  were  transmitted  with  the  same  velocity.  For  de- 
ciding this,  no  knowledge  of  the  actual  time  of  transmission  is  requi- 
site, but  a  simple  comparison  of  the  records  of  the  same  signals  at 
the  two  stations  will  afford  an  answer.  This  comparison  gives  us 
the  interval  T—T^  (the  difference  of  the  time  indicated  at  the  same 
moment  by  the  two  clocks)  diminished  by  the  time  of  transmission 
in  the  case  of  signals  given  from  Valencia,  and  increased  by  this 
amount  for  signals  from  Newfoundland.  This  interval  is  a  meas- 
ure pf  the  longitude,  uncorrected  for  clock-errors  or  for  transmission- 
time  ;  but  for  our  present  purpose  its  absolute  magnitude  is  unim- 
portant, since  our  inquiry  is  answered  by  comparing  the  results 
deducted  from  positive  and  from  negative  signals  with  each  other. 
Any  excess  of  the  time  consumed  in  the  passage  of  either  class  of 
signals  should  manifest  itself  by  a  superior  value  in  the  measures 
of  the  temporary  clock-difference  derived  from  that  class,  when 
the  signals  are  sent  westwardly.  For  eastward  signals  the  reverse 
holds. 

It  had  been  intended,  as  will  be  seen  from  the  original  programme, 
to  measure  the  velocity  of  signals  while  the  batteries  at  both  ends 
were  included  in  the  circuit,  as  well  as  when  only  one  was  em- 
ployed ;  but  since  the  construction  of  the  signal-keys  rendered 
this  arrangement  dij£cult,  and  inconvenient  in  many  respects,  the 
plan  was  not  carried  out.  [Tabulated  results  are  here  given  from 
which  the  following  deductions  are  drawn.] 

It  is  manifest  that  if  wo  disregard  the  signals  given  from  Valen- 
cia while  the  zincode  was  connected  with  the  ground  on  the  10th 
November,  all  the  differences  are  of  an  order  of  magnitude  which 
justifies  the  assumption,  already  probable  from  theoretical  consider- 
ation, that  the  positive  and  negative  signals  travel  with  equal  ve-. 
locity  under  the  same  circumstances.  This  assumption  I  will 
therefore  make,  postponing  any  remarks  concerning  the  discordance 
manifested  on  the  10th  November. 

The  speed  of  the  two  kinds  of  signals  being  thus  taken  as  the 
same  under  similar  circumstances,  the  time  required  for  their  trans- 
mission is  easily  deduced,  being  one-half  the  difference  between  the 
measures  of  longitude  as  derived  from  the  records  at  the  respective 
stations.  The  weak  point  in  our  determination  is,  of  course,  the 
absence  of  any  automatic  record  of  signals  received,  but  the  con- 
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siderations  already  presented  in  the  chapter  on  Personal  Error  in 
Noting  signals  aftbrd  ground  for  confidence  that  the  uncertainty 
here  introduced  is  comparatively  small,  and  that  the  aggregate  per* 
sonal  error  of  the  two  observers  is  very  close  to  0'.606.  This  value 
is  adopted  in  the  present  investigation,  and  all  the  measurements 
hereinafter  recorded,  with  which  this  personal  error  is  merged, 
have  been  corrected  by  deducting  this  quantity.  [Several  tabulated 
series  of  results  for  time  of  transmission  here  follow.] 

Let  us  now  consider  the  experiments  made  without  anv  earth- 
connection  whatever,  and  first  those  of  November  5  ana  16,  on 
which  occasions  the  battery-power  at  the  two  stations  were  the 
same.  Each  station  sent  signals  with  a  battery  of  8  Minotti's 
cells  on  the  5th,  and  4  on  the  16th,  receiving  them  with  its  battery 
disconnected.  The  circumstances  at  the  two  stations  were  as  near- 
ly identical  as  possible,  and  the  mean  interval  consumed  in  the 
transmission  of  the  signals  appears  to  have  been  0'.29  on  the  former 
and  0*26  on  the  latter  occasion. 

With  a  battery  of  3  Minotti's  cells,  each  possessing  a  tension  of 
0-84  of  a  volt,  and  incapable  of  generating  more  than  110  farads  to 
the  second  when  circuit  was  made  through  earth  and  one  cable 
only,  the  maximum  permanent  current  would  not  exceed  168  farads 
in  the  joined  cables,  and  to  develop  nine-tenths  of  this  current 
more  than  1 J  second  would  be  needea.  With  3  Daniell's  cells  the 
maximum  current  would  not  exceed  185  farads.  Assuredly  we 
cannot  suppose  that  in  the  lapse  of  three-tenths  of  a  second,  when 
not  more  than  one-seventh  of  this  current  had  been  developed  at 
the  farther  station,  this  battery  could  have  charged  the  two  joined 
cables,  each  of  which  possessed  an  electrostatic  capacity  of  more 
than  650  farads.  Hence  the  impulse  upon  which  the  transmission 
of  the  signal  depends  must  have  been  propagated  along  the  con- 
ductor bv  some  other  means  than  by  charging  its  successive  parts 
electrically ;  %.  e.,  fully,  and  in  the  ordinary  sense  of  this  expression. 
The  30  farads,  more  or  less,  which  could  have  been  generated  be- 
fore the  signal  arrived  at  the  distant  extremity  of  the  cables,  would 
have  been  consumed  in  charging  the  first  six  or  seven  hundredths 
of  the  conductor. 

During  my  stay  in  Valencia,  messages  were  effectually  and  dis- 
tinctly transmitted  in  each  direction  by  the  use  of  an  electromo- 
tor formed  by  a  small  percussion-cap  containing  moistened  sand, 
upon  which  rested  a  particle  of  zinc.  The  current  here  evolved 
could  scarcely  have  amounted  to  more  than  six  or  seven  farads,  bo 
that  nearly  two  minutes  would  have  been  requisite  for  charging 
one  cable  ;  yet  the  transmission-time  was  certainly  small,  although 
it  was  not  definitely  measured. 

The  experiments  without  earth-connection  on  November  6  and 
9,  differed  from  those  of  the  5th  and  6th,  only  in  that  the  Newfound- 
land battery  consisted  of  ten  cells  instead  of  the  same  number  as 
was  employed  at  Valencia.     The  mean  times  of  transmission  were 
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respectively  0''25  and  0'-24,  indicating  an  increase  of  speed  with 
the  increase  of  electromotive  power.  And,  so  far  as  the  experit- 
raents  on  these  four  days  are  concerned,  we  might  infer  that  on  the 
complete  metallic  circuit  formed  by  the  two  cables,  the  time  for 
transmitting  the  signals  through  about  3475  kilometers,  or  2160 
statute  miles,  was  not  far  from  0'-29  for  a  battery  of  8  cells,  0"-26  for 
one  of  4  cells,  and  0'*216  for  one  of  10  cells. 

On  the  other  hand,  the  average  transmission-time  for  signals  sent 
b^  a  current  induced  in  a  single  cable,  by  means  of  a  "  condenser  " 
with  a  battery  of  10  cells,  was  0*"31  on  the  25th,  and  0"-34  on  the 
28th  October ;  the  mean  interval  for  these  two  days  being  0*-328. 
Each  of  the  condensers  used  possessed  an  electrostatic  capacity  of 
about  20  farads ;  so  that  with  a  tension  of  10  cells,  or  8*4  volts, 
their  capacity  would  be  not  far  from  168  farads,  or  equal  to  that  of 
about  690  miles  [945  kilometers]  of  cable — in  other  words,  a  little 
more  than  one-quarter  of  the  capacity  of  one  whole  cable. 

On  November  16th  all  the  arrangements  seem  to  have  been  cor- 
rectly made,  each  battery  consisting  of  4  cells,  and  the  earth-con- 
nections  at  both  stations  being  made  with  the  zincodes  in  the  second 
experiment,  and  with  the  middle  of  the  batteries  in  the  third. 

In  the  former  case,  all  the  positive  signals  found  earth  at  the 
other  extremity  of  their  respective  cables  without  affecting  the 
second  cable  at  all,  and  therefore  without  manifesting  themselves 
upon  the  galvanometer  at  the  distant  station  ;  while  negative  sig- 
nals, which  differed  from  the  positive  ones  only  by  the  interchange 
of  the  cables  used  for  the  respective  electrodes,  were  of  course  re- 
ceived and  recorded.  Thus  we  have  on  this  occasion  only  the 
"negative"  signals;  i,  c,  those  in  which  the  platinodes  went  to  the 
cable  of  1866  at  Valencia,  and  to  that  of  1865  at  Newfoundland. 

In  the  latter  case  the  effect  of  the  arrangement  would  be  to  sub- 
stitute two  circuits  (each  consisting  of  one  cable  with  two  cells  at 
each  extremity  and  earth  connections),  for  the  one  circuit,  formed 
by  a  cable  with  four  cells  at  the  signal-giving  station  and  with  earth- 
connections  ;  were  it  not  that  a  very  small  portion  of  each  of  the 

Vtlencia.  KewfoundlaDd. 


Cable  of 
1866 


Cable  of 
1865 


two  first-named  circuits  is  common  to  the  two,  being  formed  by  the 
piece  of  metal  which  unites  the  short  circuit  of  the  local  battery 
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with  the  connected  or  "  looped  "  cables.  This  will  be  readily  seen 
from  the  diagram,  which  represents  a  positive  signal  from  Valencia. 
Both  sets  of  signals  from  Valencia  were  received  at  Newfoundland; 
but,  contrary  to  my  expectations,  only  two  of  the  ten  positive  sig- 
nals from  Newfoundland  were  perceptible  upon  the  Valencia  gal- 
vanometer, and  these  were  but  weakly  indicated,  the  needle  being 
much  agitated. 

The  results  of  the  recorded  signals  give  0**26  as  the  transmission- 
time  through  one  cable  with  earth-return,  when  the  ground-con- 
nection was  made  with  the  zinc,  and  0'*27  when  it  was  made  with 
the  middle  of  the  battery ;  the  former  corresponding  to  the  use  of 
four  cells,  at  one  station  only,  and  the  latter  to  two  cells  at  eacb 
station. 

Passing  next  to  the  consideration  of  the  velocity  of  signals  given 
by  closing  and  interrupting  the  circuit,  which  for  convenience  we 
will  call  **  make-circuit "  and  "  break-circuit "  signals,  we  have  some 
data  for  the  investigation  from  the  first  and  third  series  of  experi- 
ments. For  the  first  series  the  battery  was  at  Valencia,  and  the 
signals  from  Newfoundland  were  necessarily  given  by  making  and 
breaking  the  circuit  for  the  battery  at  the  other  station,  or,  in  the 
language  of  telegraphers,  sending  against  the  current.  For  the 
third  series,  the  inverse  was  the  case,  and  the  Valencia  signals  were 
sent  by  means  of  the  current  from  Newfoundland.  In  both  instan- 
ces the  signals  from  the  battery-station  were  given  in  the  usual  way 
by  the  alternation  of  opposite  currents.  That  such  an  arrangement 
was  ill  adapted  for  any  important  electrical  investigation  is  very 
palpable ;  but  such  few  experiments  as  were  made  were  of  course 
entirely  subordinate  to  the  object  of  our  expedition,  and  were,  as 
will  be  seen  from  the  programme,  very  roughly  indicated  in  ad- 
vance. The  totally  different  character  of  the  methods  and  appli- 
ances from  those  which  had  come  within  the  previous  experience 
of  our  longitude  parties,  as  well  as  the  very  different  nomencla- 
ture, rendered  telegraphic  instructions  difficult,  ambiguous,  and,  as 
the  event  proved,  often  ineffective.  Thecircumstances  under  which 
our  few  simple  trials  were  made  were  embarrassing,  in  spite  of  the 
cordial  interest  and  friendly  aid  of  the  telegraphic  staffs  on  both 
sides  of  the  ocean.  The  cables  were  in  continual  requisition  for 
commercial  purposes,  although  all  facilities  were  accorded  which  I 
could  conscientiously  ask.  It  nevertheless  appeared  desirable  to 
make  such  few  essays  at  measuring  the  time  of  transmission  as 
opportunity  conveniently  allowed,  in  the  hope  that  something  of 
interest  might  prove  deducible.  And  it  will  be  perceived  that  our 
own  experience  could  not  be  rendered  available  at  the  time,  inas- 
much as  all  inferences  must  be  derived  from  the  measurement  and 
collation  of  chronographic  records,  which  could  only  be  brought  into 
juxtaposition  by  some  5000  miles  of  transportation.         *         * 

The  results  of  experiments  bearing  upon  the  question  of  rela- 
tive  velocity  in   "make-circuit"   and  "break-circuit"   are   then 
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givec,  as  well  as  a  series  of  tables,  which  lead  to  the  conclusion 
that  in  general  a  longer  time  was  required  for  the  transmission  of 
signals  after  an  interval  of  ten  seconds  than  after  an  interval  of  five 
seconds.  In  those  oases  where  no  earth-connection  existed,  and 
the  signals  were  alternately  positive  and  negative,  the  cable  was 
meanwhile  assuming  its  electrical  equilibrium,  so  that  a  positive 
signal  was  transmitted  more  rapidly  through  the  conductor  when  it 
was  affected  with  a  larger  amount  of  negative  electricity,  and  a 
negative  signal  more  rapidly  through  a  conductor  containing  more 
positive  electricity.  This  affords  new  testimony  to  the  erroneous 
character  of  the  supposition  that  the  conductor  must  be  charged 
through  any  portion  of  its  length,  in  order  to  transmit  a  signal 
beyond  this  portion. 

As  showing  the  continued  existence  of  currents  (doubtless  enga* 
ged  in  establishing  equilibrium)  during  the  intervals  between  the 
signals,  it  may  be  of  interest  to  mention  that  on  one  occasion  when 
the  two  cables  had  been  joined  at  Heart's  Content,  without  battery, 
and  while  the  Valencia  battery  had  been  temporarily  disconnected, 
signals  from  Newfoundland  were  distinctly  received.  They  were 
weak,  and  the  deflections  of  the  needle  were  scarcely  one-fifth  as 
large  as  usual,  yet  they  were  none  the  less  distinct,  and  a  complete 
set  of  signals,  ten  in  number,  at  proper  intervals  and  preceded  by  a 
"  rattle,"  was  recognized  at  Valencia.  No  other  record  of  them  was 
made,  than  the  fact  of  their  transmission  by  alteration  of  the  make- 
circuit  and  brea,k-circuit  signals,  although  no  battery  had  been 
connected  with  the  cable  for  several  minutes. 

(To  be  continued.) 


SPECTROSCOPIC  OBSERVATIONS  OF  THE  SUN. 

Bt  J.  KORMAN  LOCKTSR,  F,  R.  S. 

#       [Abstract  of  paper  read  before  the  Royal  Society.] 

The  author  first  referred  to  several  new  facts  of  importance  as 
follows: 

"  I.  The  extreme  rates  of  movement  in  the  chromosphere  ob- 
served up  to  the  present  time  are — 

•Vertical  movement.       •        .        .       40  miles  a  second. 
Horizontal  or  cyclonic  movement       120  ** 

"  IL  I  have  carefully  observed  the  chromosphere  when  spots 
have  been  near  the  limb.  The  spots  have  sometimes  been  accom- 
panied by  prominences,  at  other  times  they  have  not  been  so  ac- 
companied. Such  observations  show  that  we  may  have  spots  visi- 
ble without  prominences  in  the  same  region,  and  prominences  with- 
out spots ;  but  I  do  not  say  that  a  spot  is  not  accompanied  by  a 
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prominence  at  some  stage  of  its  life,  or  that  it  does  not  result  {Vom- 
some  action  which,  in  the  majority  of  cases,  is  accompanied  by  a 
prominence. 

"III.  At  times,  when  a  prominence  is  seen  bright  on  the  san  it- 
self, the  bright  F  line  varies  considerably,  both  in  thickness  and 
brilliancy,  within  the  thickness  of  the  dark  line.  The  appearances 
presented  are  exactly  as  if  we  were  looking  at  the  prominences 
through  a  grating. 

"IV.  Bright  prominences,  when  seen  above  spots  on  the  disk,  if 
built  up  of  other  substances  besides  hydrogen,  are  indicated  by  the 
bright  lines  of  those  substances  in  addition  to  the  lines  of  hydro- 
gen«  The  bright  lines  are  then  seen  very  thin,  situated  centrally 
(or  nearly  so)  on  the  broad  absorption-bands  caused  by  the  under- 
lying less-luminous  vapors  of  the  same  substances. 

"  V.  I  have  at  last  detected  an  absorption-line  corresponding  to  the 
orange  line  in  the  chromosphere.  Father  Secchi  states*  that  there  is 
a  line  corresponding  to  it  much  brighter  than  the  rest  of  the  spec- 
trum. My  observation  would  seem  to  indicate  that  he  has  observed 
a  bright  line  less  refrangible  than  the  one  in  question,  which  bright 
line  is  at  times  excessively  brilliant.  It  requires  absolutely  per- 
fect atmospheric  conditions  to  see  it  in  the  ordinary  solar  spectrum. 
It  is  best  seen  in  a  spot-spectrum  when  the  spot  is  partially 
covered  by  a  bright  prominence. 

"  VI.  In  the  neighborhood  of  spots  the  F  bright  line  is  some- 
times observed  considerably  widened  out  in  several  places,  as  if  the 
spectroscope  were  analysing  injections  of  hydrogen  at  great  pres- 
sure in  very  limited  regions  into  the  chromosphere. 

VII.  The  brilliancy  of  the  bright  lines  visible  in  the  ordinary 
solar  spectrum  is  extremely  variable.  One  of  them,  at  1871*5, 
and  another,  at  1529*6  of  KirchhofiTs  scale,  I  have  detected  in  the 
chromosphere  at  the  same  time  that  they  were  brilliant  in  the  or- 
dinary solar  spectrum. 

VIII.  Alterations  of  wave-length  have  been  detected  in  the  so- 
dium, magnesium,  and  iron  lines  in  a  spot-spectrum.  In  the  case 
of  the  last  substance,  the  lines  in  which  the  alteration  was  detected 
were  not  those  observed  when  iron  (if  we  accept  them  to  be  due  to 
iron  alone)  is  injected  into  the  chromosphere. 

"IX.  When  the  chromosphere  is  observed   with  a  tangential 

*  Comptea  Rendua^  1869,  i  aem.  p.  358. 
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slit,  the  F  bright  line  close  to  the  sun^s  limb  shows  traces  of  ab- 
sorption, which  gradually  diminish  as  the  higher  strata  of  the 
chromosphere  are  brought  on  to  the  slit,  until  the  absorption-line 
finally  thins  out  and  entirely  disappears.  The  lines  of  other  sub- 
stances thus  observed  do  not  show  this  absorption. 

"  X.  During  the  most  recent  observations,  I  have  been  able  to 
detect  traces  of  magnesium  and  iron  in  nearly  all  solar  latitudes 
in  the  chromosphere.  If  this  be  not  merely  the  result  of  the  good 
definition  lately,  it  would  indicate  an  increased  general  photosphe- 
ric  disturbance  as  the  maximum  sunspot  period  is  approached. 
Moreover,  I  suspect  that  the  chromosphere  has  lost  somewhat  of 
its  height." 

The  author  appends  a  list  of  the  bright  lines,  the  position  of 
which  in  the  chromosphere  have  been  determined  absolutely,  with 
the  dates  of  discovery,  remarking  that  in  the  case  of  C  and  F  his 
observations  were  anticipated  by  M.  Janssen. 

Hydrogen. 

C.  October  20,  1868. 

F.  October  20,  1868. 

near  D.  October  20,  1868  * 

near  G.  December  22,  1868. 

A,  March  14,  1869. 


Sodium- 

D.    February 

28,  1869. 

Barium, 

1989-6t    March  14 

1869. 

2031-2      Julys,  1869. 

Magnesium  and  included  line 

^3  ^    February  21, 

1869. 

Olher  Lines. 

Iron  ....     1474- 

June  6,  1869. 

?              1616-5. 

June  6,  1869. 

Bright  line     1529-5. 

July  5,  1869. 

?            1567 -6. 

March  6,  1869. 

?            16138. 

June  6. 

Iron  ....     1867-0. 

June  26. 

Bright  line      1871-5. 

t( 

Iron      .  .  .     2001-5. 

IC 

?              2008-4. 

t( 

?  band  or  line  near  black  \  oap  j  ^ 
line,  very  delicate  .  .  ./-^"^*"- 

July  5. 

[*  Hydrogen  ?— G.  O.  S.]  f  This  reference  is  to  Kiichhoflfs  scale. 

Vol.  LIX.— Thibd  Series.— No  2.— February,  1870.  17 
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Other  lines  besides  these  have  been  seen  at  diflferent  times ;  bat 
their  postions  have  not  been  determined  absolutely. 

The  author  points  out  that  taking  iron  as  an  instance,  and  assu- 
ming that  the  iron  lines  mapped  by  Angstrom  and  Kirchhoflf  are 
due  to  iron  only,  he  has  only  been  able,  up  to  the  present  time,  to 
detect  three  lines  out  of  the  total  number  (460)  in  the  spectrum  of 
the  lower  regions  of  the  chromosphere, — a  fact  full  of  promise  as 
regards  the  possible  results  of  future  laboratory  work.  The  same 
remark  applies  to  magnesium  and  barium. 

The  paper  then  proceeded  as  follows : — 

"  Dr.  Frankland  and  myself  have  determined  that  the  widening  out 
of  the  sodium-line  in  the  spectrum  of  a  spot  which  I  pointed  out 
in  1866,  and  then  stated  to  be  possibly  an  evidence  of  greater  ab- 
sorption, indicates  a  greater  absorption  due  to  greater  pressure. 

^'The  continuous  widening  out  of  the  sodium-line  in  a  spot  must 
therefore  be  regarded  as  furnishing  an  additional  argument  (if  one 
were  now  needed)  in  favor  of  the  theory  of  the  physical  constitu- 
tion of  the  sun  first  put  forward  by  Dr.  Frankland  and  myself — 
namely,  that  the  chromosphere  and  the  photosphere  form  the  true 
atmosphere  of  the  sun,  and  that  under  ordinary  circumstances  the 
absorption  is  continuous  from  the  top  of  the  chromosphere  to  the 
bottom  of  the  photosphere,  at  whatever  depth  from  the  bottom  of 
the  spot  that  bottom  may  be  assumed  to  be. 

**This  theory  was  based  upon  all  our  observations  made  from 
1866  up  to  the  time  at  which  it  was  communicated  to  the  Royal 
Society  and  the  Paris  Academy  of  Sciences,  and  has  been  strength- 
ened by  all  our  subsequent  work;  but  several  announcements  made 
by  Father  Secchi  to  the  Paris  Academy  of  Sciences  and  other  learn- 
ed bodies  are  so  opposed  to  it,  and  diflfer  so  much  from  my  own 
observations,  that  it  is  necessary  that  I  should  refer  to  them,  and 
give  my  reasons  for  still  thinking  that  the  theory  above  referred  to 
is  not  in  disaccord  with  facts. 

"  Father  Secchi  states  that  the  chromosphere  is  often  separated 
from  the  photosphere,  and  that  between  the  chromosphere  and  the 
photosphere  there  exists  a  stratum  giving  a  continuous  spectrum, 
which  he  considers  to  be  the  base  of  the  solar  atmosphere,  and  in 
which  he  thinks  that  the  inversion  of  the  spectrum  takes  place. 

"With  regard  to  the  first  assertion,  I  may  first  state  that  all  the 
observations  I  have  made  have  led  me  to  a  contrary  conclusion. 
Secondly,  in  an  instrument  of  comparatively  small  dispersive  pow- 
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er,  such  as  that  employed  by  Father  Sccchi,  in  which  the  widening 
out  of  the  F  line  at  the  base  of  the  chromosphere  is  not  clearly 
indicated,  it  is  almost  impossible  to  determine,  by  means  of  the 
spectroscope,  whether  the  chromosphere  rests  on  the  sun  or  not, 
as  the  chromosphere  is  an  envelope  and  we  are  not  dealing  merely 
with  a  section.  But  an  instrument  of  great  dispersive  power  can 
at  once  settle  the  question ;  for  since  the  F  line  widens  out  with 
pressure,  and  as  the  pressure  increases  as  the  sun  is  approached,  the 
continuous  curvature  of  the  F  line  must  indicate  really  the  spec- 
trum of  a  section ;  and  if  the  chromosphere  were  suspended  mere- 
ly at  a  certain  height  above  the  photosphere,  we  should  not  get  a 
widening  due  to  pressure ;  but  we  always  do  get  such  a  widening. 

"  With  regard  to  the  second  assertion,  I  would  remark  that  if 
such  a  continuous- spectrum-giving  envelope  existed,  I  entirely  fail 
to  see  how  it  could  be  regarded  as  a  region  of  selective  absorption. 
Secondly,  my  observations  have  indicated  no  such  stratum,  although 
injections  of  sodium,  magnesium,  &c.,  into  the  chromosphere  not 
exceeding  the  limit  of  the  sun's  limb  by  2"  have  been  regularly  ob- 
served for  several  months  past.  To-day  I  have  even  detected  a  low 
level  of  barium  in  the  chromosphere  not  V^  high.  This  indicates, 
I  think,  that  my  instrument  is  not  lacking  in  delicacy ;  and  as  I 
have  never  seen  anything  approaching  to  a  continuous  spectrum 
when  my  instrument  has  been  in  perfect  adjustment,  I  am  inclined 
to  attribute  the  observation  to  some  instrumental  error.  Such  a 
phenomenon  might  arise  from  a  local  injection  of  solid  or  liquid 
particles  into  the  chromosphere,  if  such  injection  was  possible.  But 
I  have  never  seen  such  an  injection.  If  such  an  occurrence  could 
be  observed,  it  would  at  once  settle  that  part  of  Dr.  Frankland's 
and  my  own  theory,  which  regards  the  chromosphere  as  the  last 
layer  of  the  solar  atmosphere ;  and  if  it  were  possible  to  accept 
Father  Secchi's  observation,  the  point  would  be  settled  in  our  favor. 

"  The  sodium  experiments  to  which  I  have  referred,  how- 
ever, and  the  widening  out  of  the  lines  in  the  spot-spectra,  clearly 
indicate,  I  think,  that  the  base  of  the  atmosphere  is  below  the  spot 
and  not  above  it.  I  therefore  cannot  accept  Father  Secchi's  state- 
ment as  being  final  against  another  part  of  the  theory  to  which  I 
have  referred — a  conclusion  which  Father  Secchi  himself  seems  to 
accept  in  other  communications. 

"Father  Secchi  remarks  also  that  the  F  line  is  produced  by  the 
absorption  of  other  bodies  besides  hydrogen,  because  it  never  dis- 
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appears.  This  conclusion  is  also  negatived  by  my  observations; 
for  it  has  very  often  been  observed  to  disappear  altogether  and  to 
be  replaced  by  a  bright  line.  At  times,  as  I  pointed  out  to  the 
Royal  Society  some  months  ago,  when  a  violent  storm  is  going  on 
accompanied  by  rapid  elevations  and  depressions  of  the  prominen- 
ces, that  there  is  a  black  line  on  the  less  refrangible  side  of  the 
bright  one ;  but  this  is  a  phenomenon  due  to  a  change  of  wave 
length  caused  by  a  rapid  motion  of  the  hydrogen. 

"  With  regard  to  the  observation  of  spot-spectra,  I  find  that 
every  increase  of  dispersive  power  renders  the  phenomenon  much 
more  clear,  and  at  the  same  time  more  simple.  The  selective  ab« 
sorption  I  discovered  i&  1866  comes  out  in  its  most  intense  form, 
but  without  any  of  the  more  complicated  accompaniments  described 
by  Father  Secchi.  I  find,  however,  that  by  using  three  prisms 
this  complexity  vanishes  to  a  great  extent.  We  get  portions  of  the 
spectrum  here  and  there  abnormally  bright,  which  have  given  rise 
doubtless  to  some  of  the  statements  of  the  distinguished  Roman  ob- 
server ;  but  the  bright  lines,  properly  so  called,  are  as  variable  as 
they  are  in  any  other  part  of  the  disk,  but  not  much  more  so.  I 
quite  agree  that  the  *  interpretation '  of  sun-spot  phenomena  to  which 
Father  Secchi  has  referred,*  which  ascribes  the  appearances  to  any- 
thing but  selective  plus  general  absorption,  is  erroneous.  But  as  I 
was  not  aware,  that  it  had  ever  been  propounded,  I  can  only  refer  to 
my  own  prior  papers  in  support  of  my  assertion  which  were  commu- 
nicated to  the  Royal  Society  some  three  years  ago." 

"  Researches  on  Gaseous  Spectra  in  relation  to  the  Physical  Con- 
stitution of  the  Sun,  Stars,  and  Nebulae." — Third  note.  Ry  E. 
Frankland,  F.  R.  S.,  and  J.  Norman  Lockyer,  F.  R.  S. 

The  authors  remark  that  it  has  been  pointed  out  by  Mr.  Lockyer 
that  the  vapors  of  magnesium,  iron,  &c.,  are  sometimes  injected  into 
the  sun's  chromosphere,  and  are  then  rendered  sensible  by  their 
bright  spectral  lines.     (Proc.  Roy.  Soc,  vol.  xvii.  p.  351.) 

2.  It  has  also  been  shown  (1)  that  these  vapors,  for  the  most 
part,  attain  only  a  very  low  elevation  in  the  chromosphere,  and  (2) 
that  on  rare  occasions  the  magnesium  vapor  is  observed  like  a 
cloud  separated  from  the  photosphere. 

3.  It  was  further  established  on  the  14th  of  March,  1869,  and  a 
drawing  was  sent  to  the  Royal  Society  indicating,  that  when  the 
magnesium  vapor  is  thus  injected,  the  spectral  lines  do  not  all  at- 
tain the  same  height. 

*  Compiea  RenduSf  1869,  i  s«m.  p.  764. 
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Thus,  of  the  b  lines,  b^  and  ^  are  of  nearly  equal  height,  but  J*  is 
much  shorter. 

4.  It  has  since  been  discovered  that  of  the  450  iron  lines  observed 
by  Angstrom,  only  a  very  few  are  indicated  in  the  spectrum  of  the 
chromosphere  when  iron  vapor  is  injected  into  it. 

5.  The  authors'  experiments  on  hydrogen  and  nitrogen  enabled 
them  at  once  to  connect  these  phenomena,  always  assuming  that 
the  great  bulk  of  the  absorption  to  which  the  Fraunhofer  lines  are 
due  takes  place  in  the  photosphere  itself. 

It  was  only  necessary,  in  fact,  to  assume  that,  as  in  the  case  of 
hydrogen  and  nitrogen,  the  spectrum  became  simpler  where  the 
density  and  temperature  were  less,  to  account  at  once  for  the  reduc- 
tion in  the  number  of  lines  visible  in  those  regions  where,  on  the 
authors'  theory,  the  pressure  and  temperature  of  the  absorbing 
vapors  of  the  sun  are  at  their  minimum. 

6.  It  became  important,  therefore,  to  test  the  truth  of  this  assump- 
tion by  some  laboratory  experiments,  the  preliminary  results  of 
which  are  communicated  in  this  note. 

The  spark  was  taken  in  air  between  two  magnesium  poles,  so 
separated  that  the  magnesium  spectrum  did  not  extend  from  pole  to 
pole,  but  was  visible  only  for  a  little  distance,  indicated  by  the  at- 
mosphere of  magnesium  vapor  round  each  pole. 

The  disappearance  of  the  b  lines  were  then  examined,  and  it  was 
found  that  they  behaved  exactly  as  they  do  on  the  sun.  Of  the  three 
lines,  the  most  refrangible  was  the  shortest;  and  shorter  than  this 
were  other  lines  which  Mr.  Lochyer  has  not  detected  in  the  spectrum  of 
the  chromosphere. 

This  preliminary  experiment,  therefore,  quite  justified  the  as- 
sumption, and  must  be  regarded  as  strengthening  the  theory  on 
which  the  assumption  was  based,  namely,  that  the  bulk  of  the  ab- 
sorption takes  place  in  the  photosphere,  and  that  it  and  the  chro- 
mosphere form  the  true  atmosphere  of  the  sun.  In  fact,  had  the 
experiment  been  made  in  hydrogen  instead  of  in  air,  the  phenomena 
indicated  by  the  telescope  would  have  been  almost  perfectly  repro- 
duced ;  for  each  increase  in  the  temperature  of  the  spark  caused  the 
magnesium  vapor  to  extend  further  from  the  pole,  atnd  where  the 
lines  disappeared  a  band  was  observed  surmounting  them,  which  is 
possibly  connected  with  one  which  at  times  is  observed  in  the  spec- 
trum of  the  chromosphere  itself  when  the  magnesium  lines  are  not 
visible* 
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PHOTOGRAPHY  IN  COLORS. 

By  Wilhelm  Grunx. 

[In  our  excellent  cotemporary,  the  Photographic  News,  (London) 
we  find  an  article  entitled  "  Experiences  of  an  experimentalist,"  from 
which  we  extract  the  portion  bearing  upon  the  above-named  sub- 
ject.—Ed.] 

The  fact,  established  beyond  a  doubt,  that  chloride  of  silver  un- 
der certain  conditions  is  capable  of  being  impressed  by  colors — 
which  are  reproduced  by  it — of  similar  tint;  and  that  even  iodide 
of  silver  has  been  known,  on  some  occasions,  in  the  wet-collodion 
process,  to  evince  a  similar  capacity,  induced  me  to  institute  an  in- 
vestigation into  this  interesting  matter ;  and  my  efforts,  although 
unattended  by  success,  have  afibrded  several  practical  and  inter- 
esting lessons. 

The  several  methods  already  adopted  and  made  known  by  in- 
vestigators into  this  branch  of  the  science  I  shall  assume  my  readers 
to  be  acquainted  with,  inasmuch  as  a  description  of  them  is  to  be 
found  in  this  Journal  The  best  results  are  obtained  by  means  of 
silver  plates  treated  with  chlorine,  but  experiments  with  these 
plates  have  been  very  limited,  on  account  of  the  expense  of  the 
same,  and  the  trouble  involved  in  preparing  them.  For  these  rea- 
sons I  myself  was  deterred  from  their  employment,  and  therefore 
adopted  the  idea  of  using  for  the  purpose  the  very  fine  metallic 
film  afforded  in  the  wet  collodion  process.  This  method,  which  an- 
swers the  purpose  well,  places  within  the  reach  of  all  the  power  to 
observe  and  examine  into  the  impression  made  by  colors  upon 
chloride  of  silver. 

A  well  cleaned  glass  plate  is  coated  with  collodion  and  sensitized 
in  the  ordinary  manner,  then  exposed  to  diffused  light  for  a  few 
seconds,  and  afterwards  developed  with  iron.  When  fixed  and 
washed,  there  is  present  upon  the  plate  a  fine  precipitate  of  metallic 
silver,  and  if  to  the  developer  a  few  drops  of  sulphuric  acid  have 
been  added,  the  silver  assumes  a  very  light  tint,  and  rests  upon  the 
collodion  film.  The  plate  is  dried,  and  then  exposed  to  chlorine  va- 
por until  it  has  become  of  a  violet  tint,  a  point  easily  determined 
by  observation  through  the  transparent  glass. 

My  manner  of  proceeding  is  to  employ  a  silver  plate — prepared 
as  above  described  by  means  of  the  wet  process — and  to  place  this 
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in  a  solution  of  chloride  of  iron  or  chloride  of  copper,  or  in  a  mix- 
ture of  permanganate  of  potash  and  hydrochloric  acid.  The  silver 
quickly  changes  into  white  chloride  of  silver,  which,  after  washing 
in  water  and  drying,  may  easily  be  colored  violet  by  diffused  light. 
This  is  subsequently  placed  under  colored  glass  and  expoaed  in 
the  sunlight,  when  the  colors  will  be  found  to  be  reproduced  with 
much  accuracy. 

In  order  to  reproduce  natural  colors  with  wet  collodion,  with 
iodide  or  bromide  of  silver,  therefore,  I  have  made  many  experi- 
ments, which  demonstrate  that  the  problem  is,  by  these  means, 
capable  of  solution  in  a  very  simple  manner,  as,  indeed,  all  who 
follow  in  my  footsteps  will  be  able  to  affirm* 

I  employ,  for  the  purpose,  a  camera  used  in  xhe  production  of 
collodion  positives,  and,  in  lieu  of  the  negative,  place  therein  a 
highly  colored  transparent  picture  upon  a  black  ground — such  as 
a  bunch  of  flowers,  &c. — so  that  all  light  which  enters  the  lens 
passes  through  the  colored  plate.  With  the  different  collodions 
and  various  pyrogallic  acid  developers  in  general  use  plates  may, 
in  this  manner,  be  obtained,  which,  after  fixing  and  drying,  show 
colors,  which,  if  weak,  are  still  very  distinct,  and  which  are  visi- 
ble either  by  transmitted  or  reflected  light.  By  using  collodion 
containing  but  a  fourth  part  of  the  usual  iodizing  solution,  and 
over-exposing  the  same,  the  results  are  even  more  marked.  Pure 
bromide  collodion  also  furnishes  some  very  interesting  results.  By 
developing  with  an  acid  iron  solution,  very  definite  colors  may  be 
obtained,  the  red  and  blue  being  especially  striking. 

This  research  I  was  reluctantly  compelled  to  discontinue,  and 
very  many  experiments  may  still  be  made  before  this  field  of  in- 
vestigation can  be  regarded  as  exhausted.  Attention  to  slight  de- 
tails and  minute  particulars,  will,  no  doubt,  be  instrumental  in 
bringing  about  a  practical  solution  of  the  beautiful  problem  of 
photograhing  in  colors,  for  an  impossibility  it  remains  no  longer. 

Through  the  medium  of  these  experiments,  I  finally  acquired 
an  experience  w&ich,  for  other  purposes  in  photography,  may  possi- 
bly be  put  to  some  practical  use.  I  became  possessed  of  the  idea 
that,  in  order  to  obtain  a  better  result  in  regard  to  chromo-pho- 
tography,  it  would  be  well  if  the  colors  could  be  developed  at  once 
in  the  camera  by  light,  as  in  the  case  of  chloride  of  silver.  This 
I  achieved  by  changing  the  general  order  of  the  manipulations 
through  which  a  plate  passes  before  an  image  is  created.     Iodide 
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of  silver,  light,  and  a  reducing  agent,  are  necessary  to  the  pro- 
duction of  a  photograph:  two  of  these  employed  together  are  with- 
out  effect,  but  the  presence  of  the  third  at  once  developes  a  picture- 
In  a  general  way,  we  employ  first  iodide  of  silver,  then  light, 
and  then  the  developer  or  reducing  agent;  but  I  altered  this  order, 
taking  first  the  iodide,  then  the  reducing  agent,  and  subsequently 
used  the  light  to  bring  out  the  perfect  result. 

A  plate  is  collodionized  and  sensitized  In  the  usual  manner, 
treated  with  a  pyrogallic  acid  and  alcohol  solution,  and  then  ex- 
posed in  the  camera;  a  perfectly  developed  picture  is  thus  obtained, 
on  opening  the  dark  slide,  requiring  to  be  fixed. 

From  this  result  much  may  be  learnt,  for  enlargements  upon 
paper  by  the  developement  process ;  and  for  photographing  out  of 
doors  this  mode  of  operating  would  be  useful,  inasmuch  as  the  fix* 
ing  of  the  negatives  may  be  considerably  delayed.  For  cameras 
which  serve  at  the  same  time  as  laboratories,  and  in  cases  where  it 
is  of  importance  to  watch  the  gradual  action  of  the  light,  this  modi- 
fication would  also  be  advantageous.  I  will,  at  some  future  time, 
come  back  to  this  question,  in  order  to  discuss  it  more  fully. 


OBSERVATIONS  ON  THE  PLANET  JUPITER. 

By  Alfrkd  M.  Maykr,  Ph.D. 

Proftfttor  of  Physica  and  Aatronom/  in  tbe  Lcblgb  Uuireraity. 

Every  astronomer  who,  during  this  fall  and  winter,  has  made 
careful  observations  of  Jupiter,  must  have  remarked  the  unusual 
colors  of  his  disc  and  belts,  and  the  remarkable  forms  and  muta- 
tions which  the  latter  have  frequently  presented. 

The  night  of  Jan.  5,  1870,  was  astronomically  perfect,  and  defi- 
nition was  so  clear  and  steady  that  the  six  stars  of  the  trapezium 
of  Orion,  and  the  companion  of  Sirius,  were  readily  and  continuously 
seen  in  our  refractor  of  6  inches  aperture,  by  Alvan  Clark  &  Sons. 

Turning  the  equatorial  on  Jupiter — as  has  been  my  practice 
every  clear  night  this  season — I  was  struck  with  the  beautiful  de- 
finition and  steady  sharpness  of  outline  of  the  details  of  his  disc,  and 
especially  was  my  attention  riveted  on  a  ruddy  elliptical  line  lying  just 
below  the  S.  equatorial  belt.  When  first  it  attracted  my  attention 
it  had  advanced  on  the  planet  to  a  distance  from  the  E.  limb,  about 
half  its  major  axis.     This  form  was  so  remarkable  that  I  was  at 
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first  distrastfal  of  mj  observation ;  but,  keeping  my  eye  steadily 
upon  it  I  perceived  that  the  ellipse  became  more  and  more  distinct 
as  it  advanced  towards  the  centre  of  the  disc,  and  that  it  preserved 
the  same  distance  from  the  sharp  markings  of  S.  belt  which  it  had 
when  first  it  caught  my  eye.  Its  form,  size,  color  and  intensity  of 
tint  are  correctly  represented  on  the  chromo-lithograph  as  it  ap- 
peared at  8  h.,  Bethlehem  mean  time^  I  followed  this  remarkable 
form  until  it  was  about  bisected  on  the  W.  limb;  when  it  had  gra- 
dually faded  from  view. 

I  am  careful  in  thus  minutely  stating  the  circumstances  of  this 
observation,  for  this  form  (so  far  as  I  am  aware)  has  never  before 
been  noticed ;  but  so  steadily  did  I  see  and  measure  it  that  I  have 
no  fear  of  having  deceived  myself  as  to  the  accuracy  of  the  obser- 
vation. 

The  accompanying  lithograph  is  a  faithful  copy  of  a  water-color 
sketch  made  by  me  on  the  following  day  from  drawings  at  the  tele- 
scope and  from  the  following  micrometric  measures. 

Polar  diameter  of  Jupiter,  mean  of  4  measures,  .  .     42*48'^ 
From  N.  pole  to  first  belt,     "        »          «  I3.62// 

"  second  belt,"        »*  "  .  .     17-02'' 

"  "  third  belt,   "        u  ^  ^         264'' 

The  polar  diameter  from  above  measures  is  42-48" ;  the  Ameri- 
can Ephemeris  gives  42". 

The  equatorial  diameter  of  the  drawing  is  4  inches,  which  gives 
for  the  polar  diameter  3*76,  adopting  a  compression  of  ^f^.  With 
this  diameter  of  3'76  inches  =  42-48",  the  distances  of  belts  1,  2 
and  3  from  the  N.  pole  are  respectively  1-206  inch,  1-507  inch 
and  2-34  inches. 

The  irregular,  nearly  detached  masses  forming  the  S.  equatorial 
dark  belt,  with  their  streamers  pointing  in  the  opposite  direction 
to  that  of  the  planet's  rotation,  present  appearances  which  incline  one 
to  imagine  them  distinct  masses  of  cloud  or  colored  vapor  instead  of 
openings  in  a  cloudy  stratum  disclosing  the  ruddy  body  of  the 
planet.  The  elliptical  form  below  the  S.  belt  also  favors  a  similar 
opinion,  a  view  not  generally  held,  and  I  own  difficult  to  maintain. 
Sir  W.  Herschel's  explanation  of  the  appearances  and  nature  of  the 
belts  is  undoubtedly  the  most  satisfactory  ever  advanced ;  but  we 
venture  to  suggest  that  existing  observations  on  the  permanency 
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of  position  and  form  of  the  markings  of  the  belts  should  be  sub- 
jected to  a  careful  generalization. 

Of  the  ellipse  which  appears  in  the  S.  bright,  cloudy  belt,  I 
can  oflFer  no  explanation.  Its  major  axis  to  its  minor  axis  is,  in  its 
present  projection,  as  1  to  1*51.  If  viewed  normally  (or  equatori- 
al ly)  the  axes  are  as  1  to  1*57.  Thus,  when  viewed  perpendicularly 
it  still  departs  largely  from  a  circle-curve.  Can  we  be  so  bold  as 
to  regard  it  us  a  great  gaseous  mass  having  its  origin  in  the  equa- 
torial regions  and  sweeping  S.  (as  with  the  terrestrial  cyclones  of 
the  S.  hemisphere),  and  flattened  by  the  rapid  rotation  of  the  planet 
with  an  equatorial  velocity  of  460  miles  per  minute?  The  ellipse 
is  flatter  on  the  N.  than  on  the  S.  side,  which  fact  corresponds  with 
the  respective  angular  velocities  of  these  sides  of  the  ellipse* 

The  irregular  and  violent  changes  which  have  this  winter  taken 
place  in  the  S.  equatorial  belt  seem  to  give  this  as  the  latitude  of 
origin  of  this  ellipse.  On  the  8th  of  January,  (I  read  from  my  ob- 
servatory note-book,)  **ilie  S.  border  of  the  southern  equatorial 
band  has  evidently  divided  into  two*"  On  the  9th  "the  division  of 
the  8.  belt  has  increased  rapidly*"  A  drawing,  made  on  the  2Ist 
of  January  (another  superb  night)  shows  the  S.  division  of  this  belt 
drifted  8°  in  latidude  to  the  S.  of  the  band  which  gave  it  birth. 
The  S.  equatorial  belt  on  this  date  presented  the  appearance  of 
irregularly  massed  cumulus  clouds  forming  three  distinct  aggrega- 
tions with  blunted  summits.  The  N.  equatorial  belt  had  the  ap- 
pearance of  nimbus  clouds  from  which  drooped  streamers  which 
extended  to  a  short  distance  in  the  direction  opposite  to  the  rotation 
of  the  planet.  These  facts  are  given  to  show  the  changes  in  this 
belt,  and  supposing  the  S.  motion  of  the  new  belt  uniform,  it  had 
a  motion  of  87'  of  latitude  daily,  which  equals  a  daily  S.  translation 
of  440  miles. 

It  is  needless  to  dwell  further  on  the  minutiee  of  the  topography 
of  the  pljinet  whieh  the  drawings  show  as  they  appeared  in  the 
6iueh  relVuclor,  at  8  h.,  January  6,  1870,  with  a  magnifying  power 

The  color  of  the  planet  next  demands  our  attention,  and  surely 
ho  one  familiar  with  the  usual  tints  of  the  belts  and  of  the  general 
BuiTace  can  fail  to  remark  the  unusual  colors  which  this  drawing 
'•\]iil>it.-'. 

Jupiri'i's  disc  generally  is  of  a  light  yellow  color  crossed  by  belts 
of  a  biowiiish-grey  tint,  sometimes,  though  rarely,  approaching  a 
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rose  color.  Often  the  brown  is  entirely  wanting,  and  the  belts  are 
merely  dull  streaks  on  a  light  yellow  ground. 

We  can  best  convey  an  accurate  conception  of  the  coloring,  seen 
on  the  5th  of  January,  by  stating  the  manner  in  which  we  tinted 
the  drawing  which,  when  compared  repeatedly  at  the  telescope,  by 
myself  and  others,  was  found  correctly  to  give  the  colors  and  their 
relative  intensities. 

The  whole  disc  was  first  washed  over  with  a  slight  tint  of  yellow. 
The  color  of  the  region  between  the  equatorial  belts  was  correctly 
reproduced  by  pure  yellow  mixed  with  crimson-lake,  while  the  two 
belts  N.,  and  the  one  S.  of  the  equator  were  obtained  by  the  same 
combination  of  colors,  with  more  crimson- lake  added,  so  as  to  bring 
the  tint  to  approach  a  coppery  hue.  The  polar  shadings  were  cor- 
rectly given  by  pure  yellow  with  a  slight  dash  of  crimson-lake, 
which  tinting  was  subsequently  overlaid  with  a  very  thin  wash  of 
light  lead  color. 

The  shading  shown  on  the  E.  limb  was  distinctly  seen  and  is  re- 
ferred to  the  fact  that  Jupiter  was  nearing  quadrature  and  the  shade 
was  part  of  the  slight  phase  then  observed  on  the  planet,  and  which 
has  been  repeatedly  seen  by  me  when  the  planet  is  in  the  neighbor- 
hood of  this  position.  On  Feb.  3,  it  was  yet  more  clearly  marked, 
the  planet  then  being  about  three  days  past  quadrature. 

I  propose  extending  the  series  of  colored  sketches  whiuh  I  have 
made  of  Jupiter,  and  at  some  future  date  I  will  give  a  continuous 
history  of  the  changes  of  form  and  color  observed  during  the  period 
over  which  they  extend. 

It  will  be  interesting  to  the  many  engineers  who  read  this  Journal 
to  know  that  to  one  of  their  number,  Robert  II.  Sayre,  Engineer 
and  Superintendent  of  the  Lehigh  Valley  Railroad,  is  due  the  found- 
ing and  equipment  of  the  observatory  of  which  this  drawing  is  the 
first  published  observation,  of  the  many  collected  during  the  first 
year  of  its  existence. 

Gilding  Machine. — Mr.  James  Liok,  of  San  Francisco,  has  re- 
cently devised  and  patented  a  machine  by  means  of  which  the  sur- 
face to  be  gilded  is  applied  to  the  gold  leaf  (instead  of  the  leaf  to 
the  surface)  while  in  the  book,  thus  rendering  the  ordinary  cutting 
and  handling  of  the  gold  leaf  unnecessary. 
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THE  NASCENT  STATE. 

By  M.  H.  Sainte-Claire  Deville. 

(Translated  for  the  Journal  of  the  Franklin  lostitnte.) 

It  is  absolutely  indispensable  to  give  to  every  expression  used  in 
science  a  clear  and  unmistakable  definition.  The  word  state,  as 
used  in  chemistry,  it  is  particularly  necessary  to  define,  so  that  it 
shall  not  be  employed  in  a  vague  and  uncertain  sense  from  which 
must  necessarily  arise  always  false  and  often  confused  ideas.  We 
understand  by  the  expression  state  of  a  body  the  collection  of  all 
properties  with  which  it  is  endowed;  and  this  term  comprises, 
among  other  things,  its  composition,  or  the  property  which  it  pos- 
sesses of  reduction  by  analysis  into  one  or  more  distinct  bodies. 
At  present  a  great  number  of  substances  might  be  mentioned  under 
dififerent  heads,  which  it  will  be  best  first  to  define.  A  simple  body 
is  only  characterized  by  the  compounds  which  it  is  capable  of  fur- 
nishing, and  not  as  formerly  by  certain  invariable  and  specific 
properties. 

The  great  discoverers  in  modern  science  since  Mitscherlich  have, 
in  fact,  proved  that  a  simple  body  may  present  many  allotropic 
states  according  to  the  phraseology  of  Berzelius.  The  number  of 
these  states  is  unlimited.  Thus  we  call  phosphorus  a  simple  body, 
which,  by  combining  with  oxygen,  forms  phosphoric  acid;  but 
when  you  study  phosphorus  itself  you  see  that  it  possesses  various 
states;  a  certain  number  of  properties  constitute  Schrotter's  red 
phosphorus;  another  group  constitute  white  phosphorus.  If  you 
take  sulphur  of  which  so  many  states  were  observed  before  those  of 
phosphorus,  you  recognize  in  the  multiplicity  of  these  different 
properties  several  sulphurs,  the  most  interesting  of  which  were 
discovered  by  my  brother,  and  is  the  most  convincing  argument 
that  could  be  furnished  to  the  advocates  of  unity  in  the  composi- 
tion of  matter. 

The  word  state,  when  it  is  applied  to  different  manifestations  of 
a  compound  body,  for  example,  .thejsameric  state,  defines  itself 
like  the  allotropic  state  by  the  assemblage  of  properties  of  the  com- 
pound body  under  consideration. 

What,  then,  do  we  mean  by  the  nascent  state  of  any  body  ?  Can 
we  define  this  expression  exactly,  thereby  removing  from  it  the 
vague  idea  which  it  now  conveys  to  us  ?  I  think  not.  The  nas- 
cent state  should  represent  a  collection  of  properties  belonging  to 
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simple  or  compound  bodies,  at  the  time  when  they  are  separated 
from  any  combination.  It  consequently  follows  that  these  pro- 
perties being  necessarily  unknown,  those  which  we  supposed  to 
exist  introduced  in  our  explanations  either  reasoning  in  a  circle  or 
the  introduction  of  an  unknown  cause. 

A  body,  the  moment  it  comes  out  of  combination,  is  free  or  is 
not  free ;  it  cannot  be  at  the  same  time  combined  and  uncombined, 
simple  and  compound ;  it  cannot  be  in  the  process  of  birth.  We 
only  suppose  a  nascent  state  to  lend  to  matter  a  system  of  proper- 
ties arbitrarily  assigned  so  as  to  explain  facts  which  are  not  other- 
wise clear.  I  will  try  and  demonstrate  by  experiment  and  by 
reasoning  that  this  fiction  is  useless  and  consequently  hurtful  to 
science. 

Usually,  the  nascent  state  is  brought  in  to  explain  phenomena 
which  take  place  in  the  interior  of  liquids  or  in  the  exchange  of 
elements  effected  between  materials  in  solution.  Who  can  say, 
then,  what  is  the  state  of  aggregation  of  these  elements  in  similar 
conditions?  Who  knows:  for  example,  in  a  mixture  of  hydro- 
chloric and  nitric  acids  diffused  in  a  certain  quantity  of  water,  what 
are  the  bonds  which  unite  together  the  elements,  chlorine,  nitrogen, 
hydrogen  and  oxygen  ?  In  a  preceding  work  [Sur  Vaffinite,  kcons 
de  la  Sooiete,  Hachette),  I  have  shown  that  what  we  know  of  the 
difference  of  physical  states  of  the  same  order  no  longer  permits  us 
to  suppose  the  existence  of  sulphuric  acid  and  of  potash  in  the  so- 
lution of  sulphate  of  potash  any  more  than  it  is  to-day  possible  to 
confuse  red  phosphorus  with  white  phosphorus,  octohedral  or 
prismatic  sulphur  and  insoluble  sulphur.  Similar  reasoning 
founded  on  the  disengagement  of  heat  produced  by  the  contact  of 
water  with  hydrochloric  and  nitric  acid,  and  on  the  heat  of  con- 
traction of  these  materials  at  the  moment  of  mixing  scarcely  allows 
us  to  judge  of  the  state  of  the  acids  in  similar  solutions.  Since  this 
state  is  unknown  it  is  not  reasonable  to  assume  that  it  can  change 
in  contact  with  a  fourth  substance,  so  as  to  take,  for  an  indefinitely 
short  time,  an  equally  unknown  form,  the  nascent  state.  I  will 
develop  this  idea  and  show  that  all  these  hypotheses  are  useless, 
and  corroborate  it  by  a  series  of  phenomena  which  usually  belong 
to  the  nascent  state.  I  have  studied  the  action  of  zinc  on  solutions 
of  sulphuric  and  hydrochloric  acids  and  of  nitric  acid,  the  final  re- 
sult being  the  production  of  sulphate  of  nitrate  or  of  chloride  of 
zinc  and  the  formation  of  ammonia. 
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We  find  in  the  treatise  on  chemistry  of  M.  Regnault  (Vol.  I.,  p. 
173),  the  following  lines  which  explain  satisfactorily  to  my  mind 
the  actual  result  of  the  phenomena  which  I  have  just  mentioned. 

When  you  dissolve  zinc  in  nitric  acid  diluted  with  water,  the 
liquid  is  found  to  contain  a  notable  quantity  of  nitrate  of  ammonia. 
This  formation  is  explained  in  the  following  manner,  in  dissolving 
zinc  in  nitric  acid  very  much  diluted  with  water,  there  is  given  off 
hydrogen  gas,  and  there  is  formed  the  nitrate  of  the  oxide  of  zinc; 
the  reaction  is  the  same  as  that  which  takes  place  when  zinc  and 
diluted  sulphuric  acid  come  in  contact.  If  we  treat,  on  the  con- 
trary, zinc  with  concentrated  nitric  acid,  the  zinc  oxidizes  at  the 
expense  of  a  portion  of  nitric  acid,  it  then  forms  the  nitrate  of  zinc, 
and  it  liberates  nitrogen  and  the  oxides  of  nitrogen.  Finally,  if 
you  treat  zinc  with  partially  concentrated  nitric  acid,  the  two  re- 
actions take  place  at  the  same  time  the  zinc  is  oxidized  at  the  ex- 
pense of  the  oxygen  of  the  water  and  at  the  expense  of  the  oxygen 
of  a  portion  of  the  nitric  acid,  and  it  liberates  a  mixture  of  hydro- 
gen and  nitrogen.  These  two  gases  come  together  in  the  nascent 
state  in  the  liquid,  they  then  combine  and  produce  ammonia.  A 
larger  quantity  yet  of  ammonia  is  obtained  by  dissolving  zinc  in  a 
mixture  of  sulphuric  acid  and  dilute  nitric  acid.  You  first  pour 
the  solution  of  sulphuric  acid  on  the  zinc,  and  then  add  drop  by 
drop  nitric  acid  until  it  ceases  entirely  to  give  off  hydrogen  gas ;  the 
zinc  continues  to  dissolve  without  disengaging  hydrogen,  which  re- 
mains in  the  liquid  in  the  state  of  ammonia. 

We  thus  establish  a  great  number  of  similitudes.  Some  gases 
which  do  not  combine,  when  they  are  mixed  in  a  gaseous  state, 
often  combine  at  the  moment  when  they  become  free  in  a  solution. 
We  then  say  they  combine  in  the  nascent  state. 

1st.  I  will  commence  by  demonstrating  that  never  under  anj 
circumstances  of  surrounding  temperature  or  of  concentration  can 
nitric  acid  give  hydrogen,  when  it  comes  in  contact  with  zinc,  and 
that  the  quantity  of  ammonia  produced  is  absolutely  independent 
of  the  state  of  concentration  of  acid. 

I  take  the  nitric  acid  pure  (containing  48*3  per  cent,  of  anhy- 
drous acid),  I  dissolve  it  in  water,  distill,  boil  and  cool  it  in  car- 
bonic acid,  so  as  to  drive  out  as  completely  as  possible  all  the  air 
dissolved  in  the  liquid.  I  then  introduce  some  zinc,  taking  care 
to  prevent  entirely  the  access  of  air. 

The  vessel  in  which  I  made  the  experiment  being  absolutely 
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fall  and  tightly  closed,  the  solution  of  zinc  was  effected  without 
there  being  any  visible  disengagement  of  gas ;  but  if  I  caused  the 
liquid  to  boil,  after  removing  the  zinc  a  gas  becomes  apparent ; 
which  is  the  protoxide  of  nitrogen  without  the  binoxide.  Thus  a 
solution  containing,  for  600  grms.  of  water,  1*20  grms.  of  hydrated 
acid,  or  0-58  grm.  of  anhydrous  acid  (f  Jf)  dissolves  the  zinc  with 
the  production  of  23c.c.  of  protoxide  of  nitrogen,  and  the  forma- 
tion of  a  notable  quantity  of  ammonia. 

The  protoxide  thus  obtained  may  easily  contain  a  little  nitrogen 
but  does  not  retain  any  trace  of  hydrogen. 

In  putting  in  contact  with  the  zinc  a  liquid  containing  20  grms. 
of  hydrated  acid  (or  9'66  grms.  of  anhydrous  acid)  mixed  with  800 
parts  of  water  {:^\)  it  produces  on  boiling,  beside  nitrate  of  zinc  and 
nitrate  of  ammonia,  420  cc»  of  a  gas  containing  the  following  ele* 
monts* 

Binoxide  of  nitrogen » 68*8 

Protoxide  of  nitrogen 7-6 

Nitrogen 30-2 

(Accidental)  oxygen , 8  4 

1000 

In  these  experiments,  and  in  others  more  numerous,  which  I  re- 
serve for  a  detailed  memoire,  I  have  not  been  able  to  find  even  a 
trace  of  hydrogen. 

No  experiment  permits  us  as  yet  to  determine  the  heat  caused 
by  the  combination  of  nitrogen  with  oxygen  corresponding  to  the 
formation  of  an  equivalent  of  dilute  nitric  acid.  The  experiments 
that  I  have  just  described  authorize  us  to  conclude  that  this  quan- 
tity of  heat  is  less  than  34'462  heat-units,  the  combining  heat  of 
an  equivalent  of  hydrogen  with  an  equivalent  of  oxygen. 

M.  Favre's  works  teach  us  that  the  heat  necessary  to  transform 
an  equivalent  of  dilute  nitric  acid  into  binoxide  of  nitrogen  and 
oxygen  is  equal  to  20*655  heat-units,  a  much  less  number  than 
84-462  heat-units,  which  are  necessary  to  decompose  an  equivalent 
of  water.  This  explains  how  the  oxydation  of  zinc  is  effected  en- 
tirely at  the  expense  of  the  elements  of  nitric  acid  in  this  particular 
case,  where  the  product  of  the  reaction  is  the  binoxide  of  nitrogen. 

2d.  We  now  sec  what  are  the  circumstances  which  accompany 
the  formation  of  nitrate  of  ammonia  in  the  reaction  of  zinc  on 
nitric  acid. 
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When  you  treat  zinc  with  an  excess  of  nitric  acid,  you  obtain  in 
the  liquid  nitrous  acid  (AzO')  a  small  quantity  of  the  binoxide  of 
nitrogen  (because  of  its  solubility),  often  a  large  quantity  of  the 
protoxide  of  nitrogen  (because  of  its  high  coeiBcient  of  solubility), 
a  very  small  proportion  of  nitrogen,  and  finally  of  ammonia.  It  is 
clear  that  none  are  given  off  in  the  state  of  gas  except  the  insolu- 
ble elements  in  the  liquid  or  these  with  which  it  is  saturated. 

The  explanation  of  all  these  phenomena  can  be  given  without 
any  hypothesis  and  without  the  introduction  of  the  idea  of  a  par- 
ticular or  nascent  state  of  hydrogen  which  it  is  well  known  is  never 
produced  by  this  reaction. 

The  disengagement  of  nitrogen  in  the  reaction  of  zinc  on  nitric 
acid  is  ordinarily  explained  by  the  following  formula  : 
5  Zn  +  6Az  0^-=  5  (Zn  O,  AzO*)  +  Az. 

For  simplicity  we  assume  that  a  single  equivalent  of  anhydrous 
nitric  acid  is  decomposed  in  presence  of  five  equivalents  of  zinc,  so 
that  in  the  liquid  where  the  nitric  acid  can  be  considered  as  bihy- 
drated  AzO'  2  H  0.  Now,  if  we  take  out  this  system  of  five  equi- 
valents of  oxygen,  it  will  be : 

Az  IP  0^=  i  (Az  0'  Az  H^  0), 
That  is  to  say,  the  nitrite  of  ammonia.  Experiment  proves  that 
only  a  part  of  this  nitrogen  remains  combined  with  the  elements  of 
water,  while  the  other  is  disengaged  under  a  gaseous  form,  which 
accounts  for  the  formation  in  the  liquid  of  nitrous  acid,  of  nitrogen 
and  of  a  part  of  the  ammonia. 

The  disengagement  of  the  protoxide  of  nitrogen  is  explained  by 
the  formula. 

4  Zn  +  5  AzO^—  4  (ZnO,  AzO')  +  AzO. 

In  simplifying  it,  one  equivalent  of  anhydrous  nitric  acid,  for 
instance,  is  decomposed  in  the  presence  of  four  equivalents  of 
zinc,  so  that  the  nitric  acid  can  be  considered  in  the  liquid  as  bihy* 
drated  AzO*,  2H0,  if  you  take  from  this  four  equivalents  of  oxy- 
gen, it  then  is : 

Az  H«  0'-=  J  (Az  0\  Az  H^  O). 
That  is  to  say,  the  nitrate  of  ammonia.  Experiment  proves  that 
only  one  part  of  this  protoxide  of  nitrogen  remains  in  combination 
with  the  elements  of  water,  the  other  is  disengaged  under  a  gaseous 
form  or  remains  dissolved,  this  accounts  for  the  formation  of  the 
protoxide  of  nitrogen,  and  of  a  portion  of  ammonia. 

(To  be  continued.) 
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A  IHetionary  of  the  Solvibttities  of  Chemical  8ub* 
Stamces.  By  Prof.  F.  H.  STORER,  of  the  Massachusetts  Institate 
of  Technology.  1  vol.  ia  3  parts,  8  vo.,  paper  covers,  per  part,  $2.00. 
Whole  work,  cloth,  $1.50. 

The  work  is  exceedingly  valuable  to  practical,  as  well  as  to  theoretical  chemists, 
and  the  apothecary  and  the  manufactaring  chemist,  will  find  its  pages  stored  with 
information  needed  on  numerous  occasions,  and  which  here  is  presented  to  them 
in  the  most  accessible  form.'' 

CT^enUcdl  Tables.  By  S.  P.  SHARPLES,  S.  B.  12  mo. 
doth,  $2.25. 

This  collection  of  tablet  has  been  prepared  with  great  care  under  the  supervision 
of  Dr.  Wolcott  Glbbs,  of  the  UnlTersity  at  Cambridge,  and  will  be  found  of  great 
talue,  both  to  the  student  and  the  practical  chemist. 

leanes  MMseorum  ;  or  Figures  and  Descriptions  of  most  of  those 
Mosses  peculiar  to  Eastern  North  America,  which  have  not  been  here* 
tofore  figured.  By  WILLIAM  L.  SULLIVANT,  L.  L.  D.  With 
129  copperplates.    Royal  8  vo.     Cleth,  $15.00. 

Ftnrst  Principles  of  Chemical  Philosophy.  By  Prof. 
i,  p.  COOKE,  Jr.,  of  Harvard  College.  The  work  complete,  1  volume, 
12  mo.  cloth,  $5.50.  Part  I.  at  $2.50,  and  Part  II.  at  $3.50,  are  sold 
separately.    Part  I.  is  especially  adapted  for  a  text  book  in  colleges. 

Crystallography.  By  Prof.  J.  P.  COOKE,  Jr.,  of  Harvard 
College.     8  vo.  limp  cloth,  $1.25. 

Bunsen^s  Flame  Reactions.  A  method  of  Analysis  in  which 
the  Oas  Lamp  is  sabstituted  for  the  Blow  Pipe.  Translated  by  Prof. 
C.  P.  HIMES,  Ph.  D,    Pamphlet  8  vo.  75  cents. 

Lard/ner^s  Band-Booh  of  Optics.  A  new  and  revised  edition. 
12mo.  cloth,  $2.50. 

MathemaUoal  Monthly.  1859  to  1861.  3  vols.  4to.,  cloth, 
$12.00.     Catalogues  of  Scientific  Works  sent  on  application. 

Any  of  the  above  sent  by  mail,  on  receipt  of  price,  by 

SEVER,  FRANCIS  &  CO., 

tPMWielMre  MBd  0Ml0rB  In  BOIBHTIFIG  AHD  ftDCTCATIOSAI.  BOOSLA, 

2i  Bromfleld  Street,  Boston. 
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STONE  BREAKER* 


The  office  of  this  machine  is  to  break  stones  of  eveiy  sort  to  a 
suitable  size  for  road  making,  railroad  ballasting  and  concrete,  and 
to  break  Ores  and  Minerals  of  every  kind  into  small  fragments, 
preparatory  to  their  further  comminution  by  other  machinery. 

It  has  now  been  in  use,  enduring  the  severest  tests,  for  the  last 
ten  years,  during  which  time  it  has  been  introduced  into  almost 
every  country  on  the  globe,  and  is  everywhere  received  with  great 
and  mcreasing  favor  as  a  labor-saving  machine  of  the  first  order. 

Illustrated  circulars,  fully  describing  the  machine,  with  ample 
testimonials  to  its  efficiency  and  utility,  will  be  furnished  on  appli- 
cation, by  letter,  to  the  undersigned. 

I^^The  patents  obtained  for  this  machine  in  the  United  States 
and  in  England  having  been  fully  sustained  by  the  courts,  alter 
well  contested  suits  in  both  countries,  all  persons  are  hereby  cau- 
tioned not  to  violate  them ;  and  they  are  informed  that  every  ma- 
chine now  in  use  or  offered  for  sale,  not  made  by  us,  in  which  the 
ores  are  crushed  between  upright  convergent  fbces  or  jaws  aoloated 
by  a  revolving  shaft  and  fly-wheel,  are  made  and  used  in  violation 
or  our  patent. 

BLiU  BBOTHEBS,  New  Ha? eiit  Gmul 
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BRASS  AND  IRON  FOUNDERS, 

Also,  Makers  of  Sugar  Mills,  Oil  Presses,  and  all  Machinery  of  that 

heavy  description  used  in  the  Arts  and  Manufactures.     More 

particularly  we  desire  to  call  attention  to  our 

OIL    IPI^ESSES, 

And  especially  for  Cotton  Seed,  which  is  daily  becoming  of  more  im 
portance,  from  the  value  of  the  Oil,  aud  nutritious  quality  of  the 
Cake  as  an  article  of  Feed.    These  Presses  of  Piva 
Bags  made  by  us  are  superior  to  any  other? 
in  the  production  of  oil,  and  are  fur- 
nished with  the 

Uing  Roils  and  Heating  Pan,  and  Driving  Machiner;, 

Alio  AU  PAATIOULABS  JX  UQABB  TO 

FEE'S  k»ATENT  HULLING  MACHINERY  IN  CONNECTION. 


"W*  ▲RX£CT7Xi»   m^mni. 
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RICHARDS,  THORNS  &  OO. 

Engineers  and  Machinists, 

PHILADELPHIA. 


MANUFAOTtTBEBS  OF 


For  SfeLlp  Tarda  and  Car  Bnlldlnr. 


PEOORA.  I>A.IIsrT  CO,, 

150  North  Fonrtli  Streeti  PhUadelpbla. 


This  Company  are  the  only 
Manufacturers  of  this  Paint. 
It  is  a  remarkably  beautiful 
color — is  adapted  to  Machin- 
ists^ and  Railroad  Companies 
use— giving  a  finish  to  tools 
and  machinery  mpervor  to 
anything  yet  introduced. 

BSriB  TO 


BC^IUIS 


fiiri'i-  rfi, 
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[Bztnwt  fttm  TaiCteoirfal  ftom  MBBBIOK  4 

80HS'8oatbwarklbiiBdi7,PUIaMph£j 
"Mr.  S.  fiowmr, 

Sec  Pneora  Lead  (h: 
Tour  METALUO  OSMSKT  ia  Ut- 
ter than  red  or  white  lead  fbr  mmking 
STAIM  JOINTS  or  pat^iing.  Hot 
rivets  do  not  affect  the  Cement ;  w  uae 
it  in  JoinU  of  light  tanks,  In  the  plaoe 
of  caulking,  and  they  do  not  laal^  .  ^ 
use  it  also  on  gas-holMt. 

•<J.  J.  GBBSimSLD, 
"  Fereman  of  dofiUr  Depmrtmemi.^ 
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P&ACnCAL  &  ANALYTICAL  GHEMISTBT, 
Chant  Street,  Tenth  Street,  below  Market, 


(R«ar  of  St  Stopheo*i  Church.) 


PHILADELPHIA. 


ESTABLISHED  IN  1836. 


Instruction  given  in  CHEMISTRY,  MINERALOGY  and  GEOLOGY,  bv 
LECTURES  and  PRACTICE,  with  especial  reference  to  ANALYSIS,  MANU- 
FACTURES and  MEDICINE* 

Analyses  made  of  Ores,  Minerals,  Guanos,  Waters  and  articles  of  commerce 
and  manufacture.    Opinions  given  on  chemical  questions. 

BOOTfl  A  GAIIRETT. 

James  C.  Booth. 
Taos.  U.  Garrett. 
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PROF.  EENRT  MORTON,  Ph.D., 

▲  »BXSTSI>     BT     TnX     COMMITTXB     OV     PIT  BLI  CA  T  10  Vf  . 

8UB80BIPXI0V,  $&00  FKK  AAAUM. 


This  Joamal,  devoted  to  Mechanical  and  Physical  Science,  Civil  ugi- 
neering,  and  the  Arts  and  Manofactores,  is  published  in  monthly  numbers 
of  seventy-two  pages  each,  forming  two  volumes  per  annum,  illustrated 
with  engravings  and  wood-cuts.  It  contains  original  and  extracted  articles 
on  all  subjects  of  interest  to  the  Civil  and  Mechanical  Engineer,  to  the 
Manufacturer  and  to  the  man  of  Science,  as  weU  as  much  general  informa- 
^non  Sdentifio  subjects,  which  is  likely  to  interest  the  general  reader. 

The  Journal  is  ^ow  in  its  forty-third  year  of  publication,  and  has  be- 
come a  standard  work  of  Tef<M:ence. 

TxBMS  OF  Subscription. — Five  dollars  per  annum;  payable  on  the 
issue  of  the  sixth  number.  When  the  full  subscription  (five  dollars)  is 
paid  in  advance,  the  numbers  will  be  sent  fbxx  of  postage. 

Communications  and  letters  on  business  must  he  directed  to  the  Aoru- 
ABT  or  THS  Franklin  Institute,  Philadelphia. 

The  Journal  can  also  be  obtained  from  the  following : 

DAVID  G.  FRANCIS,  New  York. 

JOHN  WILEY  k  SON,   "       « 

D.  VAN  NOSTRAND,     *'        « 

L.  W.SCHMIDT,  "        " 

W.  0.  LITTLE  &  CO.,  Albany,  New  York. 

LITTLE,  BROWN  &  CO.,  Boston,  Massachusetts. 

A.  WILLIAMS  &  CO.,  "  « 

NEW  BNQLANP  NEWS  CO.,  Boston,  Mass. 

JOHN  C.  DOW  k  CO.,  Lawrence,  « 

THE  WESTERN  NEWS  CO.,  Chicago,  Dlinois. 

MOHUN  k  BESTOR,  Washington,  District  of  Columbia. 

BELL  k  CO.,  San  Francisco,  California. 
Paris.— HECTOR  BOSSANGE  k  SON,  11  Quai  Voltaire, 
ionAm.— BIVES  k  MACEY,  61  King  William  Street. 
Who  are  authorized  to  receive  subscriptions  and  to  make  exchanges  for 
periodicals  devoted  to  the  Arts  and  Sciences. 
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LA-BOH^TORY 

ANALYSIS  OF  COALS,  GASES,  &c. 


'      Especial  attention  ^ven  to  the  Analjna  of  Coals  and 

the  determination  of  their  fitness  for  the 

production  of  Gas,  or  for  use  in 

Smelting,  or  for  Steam 

purposes. 

Heating  power  expressed  in  value  of  best  hard  and  soft  coali 

in  the  market 

ALSO, 

GAS  ENGINEERING  AND  COMMISSION  AGENCY, 

For  procuring  Coals,  Castings,  Fire-brick  and  Tile ;  and 

all  other  materials  for  the  construction  and 

repairing  of  Gas  Works. 


70B  THS 

SELECTION  AND  PREPARATION  OF  COAL  FOR  ANALYSIS. 


In  the  selection  of  samples  of  Coal  for  analytical  examination,  take  the  samplas 
as  far  from  oat-crop  as  possible,  with  specimens  from  the  centre,  top  and  bottom 
of  rein. 

It  is  well  to  collect  several  hundred  pounds  indiscriminately,  and  hare  it  broken 
line,  and  thoroaghly  intermixed;  from  this  mass  take,  say  50  pounds,  and  grins 
H  to  a  coarse  powder ;  mix  thorooghly,  and  wei|^  ont  five  pounds,  which  tran- 
mit  for  analysis. 

Accompanying  each  sample  should  be  a  lump  specimen,  (say  }  9>.,)  firom  centre 
and  sides  of  vein. 

Care  should  be  taken  to  include  an  arerage  amount  of  pyriten^  or  other  impurity 
occurring  in  the  Coal, 

A  memorandum  should  accompanT eoallntended for  an  espedal  purpoesb  end 
the  examination  will  be  directed  to  its  suitability  for  lu^  pnrpoit. 


Dr.  CHARLES  M.  GBESSOIT, 

417  WAUnjT  8TBEET, 
ecHU'srrjKXLXj   xfA.vioA.rnoN'   ]3V]xa>xiiro») 

PHILADELPHIA. 
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PASCAL  IRON  WORKS, 

Ettabllthed  In  11931. 

MORRIS,  TASKER  &  CO., 

Wroaglit  IroB  Welded  Tobes,  H^cb  to  8  inchei  liore,  for  Steam 
Qtt,  Water,  4»r»  with  T'l,  L'sBtqM.  Valves,  ^,,  with  Screw  Joints  to  spit  tubes. 
Msllflable  Iron  aiu)  Brass  Fittings,  Glass  Blower  Tabes,  Blasting  Tubes,  Ac. 

GalTaalaEed  Tabes  and  Fittings  for  water. 

lAp-Welded  Boiler  Fine*,  H  to  10  inches  ontoide  4iameter,  out  to 
definite  1  mgths,  22  feet  or  under. 

Arteaiaji  Well  Pipes,  of  wrought  Iron,  sorew-eoqpled ;  4ush  inside  and 
<mt  Al#  J  of  Oast  Iron,  6,  8,  10  and  12  inches  diameter,  with  wrought  bands ;  dqsh 
inside  ard  out,  and  Pumps  for  same. 

Coils  of  Tube,  for  boiling  and  evaporating  by  str^m  or  hot  water. 

Tayere  Colls,  for  Blast  Furnaces,  and  tube  cut  nnd  fitted  to  plans  andspeoU 
lostions  sent 

Doable  Kettles,  for  steam  boiling  aed  evaporating,  and  cooking  by  stean^ 

Drjinir  Closets,  heated  by  steam;  Wash  Hou  es  and  Steam  arrangements 
for  Public  Institutions  and  Private  Dwellings. 

WarnolBsr  and  yentilatlnsr  steam  apparatus  of  the  most  approved  plans 
br  Factories,  Public  Buildings,  Hotels,  Private  Dwellings,  Green  Houses,  4o. 
eoDstracted  and  adapted  to  the  buildings  to  be  warmed. 

Hot  Water  Apparatus ;  Tasker's  Patent  SelMtegulan^  Hot  Water 
Apparatus,  for  Private  Dwellings,  School  Houses,  Hospitals,  Green  Houses,  Aa 

Iroa  and  Brass  Castinfs,  of  every  description. 

GOi  Work  Castings:  Retorts  and  Bench  Castings  for  Coal  Gas  Works: 
Street  Mains,  Bends,  Branches,  Drips,  Lump-posts,  Lainterns,  ^se. 

Besin  Qas  ApparatoS,  for  Factories,  Public  Buildings,  Hospitals,  and 
Private  Dwellings. 

Green  House  Pipes  and  Boilers :  Fire  Doors  and  Frames,  Hot  Water 
Pipes  for  Forcing  Beds,  Pineries,  Garden  Boilers,  ^kc 

Colsunns,  Conduit  Pipes,  Pavement  Gutters,  Soil  Pipa. 

Batb  Tabs,  Sinks,  Sewer  Traps,  Soil  Pans  and  T)rapa»  and  Wstor  Cloeei 
srziBgemanta. 

Screwing  Ilaeblnes,  Drill  Stocks,  Stocks  and  Dies,  Tkpt,  Beamer 
Mils,  Pipe  Tongs,  and  a  general  assortment  of  Gas  and  Steam  FittArt*  ToaU  and 
Haterials. 

WORKS,  8«  Flftb,  betvreen  Tasker  and  Morris  fits. 

WAREHOIJSB  A  OFFICE,  309  S.  TUrd  St.,  Pblla. 

RSPIEI  MOESIS,  HEFBT  0.  MOBSIB 

ZUA  I.  ZAflXBB,  Jr.  F.  X,  TA8XBB 
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HSRBT  P.  M.  BIBUNBin, 
GlVn  AND  MECHANICAL  ENGINEEB, 

Will  make  Examinatioos.  Surreys,  Plans  and  Estimates  for:  or  snperintend  ths 
eonstraction  of  Water  Works,  Gas  Works,  Watbr  Poifbrs,  MACHiNiKr,  Ac. 

Detailed  Drawings  and  Specifications  prepared  fbr  Beserroirs,  Dams,  Water 
Wheels,  Pampin^  Engines,  Gas  Holders,  fto. 

H.  P.  M.  B.  bnngs  to  his  aid  an  experience  of  over  twentj-fiye  Jmuts,  and  can 
refer  to  many  important  works  eonstmoted  by  him,  or  under  his  direction. 


OFFI€S»  109  Mmmth 


It. 


-FHiJ^rnXlSTTTl^ 


lOB  ALL 


irr.  wfiRi.  Ete.. 


Laboratory  and  Manufacturing  Purposes. 
FlatiziuzD   Scrap  and  Ore  purchased. 
B.  M.  RAVNOR 

<>ffiee,  67  Bond  St.,  New  York. 

The  Brooks  Patent  Parffine  Insulator, 

WOBK8,  22  South  Twenty^firBi  Sireet,  BhUmdeiphia. 

All  varieties  of  Insulators  manufactured  at  these 
Works  are  warranted  to  excel  the  usual  styles  of  Glasi 
and  Kubber  more  than  one  hundred  fold. 

In  yiew  of  the  error  and  delay  in  transmission,  waste 
and  consumption  of  battery  material — the  results  of  de- 
foctive  insulation — ^its  fragile  nature,  and  expense  of 
renewal,  nothing  is  more  manifest  than  its  economy. 

To  railroad  companies  relying  upon  the  efficiency  of 
their  telegraph  departments,  it  is  <tf  great  Talne. 

JOHN   L.   ENOWLTON, 

(Sueeessar  to  iT.  W,  ZryjT  A  CO.,) 


Hillwrif lits  and 


ifo.   130  MBED  STRJEBT,   JPMUiADJBLBHJUii 

Manufacturer  of  Steam  Engines  and  Boilers.  Also  all  kinds  of  Saw  Hill,  Plan- 
ing Hill,  and  Flour  Hill  Hachinery.  Sole  Hanufacturer  of  Knowlton's  Patent 
Bevel  Saw,  for  Sawing  Ship  Timbers  ;  also,  Knowlton's  Circular  Saw,  for  Sawing 
Ship  Plank  to  the  curve  and  Bevel,  and  Knowlton's  Patent  Machine  for  Taming 
and  Qrinding  Shot,  Shell,  Valve  Balls,  Ten  Pin  and  Billiard  Balls.  Haan&ctorer 
•f  T.  H.  Gushing's  Patent  Saw  and  Planing  Hachine,  for  Working  Bridge  Arches 
and  Curved  Timbers.    J^^Particular  attention  paid  to  Repairing. 
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Oor.  S.  Front  ft  Beed  Sts.,  ft  Nos.  614  ft  616  Market  Street, 

PHILADELPHIA. 

MamifiAetare  Inftmelled  BYaporating  Dbhos ;  Iron  MorUn,  of  different  stylee ; 
Tianed^  Tamed,  and  Pliun  Enamelled  Caaldrone»  from  12  (o  120  g^oni,  with 
BD  iMttrtiaeal  of  other  artiolee  enitable  for  Cheaiste*  nee. 


ASOUPH  OTT, 

[hutralopt,  l^ktmst  t  vngtneer, 

Kky  be  employed  profoMionally  as  expert.  Seportt  on  mining  land,  and  inve** 
tigations  in  subjects  involving  both  mechanical  and  chemical  knowledge,  ezami- 
ution  of  new  inventions,  etc.    Specialist  for  various  branches  of  Technology,  viz : 

Constraotion  of  Qas  Generators,  Preservation  of  Wood, 

MANUFACTURE  OF  WHITE  LEAD, 
Detulphuiization  of  Ores,  and  Utilization  of  the  Waste  Products  of  Gas  Works, 

Address,  73  EAST  SEVENTH  ST. 

HKW  YORK  OBTY. 


9 

Iiperienoe  as  OonstraotiRg  or  Oonsnltinff  Engineer  on  three  Steam  and  five 
Hone  Railways,  eeren  Water  Worke,  eix  Kirer»  Harbor  and  Canal  Improre- 
9Mit  Pnmpiag  uid  Marine  Xnginee,  U.  S.  Brj  Dook»  ^.,  Sbo, 

Qfflee,  Ho.  48  Fine  Street,  Boom  27,  New  York. 
Besidence,  No.  42  Johnson  Street,  Brooklyn, 
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AMERICAN  AND  EUROPEAN, 

Uro.  37  PABKBOW,  TTBW  TOBK. 


For  a  period  of  nearly  twenty-flTe  yean,  Momr  ft  Co.  have  oooopied  the  pon- 
iion  of  leading  Solioitora  of  American  and  European  Patenii,  and,  daring;  thii 
extended  experience  of  nearly  a  quarter  of  a  oentary,  they  have  examined  not 
loKS  than  fifty  thousaDd  alleged  new  inYentioni,  and  have  prosecuted  npwardt  of 
thirty  thoasaod  applications  for  patents ;  and,  in  addition  to  this,  they  have  made 
at  the  Patent  Office  over  twenty  thousand  preliminary  examinations  into  the 
novelty  of  inventions,  with  a  oarefal  report  on  the  same. 

liuNN  &  Co.  deem  it  safe  to  say,  that  nearly  one-third  of  the  whole  number  of 
applicaUons  made  for  patents  daring  tlie  past  fifVeen  years  has  passed  through 
their  Agenoy.  wfaieh  is  assisted  by  a  Branch  Office  at  Washington  whioh  watohsi 
and  supervises  all  their  oases  as  they  pass  throagh  official  examination. 

Inventors  who  desire  to  consult  with  us  are  cordially  invited  to  do  so«  Ws 
shall  be  happy  to  see  them  in  person  at  our  offioe,  or  to  advise  them  by  letter. 
In  all  oases,  they  may  expect  from  us  an  kanett  opinion.  For  such  oonsultatioos^ 
opinion  and  advice,  we  make  no  charge,  A  pen-and-ink  sketch,  dnd  a  deseriplioa 
of  the  invention  should  bo  sent. 

Preliminart  Examination  is  made  into  the  novelty  of  an  invention  by  per* 
sonal  search  at  the  Patent  OffioOf  which  embraces  all  patented  inventions.  For 
this  special  search  and  report,  a  fee  of  $5  is  charged.  We  advise  this  special 
search  only  in  very  doubtful  oases. 

To  Apply  por  a  Fatbnt,  a  model  must  be  furnished— not  over  a  foot  in  any 
dimensiuns.  Send  model  to  Mutm  Ar  Co*  37  J\irk  Row^  NmoTvfk^  by  express^ 
charges  paid ;  also,  a  description  of  the  improvement,  and  remit  $16  to  cover  first 
Government  fee,  revenue  and  postage  stampe. 

Caveau  Filed;  Interferences  Managed;  Cxtennions  and  Re-Issues  Obtained; 
I  Assignments  Prepared ;  Designs,  Trade- Marka  and  Compositions  patented. 

I  Patenta  are  obtained  in  all  European  couatries. 

^  For  instructions  eonoeming^Foreiga  Patents,  Re-Iseues,  Interferences,  Snii 

on  Selling  Patents,  Rnles  and  Proceedinga.at  the  Patent  Oac^ihe  Patmt  Laws, 
Ac.,  see  our  Instruction  Book.    Sent  free,  by  mail,  on  application. 

Address  all  communications  to 

MUJNN  ft  CO,, 
2fb.  37  JPark  Bow,  New  YorU  City. 
O^oe  in  Washington,  eorner  of  F  and  Seventh  Streets. 
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STSj&M  Hj&.MM£iElg. 


WM.  A.  SWEET  &  CO. 

OF  SYRACUSE,  N.  Y.. 

ABB  NOW  PBBPABBD  TO  MANUVAOTUBB  TO  OBDBB 


Vitk  Sweef s  Improved  Balance  Value  &  Variable  Cut-Off. 


This  Valve  Hotion  i^tm  oar  Hammen  more  range  and  force  for  large-iiaed 
work,  and  greater  delicacy  and  precision  for  small  work,  combined  with  entire 
MoDony  in  uae  of  steam  (eqaal  to  the  Corliss  Bngine,)  than  any  other  Hammer 
•Tereflered. 

Tbeywe  steam  in  proportion  to  the  work  done.  The  Valve  Motion  is  very 
BiDplt  and  durable ;  is  made  of  the  best  Norway  Iron,  and  case-hardened,  and  all 
Ike  work  is  done  in  the  best  style  and  finish. 


Himacria 
He 

Blows  p«r 

Minato. 

EfMOf 

Hamaier. 

Will  KedDM 
Ingot  from 

ApprozlnMto 

W«iclitotWlioI« 

loltM. 

400 

850  to  460 

10  in. 

8}  in.  to  1    in. 

7,000 

600 

260  to  850 

15  in. 

6i  in.  to  1}  in. 

15.000 

1,000 

200  to  800 

20  in. 

7    in.  to  8    in. 

20,000 

1,M0 

150  to  250 

80  in. 

10    in.  to  5    in. 

80«oeo 

2,000 

100  to  150 

40  in. 

14    in.  to  S    in. 

40,000 

Joondatiaa  Drawings  will  be  forwarded  in  season  to  get  foandation  relidy  for 
tke  Hammer,  and  a  competent  workman  will  be  sent  to  set  the  Hammer  and  give 
lastnietiona  Ibr  working,  at  the  expense  of  the  purchaser.  Price  includes 
'Wienehes,  Foundation  Bolts,  Bed-Plate  and  Anvil  Blooks,  delivered  on  board 
the  ears,  boxed  and  packed,  in  good  order. 

Terms,  Cash. 

Vlim  and  Die  Ghilla  extra,  at  10  cts.  per  pound. 

WM.  A.  SWEET  ft  CO., 
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Baldwin  Locomotive  Works 


M.  BAIRD  &  COMPANY, 

Broad  &  Hamilton  Streets, 

PHILADELPHIA,  PENNA. 


Manufacture 


[$t$S^litt  jlnglttl^ 


Especially  adapted  to 

Every  variety  of  Railroad  Service, 

And  U  the  economical  use  of 

Wood,  Coke,  Bituminous  and  Anthracite  Coal  as  Fuel 

All  Work  accurately  fittted  to  Grauges,  and  thoroughly  inter* 

changeable^    Plan,  Materials,  Workmanship^  Finish 

and  Efficiency  fiilly  guaranteed. 


M.  BAIRD.  EDWD.  H.  WILLIAHS. 

GEO.  BURNHAM.  WM.  P.  HENSZET. 

CHAS.  T.  PARRY.  BDWD.  LONGSTBFTH. 
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WUAAAM  SELLERS. 


JOHN  SELLERS,  Je* 


WM.  SELLERS  &  CO. 


Ic 


Bamtltea  Stteet«  PUI«4*lvUa. 

MACHINISTS'  FOUNDERS'  SMITHS' 


BOSUBR  MAKERS'  TOOLS 

SHAFTING, 

With  Ball  ftnd  Sooket-bearings  and  Doable  Cone  Vise-coupliDgs,  admittiDg  of 
the  easiest  possible  adjastment 

PULLEY  &  WHEEL  PATTERNS, 

From  which  Castings  or  Finished  Work  will  be  famished. 

RAILWAY  E&UIFMEHTS, 

nnunxfi  and  iransfer  tables  and  pitot  bridges 


SOLE  MANUFACTURERS  AND  LICENSEES  OF 

Q-rPFj^RD^S    IDSTJECTOR, 


FOR  FEEDING  BOILERS. 
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Mi^OHIlsriSTS*    TOOlLiS. 


INDUSTRIAL  WORKS, 

PHILADELPHIA. 


Lathes,  Planing,  Shaping,  Slotting,  Boring  and  Turning,  and 

Wheel-cutting  Machines.     Vertical,  Radical,  Horizontal 

and  Suspended  Drills.      Cotter-hole  and  Kej- 

seat  Cutting  Machines.    Milling,  Edging, 

Drilling  and  other  Oun  Machinery. 

BOLT  AND  NUT  THREADING  MACHINES. 

DEITING-VHEEL  LiTHES,  (UlRTERIRQ  HiCnMBS,  WHEEL  PKES8II 
▲SD  oraxB 

8TBAINC  HAIIIXiniR& 

Cupolas,  Cranes,  Ladles,  Forges,  Blowers,  Pipiifti  etc.     Punching 
and  Shearing  Machines.      Bending  Bona/  Plate- 
planing,  Angle-iron  Cutting  and  other 


SHA.FTI2Sra, 

With  improTed  hangers  and  pillow-hlocks,  having  both  vertical  and 
horisontal  adjustment  and  self^acyustment  ball-bearings. 

PULLET  AND  QEARINO  PATTERNS, 
From  which  Castings  or  Finished  work  will  be  furnished. 

BEMENT  ft  DOUGHERTY. 
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H.  HOWSON'S 

l-feec3L    State»    axi.c3L   S^^z^olss 

FOBBEST  BUILDINGS, 
ifo.  119  South  Fourth  Street, 

PNILAOELPHIA, 

MABBLE  BUILDINGS, 
2fo.  460  SEVENTH  ST., 

(Oppodto  U.  8.  Patent  (MBoeO 

WASHINGTON.  O.C. 

PHfUOElPHIA,  WASHIN6T0R. 

BRnrcirAL  offices,  fhiladelfhia. 

H.  HowBOH  prepares  Speoifieationa,  DrawiDgs,  Aasignments,  Agreements,  &a ; 
eondaoU  Interfereneet,  Appeals,  Applications  for  ^-issues,  Extensions,  Ac: 
attends  to  the  Filing  of  Cayeats,  reports  as  to  the  Patentahility  of  Inventions,  and 
•ots  as  Consulting  Attorney  in  salts  respecting  Patents. 

Thb  WAfUiurGTON  OvFiOKS,  in  charge  of  a  trained  and  confidential  clerk  of  the 
estahlL^hment,  and  yislted  at  frequent  intervals  by  the  proprietor,  enables  the  latter 
io  make  i^reliminary  examinations  promptly,  to  prosecute  rejected  applications 
witboat  delay,  and  to  retain  in  his  charge  all  cases  entrusted  to  him,  instead  of 
resorting  to  Die  oommon  but  dangerous  practice  of  handing  them  over  to  irrespon- 
sible practitioners. 

A  iloDBL  DBPAETMnrr,  in  charge  of  one  of  the  most  expert  mechanics  in  the 
dty,  forms  a  part  of  the  establishment  in  Forrest  liuildings,  and  uflbrds  to  inventors 
an  opportunity  of  having  their  models  mudo  nromptly,secrotly  and  at  moderate  cost. 

Parties,  on  application,  can  obtain  pamphlets  relating  to  both  United  States  and 
Foreign  riitents. 


BwllogtoB,  lowm,  Oetobn-  Sd,  ItfV. 
BtAB tiat  T  taks  this  aeonlon  to  ttste  to  yon,  thst  tar  mwn\  yaon  post  I  bav«  boon  acqiuilolcd  irlth 
IImp  mihikt  In  wliidi  yuu  liavo  oouUucti-U  j-oiir  Uuaim-M  m  t^itoot  Solicitor.  Tbii  has  alwiiy*  been  bigbly 
cr«dital*lc  to  ywf inieirniiil  titUfiiCtory  to  tlie  rntcnt  Offlco.  Tun  uiiUcratood  ypur  caaei  well,  itnd  |»retetit«d 
Ibeni  in  llMt  hitell>xiM«  furni  wliich  gi'iicmllv  InHured  roooeii.  I  nutko  tliU  CfrtiflOHt«  in  bopcs  lliat  It 
nay  U  ■ertki'nble  io yon  i u  coin  i n nlng  to  ttuU  t bn t  ennJoyaent  la  your  prsiBMioa  to  wbkh  yoor  indastry, 
ImiHlgiiBW  nad  oourtMNU  baariag  MjOAtly  untitle  yoa. 

Toon,  very  tnily, 
ftlIsmIl0WSQS.lii|.  CIlAS.llA80ir,  Lato( 


]lo«tOB,Oetob«  th,180(. 
Mt  DiAt  8ni  t  Tt  ffvoi  me  irrest  plearare  to  rIto  ny  teetfmony  titothenuiner  In  vblcb  yon  eoadnettd 
yonr  bunlnMB  no  •  ftillclUir  of  i^aU-nte.  dnrlofr  ibe  fonr  yenra  that  I  was  Chief  Clerk  nad  Kseoativo  Ofltar 
•f  the  U.  8.  fHiBtttOmce,  and  fur  a  omiaiderable  period  Acting  Cooimiaaiones. 

bnrinn  that  time  your  buaijicea  at  the  I'nient  Uitlce  waa  lurpaaeed  in  extent  bat  by  one  flna  la  Now  Tor^ 
The  pafiere  |»r«eenied  by  jron.  sTMCiflcatione.  drawings,  corrvspoiideooe.  Ac.,  were  Invariably  models  of  aens* 

"" ' ly  pointed  out  to  yonnfersoliciiori  as  aOMNig  tho 

Yonr  iiuefoonrse  with  the  oOtoe  was  so  eondncted 


■eat.  aceomcy  and  Ii-ksI  |iredsion.  Tbey  were  fhiqnently  | 
kast  Maaiplfie  and  preoetUmts  Sir  pmotioe  in  the  odloe.  Ym 
thai  all  the  rlKbta  of  your  clients  were  secured  without  perso 


riicbta  of  your  clients  were  secured  without  personal  controversy.    With  the  best  opportanitte 
^jvditlng,  I  do  not  hesitate  to  say,  that  yonr  thoromrh  knowledge  oC  menhanlfls  and  pnteal  law  ylmiyea 
la  Iks  iin  laak  of  tho  SnUdloft  o#  I'Meots  of  Uie  United  States. 
Very  trnly,  yoan, 
JOmi  L.  HATX8,  Late  GktofOlwk  sad 
S.  Bfwsea,  B^.,  nosdslphls,  Pa. 


IvsOOovU. 


WashlaglOB,  D.a,  Hsffwhi 
I  fkily  tad  cbsOTfany  eadorae  the  slaleBMil  SMdt  by  Mr.  Hny«  la  tkeskofa  Ml«^  r 
'    lortbetavtBtonefthtsoantiy. 

Jk  F.  BOUUnrAI,  Umfkmaim 
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TESTIMONIAIflu- 


SuMMBRLXx  Iron  WoRltf, 
Alexander  Morton,  Esq.,  Oojltbbisqi,  lUk  Jui^f  18W. 

87  West  Nile  Street,  Glasgow. 

Sib, — ^We  have  bsd  your  *<  SJector  Condenser  "  in  operation  for  nearlj 
three  months,  and  are  satisfied  with  its  working. 

Having  tested  the  consumpt  of  fuel,  both  before  and  after  it  was  applied,  we  find 
the'saTing  to  he  fully  twenty -aeven  per  cent.  I  am,  Sir,  Yours  truly, 

(Signed)  JOHN  NEIU90K. 

GLBKOA&irocK  Womxa, 
Alexander  Morton,  Esq.,  Oalet,  Atkshisx,  2Sth  September ^  I8d9. 

87  West  Nile  Street,  Glasgow. 

DxJLB  Sib, — Your  **  Ejector  Condenser  "  has  been  working  at  Ryetholm 
Pumping  Pit  since  9th  May  last ;  it  gives  twelve  pounds  vacuum,  and  saves  abom 
iw§ntjf'U9fi  v*r  cent,  of  fuel,  and  has  never  been  the  least  out  of  order  during 
that  time.    We  are  highly  satisfied  with  its  working.        Yours  truly, 

(Signed)  ABCHD.  GRAY. 

LuoAB  Ibov  WoBKa, 
Cumnock,  Atbshibx,  lei  Oetobw'^  1869« 
The  first  of  Morton's  <*  iQector  Condensers"  was  fitted  upon  Oraigston    umping 
Engine,  Lugar,  and  has  now  been  in  constant  use  for  twenty  months,  during  wnidi 
period  we  have  not  reouired  to  expend  one  pennv  in  up-keeping  or  repairs. 

The  Condenser  and  Throiit  are  at  this  date  as  free  from  deposit  or  sodiment,  and 
as  in  good  condition  as  when  first  fitted  up. 

We  are  unable  to  state  definitely  the  saving  in  ftiel  effected,  as  two  other  en^nes, 
performing  varying  amounts  of  work,  are  connected  with  the  Pumping  Engine  to 
the  same  range  of  boilers. 

We  are  now  so  well  satisfied,  (after  such  a  lengthened  trial)  with  tbe  results, 
that  we  have  ordered  additional  **  Ejector  Condensers  "  from  Mr.  Morton. 

Por  EGLINTON  IBON  CO., 

(Signed)        B«  Ahgub,  Mmneiff&r. 

GoATBJLirK  Eyonrs  WoBia, 
Alexander  Morton,  Esq.,  Cojltbbidox,  4th  October^  1869. 

87  West  Nile  Street,  Glasgow. 

Dear  SiB,~We  have  applied  one  of  your  «  Elector  Condensers  "  to  an 
old  high-pressure  engine  which  was  too  light  lor  its  work,  and  also  short  of  boiler 
power.  The  Condenser  has  now  been  working  for  the  last  three  months,  and  gives 
no  trouble  to  the  attendant  (a  common  laborer);  lifts  the  water  11  feet,  giirlng  an 
average  vacuum  of  23  inches.  The  savins  in  fuel  is  about  twdenty-Jhe  per  emt, 
the  engine  and  boiler  being  now  equal  to  their  work.         Yours  truly, 

(Signed)  BTRATHEBN,  MUBBAY  4b  TATBBSON. 

POBTIFICJLL  MaBIBX, 

Alexander  Morton,  Esq.,  Civita  Ybcchia,  JforeA,  1869. 

87  West  Nile  Street,  Glasgow. 

This  is  to  certify  that  Morton's  Patent  Condenser  was  applied  to  the 
twin  screw  steamer  << Flora."  built  by  Messrs.  Seath  A  Co.,  ship-builders,  Clyde, 
and  the  appliance  of  the  same  was  a  complete  success.  Having  been  present  at 
the  trial,  I  bad  the  gratification  of  witnessing  tbe  working  of  the  same,  and  have 
no  hesitation  in  saying  that  as  a  Condenser  it  stands  unrivalled. 

(Signed)        GEO.  THOS.  INGLE,  Chxrf  Enyin 


Alexander  Morton,  Esq.,  Glasgow,  2%th  Mareh^  1869. 

87  West  Nile  Street,  Glasgow. 

Dbar  Sir, — ^We  have  great  pleasure  in  testifying  to  the  satisfactoir 
trial  of  your  patent  Condenser  on  board  of  the  twin  screw  steamer  «  Flora,"  althoun 
this  being  the  first  fitted  on  board  of  a  steam  vessel.  We  consider  the  trial  highly 
satisfactory  in  every  respect,  and  shall  not  fail  to  recommend  it  in  all  cases  coming 
under  our  notice.    We  are,  Dear  Sir, 

(Signed)       T.     .  SEATH  4b  OO. 
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THE  EJECTOR  CONDENSER. 

MORTON'S  PATENT. 


Fig.  2. 


Fis.l. 


fig.  1  is  for'EngfciAr  with  one  Cylinder. 


Fig.  2  is  for  £ngine«  with  two  Cylinden* 


This  Ejector  Condenser  is  applicable  to  all  steam  engines  and  to  the  vacuum 
fMng  of  su^ar  refiners,  when  sufficient  water  for  condenstHtion  can  be  obtained. 
It  dispenses  with  the  air-pump,  saves  all  the  power  required  for  working  that 
pamp,  occupies  much  less  space  than  the  ordinary  jet  condenser  and  air-pump,  and 
has  DO  parts  constantly  in  motion,  thus  obviating  the  necessity  of  skilled  atten^ 
lion  mod  frequent  repairs:  it  can  be  placed  on  any  part  of  the  exhaust  steam  pipe. 

It  can  be  applied  to  many  of  the  existing  non-condensing  steamboat  engines ;  it 
will,  with  their  present  consumption  of  fuel,  give  about  a  tenth  more  speed,  or,  at 
the  same  rate  of  speed,  it  will  save  from  20  to  30  por  cent  of  their  fuel  with  consid- 
erably less  boiler  pressure. 

For  a  description  of  the  apparatus,  with  reports  on  its  efficiency  and  theory  of 
its  action,  see  the  Journal  of  the  Franklin  Institute^  of  Philadelphia,  for  Novem- 
ber and  December,  18C9. 

Roference  is  also  requested  to  the  accompanying  testimonials,  as  to  the  merits  of 
apparatus. 

The  Patentees  have  placed  the  sale  of  the  American  patent  in  the  hands  of  the 

dersigned^  to  whom  application  is  to  be  made. 

DENNISTOUN  &  CO., 
No.  22  Bxchange  Place,  New  York. 
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lUuitratloni— One  Colored  Plate  and  Eleven  Wooden^ 


EDITORIAL, 

Itxms  and  Novklties— The  Rider  Vertical  Fngine  and  Valve,  78 ;  Saint 
Louis  Bridge,  Use  of  Calcium  Lights,  76 ;  Converting  Rectilinear  into 
Intermittent  Rotary  Motion,  76;  Creeping  of  Clay,  Anchor-Ice,  79; 
Economy  of  Steel  Kails,  79 ;  Self-Oiling  Journal  Bearing,  81 ;  The 
Broadway  Pneumatic  Railway,  82  ;  Explosion  of  Fulminating  Gold,  83 ; 
Viaduct  over  the  River  Tees,  83  ;  New  Magnesia  Burner,  84 ;  Oxide  of 
Manganese,  lOG;  SuezCanal,  119;  Qilding  Machine 


EDITORIAL  CORRESPONDEKCK. 


Nickel  Linnieite.     By  A.  R.  Roessler 

Performances  of  Engines.     By  Wm.  H.  G.  "West 

Tin  in  California.     By  A.  R.  Roessler 

Approximate  Method  of  Squaring  the  Circle.     By  D.  D  AVillard. 
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]B3r   3D.    "^"Axx   Xr^stirAXXcl.y 

23  Murray  Street  and  27  Warren  Street,  New  York. 

IROlf  TRUSS  BRIDOBS  FOR  RAILROADS.  Methods  of  CalcnUting  StrainA,  with 
»  Compendlam  of  the  most  prominent  Trust  Bridges,  and  new  Forronlas  for  Bridge  Constmction ;  also, 

TUB  BCOHOBIICAIi  AlCGLBS  FOR  STRUTS  AND  TIBS.  B7  Col.  W.  B.  Merrill. 
U.  S.  E.    Illustrated  with  nine  lithographic  Drawings  of  Plans.    4to.    Cloth,  $5.00. 

1irEI8BACH»S  MECHANICS.    A  Manual  of  the  Mechanics  of  Engineering  and  of  the  Oon- 

strnction  of  Machine*.  Vol.  1.  Theoretical  Mechanics,  with  an  Introduction  to  the  Caloulnt,  designed 
as  a  Text-Book  for  Technical  Schools  and  Colleges,  and  for  the  use  of  Engineera,  Architects,  etc.  By 
Julius  Weisbach,  Ph.D.  Translated  from  the  fburth  augmented  and  improyed  Qermah  edition,  by 
Ei-kley  D.  Coxo,  A.  M.,  Mining  Engineer.  8vo.,  1,100  pages,  and  n<*arlj  1,000  Woodout  Illttstratioos. 
Cloth,  $10.00. 

Tanner's  Treatise  on  Roll  Turning  for  tke  Mannfinetnre  of  Iron.  By  Peter 
Tunner.  Translated  and  adapted  by  John  B.  Pearse,  of  the  PennsyWania  Steel  Works ;  with  numerous 
engraTings  and  WoodeuU.    1  vol.,  folio,  of  Plates,  and  1  tol.,  8  vo.,  Text.    Cloth,  $10.00. 

Long  and  Short  Span  Ralliraj-  Brld|ce««  By  John  A.  Roebling,  C.  E.  lllnstrmted  with 
16  large  finely  executed  copper-plate  Kngravings  of  Views  and  Plans,  together  with  an  engrared  Steel- 
plate  Portrait  of  the  late  John  A.  Roebling.    1  toI.,  imiierlal  folio.    Cloth,  $26.00. 

The  theory  of  the  parabolic  truss  is  set  forth  with  great  olearness,  and  without  She  use  of  formulas,  and 
Is  followed  by  details  of  arrangement  and  calculations  of  strains  for  spans  of  500  feet  and  of  600  fiset. 

Engravings  on  a  large  scale,  and  of  the  highest  excellenc«,  exhibit  the  structure  as  a  whole  in  the  most 
impresslTs  manner;  to  which  are  added  the  details,  on  a  larger  scale  of  combination  and  dlaenaiODsi,  smd 
tabular  statements,  with  wei^hU  and  estimates  of  cost  of  construction. 

In  the  work  a  largo  amount  of  engineering  information  is  given  In  a  most  complete  and  practical 
manner. 


Trautwine's  Engineering  Works. 


New  Editions  of  FIELD  PRACTICE  FOR  LAYING  OUT 
CURVES  FOR  RAILROADS, 

ALSO 

NEW  SYSTEM  OF  CALCULATING  CONTENTS  OF  EXCAVA- 
TIONS  AND  EMBANKMENTS  BY  MEANS  OF  DIAGRAMS, 

By  J.  C.  TRAUTWINE.  Civ.  Eng. 

The  above  works  have  large  and  important  additions  not  contained 
in  the  former  editions.  In  the  latter  work  will  be  found  rules  for 
calculating  Earth  and  Bock  excavations,  with  ready  calculated  tables 
of  the  same.  Price  of  each  book,  $3.00. 

Published  and  for  sale  by 

WILLIAM  HAMILTON, 

Hall  of  the  Franklin  Institute^  Philadelphia,  Pa 
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HUNTOON  GOVERNOR. 

By  its  use  we  Guarantee 

Unvarying  Speed,  Increased  Power,  or  DIrect 

Saving  in  Fuel. 
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This  Governor  is  now  in  use  on  hundreds  of  Engines,  and 
At  principle  of  its  construction  is  such  that  we  can  warrant 
Ihcm  successful  operation,  even  where  the  best  adjusted  BALL 
GOVERNORS  may  have  failed. 

In  asserting  the  above  we  are  upheld  by  the  best  mechan- 
ical talent  in  the  country. 

R.  K.  Huntoon,  ^ 

J.  Augustus  Lynch,      ^   Proprietors, 
and  others,    3 

103  State  Street,  Boston. 


^ffrmctt  furnished  from  Parties  in  every  line  of  manufacturing  business  ^ 
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PEOPLE'S  WORKS. 


Manufacturers  of 

High  and  Low  Pressure 
Stationary  Steam  Engines,  Sugar 
Mills,  Saw  Mills,  Grist  Mills,  Marine  Bail- 
ways,  Blowing  Cylinders,  Pumping  Eogincs,  lloist- 
ing.    Stamping   and   Mining   MachiDery   in   general. 
Hydraulic  Presses,  Cranes,  Boilers,  Rolls,  Punching  Machines, 
Shafting,  Pulleys,  Hangers,  &c.,  and  Machinery  of  all  descriptions. 
Steam  Boilers,  Ship  Tanks,  Sugar  Boilers,  Cast  or  Wrought, 
Coolers,  Pans,  &c.     Soap  Pans  and  Curbs  of  all  sizes, 
either  Cast  or  Wrought.     Retorts,  Meters,  Stilb, 
&c.     Steam  Pipes,  Building  Fronts,  Col- 
umns, &c.,  fitted  and  put  up. 
We  are  also  prepared  to  execute  all  orders  for  Heavy  and  Light 
Castings,  either  in  green  Sand  or  Loam,  of  Iron  and  Brass,  at  the 
shortest  notice. 

JOHIV  HVKTSWORTH, 
JA€OB  UTAYI^OR, 

Cor.  Girard  Avenue  and  Front  Streets, 

*     KENSrNGTON,    PHiLA. 


Digitized  by 


Google 


r 


Digitized  by 


Google 


HARRISON  STEAM  BOILER 


1 


VnioM  StMAR  Kk:ri»KftT, 
Cbarlettowu,  Maw^  January  'Jl,  1969. 
Mr  JonPH  n&iuiisoN,  Jr. 

Sir:— In  my  last  commnnlcfttlon  to  you  In  repint  to  your  six  flfty-hone  pow^r  steam  boUen,  I  prv- 
miied  to  frive  yon,  tit  a  futurci  timo,  thtt  exiv^t  amount  of  saving  in  Tuet. 

I  am  pleasi'd  to  Ix*  able  to  do  lo  now.  ml  kept  a  very  close  and  accurate  account  of  the  fbe!  naed  frtw 
December,  1807,  to  December,  18&8,  to  compare  your  boilers  with  the  old  ones,  which  we  took  oat  in  Sefv 
tembor,  1867. 

The  amount  of  raw  luj^r  we  refined  during  that  time  was  larger  tbnn  ever  before.   Tlie  8t«im  pitiiir^ 
waf  always  kept  orcr  flfty  pounds,  and  we  were  thercrore  enabled  to  do  mure  work  In  a  shorter  time  witli 
the  same  machinery  and  nttparatus  than  with  cur  old  itenm  boilers,  in  which  the  pressure,  at  tioiea,  ooold 
not  be  kept  np  higher  than  twenty  to  thirty  poundi. 
Tbe  totiial  aavins  in  fuel,  during  this  time,  waM  one  thousand  and  serenty-one  tons  of  ooftl. 

Yours  truly, 

GUSTAVU3  JASPER,  SoperiDteiident. 


Worcester,  Man.,  Febntarj  1,  1869. 
JOSIPB  HARBIMir,  Jr. 

Dear  Sir: — After  using  one  of  your  thirty-one  horse  power  boilers  sixteen  months,  it  glTM  me  gTi>«t 
pleasure  to  say  tint  it  has  proved,  In  e*ery  pnrticular,  entirely  sattsfactorr.  I  have  had  many  opportuni- 
tieeto  recommend  it,  which  I  have  done  with  pleasure.  For  economy  in  ^lel.  It  excels  nil  boilers  tn  q^. 
I  can  raise  steaoi  in  aborter  time  than  In  any  boiler  I  have  ever  seen ;  and  would  cheerfully  reoomineiid  it 
■e  Ibe  oheapeet,  safest,  aad  most  ecooomiosd  boUer  ever  in  use. 

Very  respectftilly  yoon,  ^^ 

A.  N.  WHEKLEIL 


OrncB  Of  rsc  GitAirm  Statv  SIttLi, 

Newport,  N.  U.,  Febnury  L  186a. 
Jonra  HjuiBtBOM,  Jr.,  Esq. 

D«ar  Sir: — Yoora  of  January  fith,  asking  onr  opinion  of  the  Harrison  Boiler,  Is  at  hand.  We  have 
bad  your  boiler  in  U8«  flRec-n  months,  and  It  gives  us  perfect  satisfnction  In  qnicknen  of  raising 
•team,  and  the  cheapness  of  running  it,  as  compared  with  the  old-fashioned  boilers.  Our  lK>ller  does  not 
jet  loftk  a  drop,  and  we  do  not  believe  it  ever  will;  and  hut,  though  not  leaitt,  our  workman  about  tt  do 
not  CmI  obliged  to  get  their  lives  insured.  Tours  truly, 

COFTIN  k  NOURSK. 


Concord,  N.  H.,  February  8, 186B. 
Jonra  Habribon,  Jr.,  Philadelphia,  Pa. 

Deer  Sir  ^— Tour  fuvor  of  January  Otb  came  duly  to  hand.  The  62^  horM  power  boner,  whi^  W9 
had  of  you  in  October,  has.  from  the  time  we  commenced  its  u«e.  until  now,  given  pcrfbct  satislhctioa,  and 
we  can  see  do  reason  wli.\  It  eliuul<l  not  continue  to  do  so.  It  is  tlio  only  boiler  (and  we  have  hadnrarlecyof 
klsd^  that  BuHt'd  us  from  the  first.  Wo  save  fuel,  are  troubled  with  no  lenknge,  and  ImI  safe  in  luiBg 
It.    We  oan  only  say  that  it  meets  more  than  our  expectations.  Truly  yours, 

ABBOT,  DOWND«G  *  CO. 

for  ptio«-U0t  asd  lUwtrated  drcolar,  apply  to 

JOSEPH   HARRISON, 

Graff'*  Ferty  Boaa,  rkU^OtifhU, 
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MERRICK  Si.  SONS 

SOUTEWAEE  S'OUNBI&Y, 

PHILADELPHIA, 

Xya:-AJNno:p-A.oTxrRB 

Sieatn-^JBnffifie^ — For  land  or  marine  service;  honsoniai,  beam  or  TertlesL 
Oscillators  of  sizes  ranging  as  follows :   8  z  10 ;   10  z  18 ; 
14zl4;  18zl2. 
Sols  MANurAcruBKRS  ik  Pbiladkli'iiia  and  yicikitt, 
or   WRIGHT'S   PATENT   VARIABLE  CUT-OFP 
ENGINE,  the  best  yet  inlrodiiccd. 
Baiters — Cylinder,  flue  and  tubular. 
Steatn^Batnmera,  of  Nasmyth  or  Davy  styles,  witb  the  most  recent  impror*- 

mcnts,  and  of  all  sizes. 
Strtihan^s  Drill  Grinding  Rest,  and  Twist  Drill-Holder. 
C€utinff» — Loam,  dry  and  green  sand,  brass,  Ac, 

Roof 9 — Iron  frames  for  covering  with  slate  or  iron — neat,  durablu  and  economicaL 
GaS'Moiders  of  every  description.    Builder •  of  HoUUvfwr  ihs  Philadelphia 

Qa$  Works f  of  100  and  IQOfeei  diameter. 
Tonka  of  every  form,  for  sugur  estates,  refineries,  oil,  &c. 
Cfaa   Machinery  of  every  description,  including  Retorts,    Bench-castings, 
Holders    and   Frames,   Purifiers,  Coke  and  Charcoal 
Barrows,.  Gas-Yalves,  Governors,  Hoisting  Machines, 

Manufacturers  for  the  American  Meter  Company  of  their 

Patent  Dry  Centre  Valve  for  changing  purifiers. 
BarioPe  Patent  Wrought  Iren  Retort-lid— durable,  llgbi  and 
cheap. 
Sugar  ^iKaeJUnery^  such  as  Vacuum  Puns  and  Pumps,  Defecators,  BonivlibicK 
and  Bag  Filters,  Bone-Black  Burners,  Washers  and 
Elevators,  Hydraulic  Elevators,  Sugar  and  Bone-lllnck 
Cars,  Strike  Heaters,  Open  Steam  Trains,  «&c. 
Olaes  j-  BartoVs  improvement  on  Aspinwall  &  Woolsoy's 

Centrifugal  Sugar-Draining  Machined. 
N,  Rillieux'9  Patent  Sugar-Boiling  Apparatus,  applicable 

to  Beet- Root  and  Cane  Sugar. 
Sole   manufacturers  in  the  United    States  ot    Weston* 
Patent  Self-centering,  Self-balancing  Centrifugal  Sugar 
Draining  Machine. 


Having  had  twenty  yean  ezperience  in  the  manufActure  of  Sugar  Machinery 
fbr  Cuba,  South  America  and  the  United  SUtes,  they  are  prepared  to  contract  for 
the  design  and  erection  of  apparatus  for  making  Sugar  from  BeeURoot  or  Cane* 
and  for  refineries  for  either  Sugar  or  Molasses. 

They  are  also  in  possession  of  plans  of  the  most  recent  Improvemunts  in 
machinery  used  in  France  and  Germany  in  the  manufacture  of  Beet-Root  Sugar. 
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FOUNDEI>  1810. 


drindstones  for  Macltiite  SItops 

In  Cast  Iron  Boxes,  or  Wooden^Framep, 

OF  HEW  CASTLE,  NOVA  SCOTIA,  OR  OHIO  GRIT. 


With  Eelf-ftdjusting  Plates,  Clamp  Boxes,  and  FuIUm  made  to  order. 

Saw,  Edge  Tool  and  Nail  Makers,  or  File  Grinders  can  ob- 
tain any  size  or  grit,  by  sending  a  |  oz.  sample  by 
mail.    Send^for  descriptive  pamphlet. 


FACTORY,  6O39  604  and  606  Beach  Street,  aboTe  Greeu. 

J.  E.  MITCHELL,  Importer,  310  York  At.,  Phila. 

IN  THE 

FRNKKLIN   INSTITDE  JOURNAL. 

Which,  having  a  very  general  circulation  among  those  interested  in 
mechanical  processes,  is  a  valuable  advertising  medium  to  those  en- 
gaged in  such  business. 


0H£  TEAS.         8IZ  KOFTHS    THSEE  KOHTHB 

One  page $60 $32 $18 

Half  page 16 18 14 

Quarter  page 18 14 10 

One  page  1  No.  $10.     ^  page,  $6.     i  page,  $4. 
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CiRARD  TUBE  WORKS. 

JOHN  H.  MURPHY  &  BROS. 

"WORKS,  TWISNTY-THIRD  and  FILBERT  STREETa. 

OfSoe  and  "Warelionaa,  No.  42  N.  Fifth  Straet, 

PHILADELPHIA. 

lonT  II  lEiDEii  HES,  run  m  mim 

With  Malleable  and  Cast  Iron  Fittings  to  suit  the  same,  for  Steam,  GaSi  Water 
and  other  purposes;  Gas  and  Steam-Fitters'  Tools,  Brass  Work,&c.    Agents  of.  the 

•'OUNPOWDER  COPPER  WORKS/' 

Brariers'  and  Sheathing  Sheets  on  hand.    Pattern  Sheets  rolled  to  order. 

SiTEPHEN  USTICK, 

PATENT   ATTORNEY, 

Office,  108  S.  Fourth  Street,  Philadelphia. 


All  business  relating  to  procuring 

Including 

Appeals,  Bejected  Application^,  Interference  Cases, 
Be-issues  and  Extensions, 

BXEOUTBD  WITH  OARB  AND  DISPATCH. 


'  The  Patent  Office,  at  Washington,  yisited  frequently. 


amwsM^BiAMM  w^m^  woess. 


THOMAS  HART.  WILLIAM  B.  BUGS. 

HART   &   BUCK, 

HAKUFACTUKEB8  OF 

WROUQHT  IRON  AND  QALVANIZED  TUBES 

FOR 

GAS,  STEAM,  WATER  OR  OIL. 
IQalUabU  anl)  (JTaat  3ton  SxtWnQB,  Srasa  tDork, 

OASf  and  STEAM-FITTERS'  TOOLS,  cCc 
OfSoe  and  'War*hmiKA.  Noa.  7  ft  9  Nortli  Fiftli  Street,  Fhiladelpiaa. 
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924  Chestnut  Street,  JPhiladelphia, 

MAinTTACTUBSBS  AKD  IlfPOETBBS  OF 

Iratohig  Inslnments,  €xmsh,  f  cbels, 

fUBTETIKO  C01CPA88E8,  EVOIHEERB*  8TAII0VEBT, 

Spectacles,  Microscopes,  Opera  Glasses,  Spy  Glasses,  Lenses, 

ELECTRICAL  HACHINES  WITH  PROF.  R.  E.  ROGERS'  CONDENSERS, 

PHILOSOPHICAL  INSTRUMENTS  AND    SCHOOL  APPARATUS. 


|^£acb  of  the  following  parU  of  our  priced  and  illustratod  Cataiogae  tent  'jl 
luiy  address,  free  of  charge : 
Part  1. — Mathematical  InstrumentA. 

Part  2. — Optical  Instraments. 

Part  8. — StcreoBcopticana  and  Magic  Lanterni. 
Part  4.  — Philosophical  I  nstx  q 
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ESTABLISHED  1861. 

J.  EEYNOLDS  &  SON. 

N.  W.  Cor.  Thirteenth  and  Filbert  Streets, 

PHX&AlOEfcPIHIXA,   PA., 

SOLE  MANUFACTURERS  OF  THE  CELEBRATED 

W&OUGBT  IRON  AXR-TiaBT 


mVA  Til3iit  Doflt-Scrccn,  Grate-Bar  Bests 

AND 

THROUGH!  IRON  RADIATOR, 


This  ed^  represenVi  on?  Heater  ir!&  the  Patent  Wrought  Iron  Radiator 
it'cnchcd.  It  is  maJe  of  heavy  iron,  well  riveted  togetlier,  and  is  permanently 
attached  to  the  Heater;  opeiQlngs  for  cleanbe  from  the  ontside  of  hnck  chamber 
are  provi^d,  so  that  i^  eaa  Ito  done  at  k3j  &e  by  any  person.  Our  Ileater  has 
cndoubto^  and  dMi!.d>l  adrAntngcs  cut:  ws^j  other  Ileating  Apparatus  now 
iffjrod  for  lale,  esi^ouUy  Tj?  burning  SfesaJious  Coal. 

We  deiM  to  caU  ttu)  Attention  of  thoB«  la  vtnt  of  Cooking  Apparatns  to 

OUR  OWN  CBLEBRATSD  S  XXGES  (three  siies). 

HARRISON'S  IMPROVED  EUROn^N  RANGES  (thirty  siiet). 

IMPROVED  F£ENCH  RANGES  AND  BROILERS 

For  Hotels,  Restaarants,  ^ 

And  OUR  PATKST  PLAT-TOP  HEATING  RANGE. 

LATROBS  HEATERS,  SLATE  MANTELS, 

LOW-DOWN  GRAl  .S,  PORTABLE  HEATERS, 

REGISTER,  VENTILATORS,  &c.,  Aa 

I^Send  for  »     of  our  Illustrated  Pamphlets.^t 
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BABCOCK  &   WILCOX'S 


PATENT 


Thcso  Engines  nro  fitted  with  Flat  Slido  Talvcs,  Laving  z  consta:^? 
THAow  under  all  circumstai;ccs ;  au 

AVTOHATie  CUT-OFF, 

operated  through  tho  Governor  by  tho  direct  action  of  the  steam,  to 
suppress  tho  steam  at  any  desired  point  in  the  stroke,  and  our 

FABALLEL  ISOCHRONAL  GOTEMOB, 

which  gives  the  same  speed  under  all  conditions  of  load  and  pressure  of 
steam.     They  are  unequalled  for 

Economy  of  Fuel^  Regularity  of  Speedy  Simplicity  of  Mecbanism. 


BUeCOCK  &  WILCOX'S  PATENT  TUBULOUS  BOILEII 

IS  SrPERIOE  TO  AXL  OTHERS  IN 

Economy,  Efficiency,  Darability  and  Safety, 
BABCOCK,  WILCOX  &  CO., 

44  Cortlanilt  St.,  2fcw  York. 
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SEAMLESS  DRAWN  BRASS  TUBES 

AND 

SEAMLESS  DRAWN  COPPER  TUBES. 


roK 


Locomotive,  Marine  &  Stationary 
BOILE-RS, 

MANXIFACTUBED  BY  AMERICAN  TUBE  WORKS, 

B0ST07S",   MASS. 


^CRRTWBr^^ 


SEAMLESS  DRAWN. 


ALSO, 


HEATER  TUBES, 
WORMS  FOR  STILLS, 
HAND-RAILS, 
PUMP  CHAMBERS, 
FEED  PIPES, 
SAND  PIPES, 


PAPER  ROLLS, 
BILGE  PIPES, 
STEAM  PIPES, 
CONDENSERS, 
PUMP  RAMS, 

PRINTERS'  ROLLS, 


BRASS  TUBES  FOR  PLUMBING  &  OTHER  PURPOSES. 


Qffiee,  103  State  Street,  Boston, 

JOSEPH  H.  COnON,  -Treasurer. 

New  Torh  Office,  69  Wall  Street, 

W.  H.  BAILEY.  AaenL 
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PAPER  MANUFACTURERS 


AND  AGENTS  OF  THI 


OrnCES  AND  WAREMOl/SZS : 
No.    27    NORTH   SIXTH    STREET,    FHILADELFHIA, 

AND 
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ITEMS  AND  NOVELTIES 

Illinois  and  Saint  Louis  Bridge.— [Wc  give  below  a  num- 
ber of  valuable  facts  which  we  have  collected  from  late  informa- 
tion on  the  subject  of  this  most  interesting  and  important  engineer- 
ing work,  of  which  we  hope  to  publish  before  long  a  full  account 
with  drawings.] 

On  the  morning  of  February  21  the  east  pier  was  83  feet  beneath 
the  Mississippi,  and  had  9  feet  6  inches  more  to  go  to  reach  the  bed 
rock.  This  rock  is  120  feet  beneath  the  ordinary  high  water 
level  (the  city  directrix.)  The  piers  will  be  faced  with  granite 
from  a  point  2  feet  below  extreme  low  water.  This  pier  is 
now  built  to  the  granite  course  and  this  would  have  been  laid 
4  days  earlier  but  for  the  extreme  cold  spell,  beginning  shortly  be- 
Vol.  LIX.— TniBD  Seriks.^No.  8.— Mahch,  1870.  19 
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fore  the  above  date.  About  22,000  tons  of  stone  have  been  laid  in 
this  pier  since  the  25th  of  last  October.  The  progress  of  sinking 
instead  of  going  on  more  slowly  as  the  rock  was  neared,  as  vas 
generally  predicted,  has  been  much  more  rapid;  in  the  last  24  hours 
2  feet  and  2  inches  were  made,  whereas  the  average  daily  progress 
during  30  or  40  days  in  November  and  December  was  but  a  frac- 
tion over  8  inches.  Within  the  past  week  54  feet  3  inches  were 
made  in  3  days,  and  the  average  has  been  about  18  or  19  inches 
during  the  past  two  weeks.  This  acceleration  has  been  owing  to 
improved  construction  in  sand  pumps  and  better  organization  of 
labor,  together  with  a  variety  of  little  corrections  and  improve- 
ments suggested  by  experience.  All  of  the  sand  and  small  gravel 
has  been  removed  with  the  sand  pumps,  and  these,  although  en- 
tirely novel,  have  given  perfect  satisfaction.  The  larger  gravel, 
excluded  from  them  by  strainers,  has  been  thrown  into  boxes 
made  between  the  brackets  on  the  sides  of  the  air  chamber,  and  is 
carried  on  down  with  the  pier  to  be  used  as  concrete  in  filling  the 
chamber  when  the  rock  is  reached. 

The  west  pier  is,  to-day,  37  feet  6  inches  under  water  and  has  yet 
28  feet  to  go  before  reaching  the  rock,  which  is  28  feet  higher  under 
it  than  at  the  east  pier.  Its  rate  of  progress  is  about  22  inches  per 
day.  It  is  built  up  about  46  feet  high  from  the  bottom  of  the 
caissons.  The  progress  of  the  piers  would  have  been  much  greater, 
but  that  interruptions  of  weather  have  occured  frequently  to  delay 
work  on  both.  The  appliances  for  laying  masonry  are  so  complete 
and  reliable  that  it  is  possible  to  build  3  feet  of  each  pier  in  24  hours. 
As  they  are  unprotected  from  the  weather  thework  must  be  pushed 
when  this  will  permit  it,  2  calcium  lights  being  used  on  each  pier  at 
night.  The  excavation  below  goes  on  night  and  day  without  regard  to 
weather.  A  barge  of  backing  and  one  of  cut  stone  is  kept  on  each 
side  of  each  pier  (8  barges)  when  the  mason  work  is  progressing, 
and  12  traveling  hydraulic  purchases,  at  each  pier,  lift  and  trans- 
port the  stones  and  material  from  the  barges  on  to  the  piers.  This 
hoisting  machinery  is  on  barges  or  pontoons  securely  moored  on 
each  side  of  each  pier,  and,  on  these,  the  cement  and  sand  are 
mixed,  and  on  them  the  air  pumps,  water  pumps,  engines,  boilers, 
&c.,  are  located. 

There  has  frequently  been  laid,  for  several  consecutive  days,  an 
average  of  250  cubic  yards  of  masonry  (over  500  tons)  on  one  pier, 
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in  24  hours,  and  ttis  average  has  been  mucli  exceeded,  frequently 
in  10  hours  work. 

The  beauty  with  which  these  purchases  work  and  the  simplicity 
of  them,  have  elicited  almost  universal  praise  from  the  numbers  of 
engineers  who  have  witnessed  their  performance ;  they  are  quite 
novel  in  design.  The  air  pumps  too,  although  not  novel,  but  of 
designs  matured  by  Capt.  Eads  and  assistants,  have  given  the  ut- 
most satisfaction,  which,  as  all  are  aware,  has  not  been  usually  the 
case  with  those  hitherto  used  in  similar  works. 

One  of  the  most  novel  features  introduced,  and  which  has  proved 
eminently  successful,  is  that  of  placing  the  air  locks,  for  obtaining 
entrance  to  the  air  chamber,  in  the  chamber  itself  and  not  above 
water  as  has  hitherto  been  the  case. 

We  presume  no  similar  work  has  ever  been  executed  so  rapidly  as 
these  two  piers,  or  has  been  so  devoid  of  mishaps  and  disasters. 
This  is  entirely  owing  to  the  care  with  which  all  preparations  have 
been  made  and  also  on  account  of  their  completeness.  Mr.  Chanute 
pronounced  the  outfit  to  be  the  best  ever  possessed  by  any  engi- 
neer in  America,  and  he  failed  to  discover  anything  unnecessary  in 
it.  The  stockholders  are  not  only  much  pleased  with  the  regular 
and  rapid  progress  of  the  work,  but  also  with  the  fact  that  the  esti- 
mates of  its  cost  have  not  been  exceeded  thus  far. 

The  masonry  is  laid  in  large  blocks  of  magnesian  lime  stone 
which  are  obtained  at  the  Grafton  quarries  in  beds  of  from  18  to  JiO 
inches  thickness.  The  granite  is  from  Richmond,  Virginia,  and 
more  will  come  from  Portland,  Maine.  It  is  of  bluish  gray  and 
in  courses  of  from  13  to  25  inches  thickness.  Similar  granite  has 
been  discovered  in  Missouri,  90  miles  distant  on  the  Iron  Mountain 
R.  R.,  and  recently  a  contract  has  been  made  to  furnish  2,000  cubic 
yards  of  it  for  the  bridge. 

The  men  working  in  the  air  chamber  of  the  deep  pier  begin  to 
feel  the  effect^  of  the  great  pressure  in  which  they  work  (now  nearly 
40  pounds  above  the  normal  atmosphere.)  They  are  usually  affected 
(when  disabled)  by  stiffness  or  loss  of  the  use  of  the  legs,  and  some- 
times of  the  arms.  This  passes  off  in  one  or  two  days  and  leaves  no 
bad  effect.  They  are  now  only  worked  two  hours  at  a  time  and 
are  then  relieved  by  others ;  those  not  on  duty  resting  in  a  com- 
fortable cabin  on  a  barge  near  by.  Much  care  is  used  in  taking 
strangers  and  new  workman  through  the  air  locks,  as  the  pressure 
is  so  great  that  serious  injury  to  the  ears  would  otherwise  occur. 
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Thus  far  no  loss  of  life  or  limb  has  occurred  from  failure  or  break- 
age of  any  of  the  machinery  or  appliances  used  in  the  construction 
of  the  piers.  Two  or  three  lives  have  been  lost  by  men  fulling  off 
of  the  barges,  but  none  from  causes  that  could  be  prevented  by  the 
engineers  or  superintendents  of  the  worlc. 

It  is  well  known  that  the  plans  for  sinking  these  piers  had  been 
fully  matured  before  Cnpt.  Eads  ill  health  compelled  him  to  go  to 
Europe,  Jul}'',  1868.  Before  his  return,  in  May  last,  the  associate 
Chief  Engineer,  Col.  W.  Milnor  Eoberts,  (who  was  elected  when 
Capt.  Eads  was  taken  ill)  had  already  advertised  for  bids  for  making 
the  pontoons,  caissons,  &c.,  required  by  those  plans.  Being  enabled 
to  witness  the  actual  workings  ot  i\\Q  phmum  piieumatic  process  as 
practised  by  the  most  eminent  engineers  in  Europe,  and  to  study 
the  methods  used  in  the  Thames,  as  well  as  to  converse  freely  with 
the  best  English  and  French  Engineers  on  the  subject,  Capt. 
Eads  then  became  convinced  that  he  could  put  down  these 
piers  more  cheaply  and  safely  by  the  plenum  pneumatic  plan  than  by 
any  other.  He  accordingly  wrote  to  Col.  Eoberts  and  his  chief 
assistant,  Col.  Flad,  to  prepare  themselves  with  every  argument 
they  could  think  of  against  it,  and  be  ready  for  a  careful  and  de- 
liberate consultation  on  this  most  important  part  of  the  undertaking 
on  his  return,  as  he  felt  satisfied,  in  his  own  mind,  it  was  best  to 
adopt  this  method,  and  that  he  should  do  so  unless  they  could  point 
out  some  reason  overlooked  by  him.  To  save  all  delay  he  ap- 
proved of  advertising  for  bids  to  prepare  the  plan,  Ac,  (for  the 
original  plan  he  had  already  devised.)  Ilere  turned  on  the  1st  of 
May,  and  the  work  we  have  given  some  account  of,  even  to  the 
planning  of  all  the  various  machinery,  caissons,  appliances,  &c.,  has 
been  accomplished  since  that  day;  for  nothing  whatever  designed 
for  the  other  method  would  come  in  play  or  be  applicable  for  this. 
Any  one  who  has  gone  over  the  work  is  satisfied  that  a  very  remark- 
able amount  of  work  has  been  accomplished  since  the  resumption  of 
operations  last  summer.  Since  that  time  there  has  also  been  laid 
over  2,000  cubic  yards  of  masonry  on  the  west  abutment,  and  2 
ice  breakers  above  the  two  piers,  in  the  river,  have  been  placed  v/ith 
great  labor  and  a  cost  of  about  $30,000.  These  are  a  complete  pro- 
tection against  ice  and  drift. 

At  least  two  or  three  thousand  persons  have  visited  the  air 
chamber  under  the  east  pier,  and  while  care  is  required  in  taking 
persons  through,  to  allow  the  pressure  to  come  on  them  gradually, 
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there  is  scarcely  one  in  a  thousand  who  cannot  enter  the  chanriber 
without  any  inconvenience  whatever.  One  of  the  curious  and  un- 
expected results  encountered  under  tlie  heavy  pressure  now  found 
in  the  caissons,  is,  that  notwithstanding  there  is  such  an  excess  of 
o^cygen,  combustion  is  very  imperfect,  candles  and  lamps  throwing 
oflf  so  much  carbon  as  to  require  several  expedients  to  get  rid  of  it. 
The  bright  flame  anticipated,  and  confidently  predicted,  is  not  to  be 
found. 

Back  Pressure  Break  of  M.  LeChatelier. — A  year  or  two  ago 
a  writer  in  the  ^'^  AnnaUs  des  Mines'^''  described  some  experiments 
making  in  Spain  on  a  method  of  economizing  the  work  of  trains 
while  descending  steep  gradients,  and  while  stopping  at  stations,  by 
merely  injecting  steam,  steam  and  water,  or  water  alone  from  the 
boiler  into  the  exhaust  pipe  of  the  engine  at  the  time  when  the 
valve  was  set  for  reversing  the  motion,  with  the  engine  going  for- 
ward. The  results  now  arrived  at  appear  to  be  so  satisfactory 
that  upwards  of  1800  engines  on  French  Railways  are  fitted  with 
the  apparatus.  M.  Le  Chatelier  is  Engineer  in  Chief  of  Mines, 
and  well  known  in  this  country  for  the  complete  solution  he  gave 
of  the  problem  of  balancing  the  centrifugal  forces  on  locomotives 
and  applying  his  theory  so  as  to  make  the  engine  practically  as 
steady  when  at  its  greatest  velocity  as  when  at  rest.  We  especially 
call  the  attention  of  railway  engineers  and  managers  to  this  sub- 
ject. We  would  have  them  test  for  themselves  the  truth  of  the 
following  statement  of  the  advantages  of  the  method.  1st.  It  puts 
the  control  of  the  speed  of  the  train  into  the  hands  of  the  driver  of 
the  locomotive  himself,  giving  him  a  means  of  instantaneously 
using  all  the  load  on  the  driving  wheels  as  a  break,  without  danger 
to  himself  or  stoker,  and  with  little  physical  effort.  2d.  It  gives 
a  higher  degree  of  security  against  collisions  and  overrunning  sta- 
tions that  has  hitherto  existed,  and  greatly  facilitates  all  shunting 
operations.  3d.  It  economizes  rails,  by  dispensing,  in  a  great 
measure,  with  the  use  of  the  brakes  of  the  tender  and  brake  vans. 
4th.  It  economizes  wheel  tires  and  grease.  5th.  It  allows  the  num- 
ber of  brakesmen  to  be  permanently  reduced.  Except  in  cases  of 
danger,  where  a  sudden  stoppage  of  the  train  is  necessary,  locomo- 
tive engines  are  not  generally  put  into  back  gear  when  the  train  is 
going  forward.  Railway  engineers  and  engine-drivers  know  well 
the  reason  why  so  simple  and  effective  a  method  of  stopping  is  not 
always  practised.     The  valves  and  sliding  surfaces  difficult  of  access 
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and  repair,  wear  so  rapidly  with  the  hot  gases  and  ashes  drawn 
from  the  chinnney  on  these  occasions  through  the  exhaust  pipe,  and 
from  their  compression  afterwards,  and  consequent  heating  of  the 
cylinders  when  being  forced  into  the  boiler,  that  accidents  are 
more  likely  to  occur  than  to  be  prevented  by  reversing  the  gear  on 
ordinary  occasions.  Le  Chatelier's  method  removes  all  these  ob- 
jections. The  small  quantity  of  hot  water  from  the  boiler  sent  into 
the  exhaust  pipe  soon  becomes,  on  account  of  its  high  temperature, 
a  wet  dense  mist  or  vapor,  which  is  drawn  into  the  cylinder  with 
each  stroke  of  the  piston,  instead  of  the  hot  chimney  gasses.  This 
wet  steam,  besides  cooling  the  cylinder  at  each  stroke  to  its  normal 
temperature,  lubricates  the  internal  moving  parts,  and  thereby  pre- 
vents their  rapid  wear  ;  it  at  the  same  time,  by  the  evaporation  of 
its  moisture  during  the  compression,  fills  the  cylinder  with  steam, 
which  acts  as  a  counter  pressure  and  stops  the  train  quickly  and 
without  shock.  The  system  came  rapidly  into  use  on  one  of  the 
French  lines,  which  happened  to  have  screw  gear  for  reversing  the 
valve  motion,  as  by  it  the  danger  to  the  engine-driver,  of  reversing 
with  the  regulator  open  and  the  train  in  rapid  motion,  was  avoided. 
It  may  come  as  rapidly  into  use  in  this  country,  in  those  engines 
similarly  fitted  with  screw  'gear,  or  where  Adam's  Equilibrium 
valves  are  used,  with  the  ordinary  reversing  lever,  as  with  this 
valve  a  boy  can  change  the  motion  from  full  forward  to  full  back- 
ward gear  with  the  engine  at  its  greatest  velocity.  Le  Chatelier's 
system  removes  the  chief  objection  to  the  general  adoption  of  such 
valves  to  locomotives.  And  by  the  combination  the  public  will 
secure  greater  speed. 

Analysis  of  Meteorites.— Doubts  having  been  expressed  as 
to  the  meteoric  origin  of  a  mass  of  iron,  weighing  about  three 
hundred  pounds,  which  was  found  upon  the  Collina  di  Brianza  in 
Lombardy,  an  analysis  has  been  made  by  Dr.  Haushofer.*  The 
doubt  probably  arose  from  a  remark  made  in  the  original  descrip- 
tion by  Cbladni  to  the  effect  that  Stromeyer  had  found  CO^  in  the 
mineral.  Dr.  Haushofer  shows  that  the  milkiness  which  is  given, 
when  a  portion  of  the  mineral  in  the  form  of  filings  is  burnt  in 
oxygen,  and  the  gas  passed  through  lime-water  is  so  excessively 
small  that  the  amount  of  Carbonic  Anhydride  contained  in  the 
mineral  must  be  disregarded.  The  analysis  gives  Fe,  91-1 :  Ni,  7*7 : 
P,  0-3 :  Co,  0-2 :  CO^,  trace.    The  Sp.  Gr.  is  7-596.     The  Widmann- 

*Jour.  fiir  prakt.  chem.  p.  328,  1869. 
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stadtschen  figures  are  brought  out  strongly  on  etching  the  cut  faces. 

An  analysis  of  the  oxidized  remains  of  a  meteorite  from  Cran- 
boarne  in  Australia,  by  the  same  chemist,  gives  Insoluble  Silicates 
41:  SiO^,  2-3:  AlA,  1*5:  Ca,  18:  PO^,  14:  FeA,  71-1:  NiO, 
81:  H^O,  13-7  =  99-0. 

The  external  appearance  of  the  analysed  portions  is  very  simi- 
lar to  that  of  brown  clay  iron  stone  or  bog-ore:  its  meteoric  origin 
is  shown,  however,  by  the  presence  of  Nickel.  The  hardness  is 
about  that  of  feldspar,  Sp.  Gr.  3-74. 

An  examination  of  the  minerals  resembling  Vanquelinite  in  the 
Royal  Museum  at  Stockholm,  has  revealed  to  A.  E.  Nordenskjcild 
the  existence  of  a  new  mineral,  a  double  salt  of  chromic  and  phos- 
phoric acids,  for  Avhich  he  proposes  the  name  Laxmannite.*  Two 
analyses  give : 


I. 

II. 

Plumbic  Oiide 

Gl-26 

12-48 

1-09 

16-26 

805 

1-31 

G106 

Capric        "      

10-85 

Ferric         **      

1-28 

Chromic  Acid 

Phosphoric  **    

16-76 
8-57 

Water 

0-90 

99-40 

9>42 

and  agree  with  formula,(§CuO,  J  H0)3  PO^  +  3(PbO,  CuO),Cr03 
The  Laxmannite  forms  crystalline  crusts  some  lines  in  thickness,  or 
crystalline  masses  filled  with drusy  cavities,  whose  wallsarc  covered 
with  dark  green  glistening  crystals.  The  cleavage  is  partly  crys- 
talline, partly  massive  and  earthy.  The  color,  dark  green  to  pis- 
tachio and  greyish  green.     The  crystals  are  monclinic  prisms. 

A.  R.  LEEDS. 

Ubo  of  a  Bell-jar  and  Beaker  with  Bnnsen's  Fump.— 

The  following  attachment  to  Bunsen's  pump,  which  suggested  itself 

some  time  ago,  and  of  which  we  subsequently  saw  a  notice  in  the 

Chemical  News,  has  now  been  in  use  for  several  months,  and  its 

*  Ana.  do  Phys.  u.  Chcm.  136,  299. 
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merits  are  sucli  as  to  deserve  more  particularly  the  attention  ot 
chemists.  Instead  of  the  cumbrous  bottle  generally 
employed,  the  plate  of  an  air  pump  may  be  advan- 
tageously substituted,  and  a  receiver,  with  an  india- 
rubber  cork,  through  which  the  neck  of  the  funnel  is 
passed  as  represented  in  the  drawing.  In  order  to 
(;^^^f  prevent  loss  by  the  bursting  of  bubbles  of  air  at  the 

end  of  the  tube  of  the  funnel,  it  is  continued  low  down 
into  the  beaker  by  an  india-rubber  tube  A.  The  latter 
can  easily  be  removed  at  the  end  of  a  filtration,  and  the  drops  of 
adhering  liquid,  washed  witli  water  from  the  spritz,  into  the  fil- 
trate. This  simple  arrangement  obviates  the  necessity  of  a  trans- 
fer from  one  vessel  to  another,  and  permits  all  the  operations  of 
an  analysis  to  be  carried  on  as  usual,  in  beakers.  Instead  of  an 
air-pump  plate,  a  sheet  of  glass  may  ba  used,  and  the  exhausting 
tube  as  well  as  the  funnel  in  this  case  must  be  passed  through  the 
tubulure  of  the  bell-jar.  A  similar  arrangement  is  useful  for  the 
dessication  of  bodies,  cither  alone  or  with  sulphuric  acid. 

Improved  Form  of  Wash-bottle.— The  accompanying  draw- 
ing represents  a  wash-bottle  which  I  have  seen  in  use  abroad,  but 
which  I  have  not  seen  in  text-books  or  employed  at  home.  The 
delivery  tube  A  is  bent  sharply  upon  itself,  and  then 
cut  oft*  at  a  point  not  quite  directly  above  where  it 
makes  the  first  bend.  The  jet  is  bent  in  the  same 
manner  but  in  a  contrary  direction,  and  the  two  parts 
are  connected  by  an  india-rubber  tube.  Over  this  is 
fitted  a  short  piece  of  glass  tube  of  such  a  bore  as  to 
fit  tightly,  yet  permit  at  the  same  time  the  jet  to  be 
pointed  upward,  downward  or  in  any  direction.  In 
transferring  precipitates  from  one  beaker  to  another,  or  in  washing 
a  precipitate  back  into  a  beaker,  etc.,  such  a  form  of  wash-bottle  is 
much  more  convenient  than  that  in  common  use.  B  is  the  entrance 
tube,  c  cork  tied  around  the  neck  of  the  bottle,  ddd  piecesof  india- 
rubber  tubing  where  the  glass  tubes,  in  order  to  give  greater 
flexibility,  are  cut  into  parts.  The  delivery  tube  is  bent  at  e  so  as 
to  reacli  into  that  corner  which  is  lowermost  when  the  flask  is 
inclined.  albert  r.  leeds. 

A  Machine  for  Sewing  on  the  Bottoms  of  single  soled  shoes, 
commonly  called  "turns,"  has  been  invented  by  Mr.  M.  J.  Stein, 
of  New  York  City. 


Digitized  by 


Google 


Editorial  Correspondence,  158 


PUMPING  ENGINES. 

To  Uie  Editor  of  the  Franlclin  Institute  Journal. 

Sir  : — I  have  read  tlie  communication  from  Mr.  Falton,  which 
appeared  in  the  issue  of  the  Journal  for  January,  and  will  do  my 
best  to  supply  the  information  he  solicits,  for  the  benefit  of  "the 
authorities  of  our  great  cities,  to  relieve  the  great  anxiety  of  these 
gentlemen  in  all  the  great  municipalities  of  the  land,  to  economize 
in  machinery  that  the  load  of  taxes  upon  the  people  may  be  light." 

Before  entering  upon  this  task,  however,  there  is  one  point  to  be 
noticed  in  the  paragraph  above  quoted,  which  Mr.  Fulton  has  laid 
particular  stress  upon,  having  italicised  it,  viz.,  econoray  in  machin- 
ery. In  regard  to  that  particular,  I  must  state  as  my  honest  con- 
viction, that  I  do  not  believe  that  it  could  possibly  be  more  effec- 
tually accomplished  than  has  been  done  in  the  engines  he  refers  to, 
now  being  erected  at  the  Belmont  Water  Works — as  I  perceive 
each  set  of  cylinders  and  pumps,  are  placed  at  once  upon  the  bare 
foundations,  bed-plates,  which  the  mechanics  here  have  always 
considered  indispensable,  are  entirely  done  away  with.  The  whole 
of  the  work  is  singularly  simple  and  plain,  with  an  air  of  lightness 
about  it  quite  unusual  in  such  localities,  the  provisions  generally 
made  for  taking  up  the  wear  of  the  working  parts  being  considered 
superfluous,  whilst  the  air-pump  buckets,  pump-glands,  &c.,  which, 
according  to  the  custom  of  this  city,  are  invariably  made  of  brass, 
are  constructed  of  solid  cast  iron,  ingeniously  veneered  with  that 
former  costly  metal.  As  a  proof  of  the  extreme  economy  in  this 
machinery,  I  would  state  that  each  of  the  50-inch  steam  cylinders 
are  firmly  secured  to  the  masonry  of  the  foundation  by  4  wrought 
iron  bolts  of  IJ  inch  in  diameter.  If  the  load  of  taxes  upon  the 
people  were  in  proportion  to  the  economy  exercised  in  the  con- 
struction of  this  x^articular  machinery^  the  people  have  cause  to  re- 
joice. In  order  that  the  extent  of  this  benefaction  maybe  fully 
made  known  and  everywhere  reported,  perhaps  Mr.  Fulton  could 
give  us  the  amount  of  their  cost  (actual)  and  the  items,  necessarily 
pertaining  to  the  difficulties  attendant  upon  securing  them  for  this 
city  as  a  matter  of  comparison  between  them  and  the  other  pump- 
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ing  engines  built  here.  With  this  digression  I  will  now  turn  to 
the  task  of  answering  the  queries  indicated  by  Mr.  Fulton,  which 
is  by  no  means  an  easy  matter.  In  the  first  place,  there  are  but 
few  Cornish  engines  in  this  country,  and  these  far  apart,  built 
mostly  by  parties  wto  have  never  made  a  speciality  of  their  con- 
struction, as  is  the  case  in  England.  It  was  for  this  reason  that  I 
confined  my  previous  remarks  to  those  built  by  firms  who  have 
followed  the  business  for  a  century. 

The  examples  I  have  recited  are  fair  exponents  of  what  the  Cor- 
nish engine  has  accomplished,  and  were  ofiered  in  reply  to  a  state- 
ment which  appeared  in  the  Franklin  Insiitule  Journal  for  January, 
1869,  page  16,  "  there  is  yet  another  engine,  based  upon  reciproca- 
ting parts,  without  a  fly-wheel,  which  has  the  capacity  of  rivaling  the 
Cornish  in  its  best  results,"  referring  to  the  description  of  engine 
now  being  put  up  at  Belmont.  Why  are  these  examples  not  ac- 
ceptable ?  In  order  to  ascertain  how  far  this  other  engine  can  rival 
the  Cornish  in  its  best  results,  we  must  first  discover  what  results 
have  been  attained  by  the  Cornish,  to  make  the  comparison,  that 
particular  information  is  what  I  have  supplied  in  the  last  Novem- 
ber number  of  the  Journal^  page  311,  and  that  data  is  the  true 
standard  for  comparison.  The  Cornish  engines  of  this  country,  for 
a  variety  of  reasons,  are  not  equal  to  those  in  England.  There  is 
no  reason  why  quite  as  good  engines  should  not  be  built  here,  if 
our  engine  builders  were  allowed  to  turn  their  attention  to  that 
subject,  with  full  scope  to  turn  out  the  work  in  the  best  possible 
manner.  But  the  great  question  here,  unfortunately  too  often  is, 
not  so  much  who  can  build  the  best  engines  as  who  will  pay  the 
the  highest  premium  for  getting  the  contract.  This  may  be  dis- 
tasteful to  some,  but  it  is  the  glaring  fact  which  strikes  at  the  root 
of  all  our  great  undertakings.  The  premium  extorted  is  often  so 
large,  that  the  actual  price  paid  is  altogether  inadequate  to  build  a 
machine  substantial  enough  to  stand  the  arduous  work  of  pumping 
water  with  a  high  grade  of  expansion,  which  means  economy  in  fuel, 
a  totally  different  matter  from  economizing  in  machinery^  a  result 
following  the  premium  process.  I  have  not  been  successful  in  pro- 
curing any  reliable  information  in  regard  to  the  duty  of  Cornish 
engines  in  Philadelphia.  By  Cornish  engines  I  mean  those  work- 
ing with  a  beam.  At  Spring  Garden  Water  Works  there  is  one 
which  has  been  running  for  the  past  sixteen  years.  But  as  there 
has  been  in  the  same  house  three  other  engines  which  were  not 
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Cornish,  and  the  coal  consumed  was  charged  to  them  all,  no  re- 
liable continuous  duty  can  be  given.     The  second  Cornish  engine 
lately  erected  at  the  same  works,  has  not  been  running  long  enough 
to  ascertain  the  precise  duty,  and  the  third  and  last  one,  lately 
started   at   the    Roxborough   Water    Works,    has    no   duty   as- 
signed for  the  same  reasons  as  given  for  the  side  lever  at  Spring 
Garden  Water  Works.     Experimental  duties  have  no  force,  and 
I  am  not  willing  to  entertain  them  in  this  discussion.     In  regard  to 
other  Cornish  engiiies  in  this  country^  I  am  under  obligations  to 
John  F.  Ward,  Esq.,  Superintendent  of  the  Jersey  City  Water 
Works  for  a  copy  of  Report  for  1869,  from  which  is  copied  the 
following: — Pair  of  Cornish  engines,  steam  cylinders  80  inches  in 
diameter,  stroke  11  feet,  steam  from  25  to  27  pounds,  cut-oflf  about 
4  feet,  diameter  of  pumps  34f  inches,  and  34f ,  stroke  11  feet,  water 
elevated  160  feet  from  mean  level  in  pump-well.     The  results  of 
18  months'  working,  ending  December  31, 1869,  show  cubic  feet  of 
water    pumped  445,242,145,  coal  consumed  in  pumping  8,110,274 
pounds,  for  banking  fires  and  other  purposes  333,335  pounds.   This 
gives  the  duty  for  the  whole  of  that  period,  viz.,  18  months,  of  61*5 
millions,  calculated  from  the  net  coal  consumed,  and  a  duty  of  58 
millions  from  the  gross  coal  consumed.     I  am  also  indebted  to  the 
kindness  of  John  Whitclow,  Esq.,  Superintendent  of  the  Cleveland 
Water  Works,  for  a  copy  of  report  for  the  year  1869,  from  which 
the  following  is  copied: — Pair  of  Cornish  engines,  steam  cylinder 
70  inches  diameter,  ten  feet  stroke,  pumps  30  inches,  stroke  8  feet  10 
inches,  working  velocity  of  engines  9  strokes  per  minute,  water 
elevated  157*5  feet,  number  of  gallons  pumped  898,936,425,  coal 
consumed  for  all  purposes  2,655,000  pounds.     This  is  equal  to  a 
continuous  duty  for  24  months,  of  about  50  millions.     These  en- 
gines have  been  running  for  the  past  13  years.     Some  remarks  are 
necessary  in  regard  to  their  performance.     The  fuel  used  is  bitu- 
minous slack  costing  but  $2*20  per  ton  delivered  in  the  boiler  room. 
There  are  two  sets  of  steam  boilers  situated  upon  opposite  sides  of 
ihe  engine  house,  and  they  are  used  alternately,  one  month  at  a 
ame,  a  great  loss  is  hereby  sustained  from  the  extra  amount  of 
uel  required  to  raise  steam  from  cold  boilers.     Besides  this,  the 
)oiIers  are  not  properly  enclosed  to  prevent  loss  of  heat  by  radiation, 
IS  is  usually  done.     The  duty,  therefore,  under  the  circumstances,  is 
'emarkable,  and  they  are  probably  as  economical  as  any  others  in 
.his  country. 
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I  At  Easton,  Pa.,  single  Cornish  engine,  steam  cylinder  50  inclies 

j  in  diameter,  stroke  10  feet,  pump  18  inches,  stroke  8  feet,  making 

t  from  6  to  7  strokes  per  minute,  elevating  the  water  244  feet,  steam 

80  pounds,  cut-off  at  §  of  stroke.     The  amount  of  fuel  reported  to 
'  be  consumed  is  100  pounds  of  chest'jut  coal  per  hour.     If  such  is 

the  case,  the  duty  is  equal  to  94  millions. 

As  regards  the  table  inserted  by  Mr.  Fulton,  copied  from  "Van 
Nostrand's  Eclectic  ^fagazine,"  when  the  subject  of  the  pumping 
engines  for  the  City  of  Brooklyn  was  under  discussion.  It  amounts 
to  nolhinfj.  The  first  trial  of  the  Cambridge  Duplex  was  only  of 
9  hours  duration,  and  the  second  trial  of  14J  hours.  It  by  no 
means  follows  that  because  a  man  can  walk  6  miles  in  one  hour, 
that  he  will  walk  60  miles  in  ten  hours.  There  is  one  noticeable 
fact  which  cannot  be  disputed  in  this  connection.  The  Duplex  en- 
gine was  720^  adopted  by  the  City  of  Brooklyn,  notwithstanding  the 
resulting  opinion  of  the  experts  who  conducted  the  experiments. 
This  is  the  more  remarkable  as  that  place  above  all  others  is  where 
the  true  character  of  the  engine  must  have  been  well  known  and 
fully  established,  it  being  the  very  spot  where  the  said  engines  are 
built.  This  reminds  me  of  "  some  other  information,  perhaps  now 
forgotten,"  that  in  the  celebrated  trial,  with  the  same  kind  of  en- 
gines, at  Charlestown,  1867,  a  duty  was  recorded  of  78,564,150, 
t.  e.  266,752,325  gallons  of  water  was  raised  147  feet  by  416,117 
pounds  of  coal,  an  unfortunate  item  of  266,000  pounds  of  coal  were 
also  used,  for  banking  fires,  testing  engines,  boilers,  &c.,  as  appeared 
in  a  foot-note  in  small  type,  ruining  the  whole  calculation.  It  is 
not  the  custom  to  estimate  the  duty  of  pumping  engines,  by  the 
amount  of  the  combustible  element  consumed,  deductijig  ashes  and 
clinkers,  &c.,  and  I  desire  it  to  be  particularly  understood  that  we 
do  not  expect  the  forthcoming  trial  of  this  other  engine  to  l)e  con- 
ducted upon  that  basis,  they  should  run  at  least  60  days,  and  the 
whole  of  the  coal  purchased,  and  not  seen  about  the  works,  charged. 
The  pump- valves  should  also  be  rigidly  examined  before  and  after 
the  trial,  to  see  that  none  of  the  springs  have  come  off,  and  that 
they  have  been  cocked  up  for  any  length  of  time,  as  the  water  will 
no  doubt  be  estimated  from  the  number  of  strokes  indicated  by  the 
counter,  and  there  is  quite  a  remarkable  difference  between  the 
power  required  to  force  against  the  head  of  water  in  the  rising 
main,  and  the  release  experienced  in  the  water  circulating  through 
•  the  pumps. 
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The  comparative  merits  of  Cornish  and  other  descriptions  of 
pumping  engines,  is  a  matter  that  for  years  has  afforded  subject 
for  keen  discussion  between  the  partizans  of  the  former  and  others, 
who  periodically  appear  with  some  new  patent  engine  or  pump, 
which,  naturally  enough,  they  strive  to  force  upon  the  public 
notice,  and  there  is  no  limit  to  the  artifices  employed  to  carry  out 
their  designs.  This  matter  has  arrived  to  such  a  pitch  in  this 
country  that  I  find  it  recorded.  An  immense  Roiarij  pumping 
engines  has  lately  been  put  up  in  a  water  works  in  Kentucky.  We 
must  therefore  not  be  surprised  to  find  that  hereafter  economy  in 
fuel  must  be  supplanted  by  economy  in  machinery^  as  already  pointed 
out  to  us  by  Mr.  Fulton,  and  that  in  a  very  short  time  we  shall 
have  such  things  as  bellows  pumps  and  steam  syphons  introduced 
into  our  water  works.  No  difficulty  need  be  apprehended  in  car- 
rying this  into  effect  if  a  judicious  attention  is  paid  to  the  premium 
process.  I  have,  when  the  opportunity  has  occurred,  compared  the 
arguments  adduced,  and  tested  them  with  the  data  to  be  relied  upon 
connected  with  the  several  cases  which  have  been  brought  to  my 
notice,  and  find  it  impossible  to  resist  the  conviction,  that  upon 
the  whole,  the  Cornish  engine  has  always  emerged  triumphant  from 
such  comparisons,  both  in  the  item  of  fuel  and  necessary  repairs. 
It  has  besides  been  much  more  extensively  used  than  any  other 
description  of  engine  for  pumping  purposes,  and  it  is  not  too  high^ 
a  compliment  to  pay  it  to  state  that  it  has,  in  all  cases,  rendered 
the  highest  satisfaction.  The  avidity  with  which  it  is  invariably 
selected,  as  the  standard  for  comparison  proves  at  least  that  it  has 
attained  a  high  reputation,  which  is  not  to  be  taken  away  by  any 
indefinite  set  of  experiments,  conducted  in  a  bias  direction,  and 
possibly  advanced  as  a  species  of  advocacy,  which  entirely  disre- 
gards all  facts  opposed  to  the  schemes  of  the  deponent  for  the  time 
being. 

If  we  are  permitted  to  select  the  best  engines  of  their  respective 
classes,  we  shall  not  fail  to  discover,  that  the  advantages  are  greatly 
in  favor  of  the  Cornish,  as  explained  in  my  first  article  on  Cornish 
Pumping  Engines,  published  in  this  Journal^  July?  1868.  I  would 
simply  add,  that  the  single  feature  of  gravity  acting  in  favor  of  the 
Cornish  engine  doing  actual  work,  is  quite  an  obstacle  in  the  way 
of  any  other  description  of  engine  approaching  it  in  its  economical 
results. 
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Before  this  can  be  done  it  will  be  necessary  to  suspend  the  at- 
tractive power  of  gravitation,  or  cause  it  to  act  at  right  angles  to 
the  path  nature  has  assigned,  Whether  this  has  been  accomplished 
in  New  York  or  not,  I  am  not  prepared  to  say,  but  it  is  a  matter 
that  should  be  attended  to  at  once,  if  any  hope  is  entertained  of 
supplanting  the  Cornish  engine,  by  the  machines  built  there  for 
our  water  works.  Cornish  engines,  under  the  worst  circumstances, 
cannot  be  called  uneconomical,  whilst  with  other  descriptions  of  en- 
gines there  is  no  fathoming  the  depth  of  mechanical  degradation  to 
which  they  descend. 

There  is  probably  not  a  Cornish  engine  in  this  country  doing  a 
less  duty  than  40  M,  which  is  far  more  than  the  average  of  the 
best  results  obtained  from  any  other  description  of  pumping  en- 
gines. In  the  transactions  of  the  society  of  engineers  for  1864,  page 
87,  the  comparative  performance  of  a  Cornish  engine,  and  another 
working  with  a  crank,  under  similar  circumstances,  and  taking 
steam  from  the  same  boilers,  was  the  subject  of  direct  experiment 
to  settle  the  very  point  of  this  controversy.  These  experiments 
were  conducted  at  the  Ipswich  Water  Works,  the  result  was  a 
daily  duty  of  76  M.  for  the  Cornish,  and  54  M.  for  the  crank.  It 
must  be  borne  in  mind  the  latter  engine  was  one  of  the  most  cele- 
brated makes,  and  it  was  firmly  expected  the  Cornish  would  be 
vanquished.  It  is  quite  possible  to  dispense  with  the  fly  wheel 
and  work  double  acting  pumps,  singly  or  in  pairs,  such  engines, 
however,  possess  none  of  the  advantages  belonging  to  the  Cornish 
type.  The  superiority  of  the  latter  is  not  a  mere  matter  of  theory, 
or  any  opinion  of  mine.  It  is  a  mechanical  fact,  that  whether  we 
take  average,  or  selected  performances,  whether  we  consider  the 
action  of  the  pumping  or  the  independent  character  of  the  entire 
steam  engine  system,  there  is  but  one  conclusion  to  be  arrived  at, 
that  some  men  should  not  be  able  to  understand  this  is  of  no  im- 
portance, the  fact  will  still  exist,  the  conditions  of  their  intellectual 
capacity  or  predjudices,  leading  to  adverse  conclusions,  notwith- 
standing. 

In  connection  with  this  same  subject,  I  would  state  that  I  have 
read  the  article  written  by  Mr.  W.  H.  G.  West,  upon  the  performance 
of  a  number  of  steam  engines,  with  a  descriptive  list  as  reference. 
But  as  these  are  mostly  of  the  stationary  variety  and  employed  in 
driving  elastic  loads,  I  do  not  propose  to  be  led  away  by  them, 
from  the  original  subject  of  this  controversy, «'.  e.  pumping  water. 
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It  may  be  interesting  to  be  informed  of  tbe  smallest  number  of 
pounds  of  coal  that  have,  at  times,  been  consumed  per  horse-power 
in  turning  a  wheel,  driving  elastic  loads,  such  as  mill  shafting,  &c., 
stroDglj  susceptible  to  continuing  momentum.  But  I  utterly  fail 
to  see  what  that  has  to  do  with  the  question  of  driving  the  dead 
load  opposed  by  water  when  bodily  elevated.  A  matter  quite  as 
much  to  the  point  would  be  to  institute  a  comparison  between  the 
performance  of  a  race  horse  and  an  elephant.  I  have  no  doubt  it 
could  be  satisfactorily  shown,  that  if  the  velocity  of  the  former 
were  multiplied  by  the  force  given  out  by  the  extension  of  the 
muscles  of  the  slender  legs,  it  would  compare  very  favorably  with 
the  prodigious  energies  exerted  by  the  slow  moving  mass  of  the  lat- 
ter quadruped.  I  would  prefer,  if  agreeable,  to  stick  to  the  question 
originally  started,  and  must  beg  Mr.  W.  to  produce  the  results  of 
some  of  his  favorite  engines  pumping  water,  as  an  off-set  to  the  list 
of  the  duties  of  the  Cornish  engines,  I  supplied  in  the  November 
number  of  the  Journal  of  last  year. 

WILLIAM  M.  HENDERSON. 

Philadelphia  Hydraulic  Works. 
March  1,  1870. 


NOTE  ON  A  NEW  LOCALITY  AND  COMMERCIAL  SOURCE  OF  THE 
OXIDES  OF  NICKEL  AND  COBALT. 

By  Chas.  P  Williams. 

Editor  of  the  Franklin  Institute  Journal, 

DearSik: — Of  the  auriferous  deposits  of  Nueva  Providencia, 
Venezuela,  thus  far  opened  and  worked,  the  vein  known  as  "  La 
Corina"  has  been  most  thoroughly  exploited.  Operations  on  it 
have  extended,  already,  to  the  depth  of  upwards  of  seventy  feet, 
and  have  developed  a  vein  of  about  four  feet  average  thickness 
with  a  general  N.  E. — S.  W.  course  and  standing  at  a  high  angle. 
The  wall  rocks  are,  even  to  this  depth,  completely  decomposed  and 
converted  into  clayey  masses  of  various  colors  (locally  used  for 
pigments)  but  are  separated  from  the  compact  hard  white  quartz 
of  the  vein  by  heavy  and  well  marked  selvages  or  seams  of  a  soft 
black  manganiferous  substance,  resembling,  in  appearance  and 
physical  properties,  the  variety  of  wad  known  as  asbolite,  but  dif- 
fering from  that  mineral  in  giving  no  reactions  of  water  of  com- 
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bination  (after  being  freed  from  its  hygroscopic  water  by  drying 
at  100°  C.)  and  in  showing  a  very  considerable  per  centage  of  oxide 
of  nickel.  The  substance  forms,  not  only  the  selvages  or  flacans 
of  the  veins,  but  also  the  gossan,  and  fills  the  seams  of  the  disturbed 
and  shattered  portions  of  the  lode,  appearing  as  a  cementing  ma- 
terial, as  it  were,  of  the  fractured  quartz,  and  giving  to  the  vein  a 
brecciated  structure. 

Assay  shows  it  to  be  quite  rich  in  gold,  containing  the  metal  in 
workable  amounts.  With  hydrochloric  acid  it  is  completely  de- 
composed, liberating  chlorine  with  the  separation  of  gelatinous 
silica.  The  following  is  an  analysis  of  the  substance  (dried  at  100° 
C.)  made  by  Mr.  Roberts  Le  Boutillier,  a  pupil  in  my  laboratory. 

Protoxide  of  Mangnncse 46-973  percent. 

Oxygon,  in  combinution  with  above 7-515  ** 

Sesquioxide  Iron 4-078  " 

Alumina 15-934  " 

Oxide  of  Copper -528  •* 

Oxide  of  Cobalt 3-555  «' 

Oxide  of  Nickel , 10-385  " 

Oxido  of  Zinc traces. 

Limp 1-003  " 

Magnesia 1-633  *» 

Sicilic  acid 8  633  " 

10J264       " 

The  oxides  of  nickel  and  cobalt  were  separated  by  means  of  the 
nitrite  ofpotassa  method.  Theavaihible  oxygen  was  determined 
in  the  usual  method  for  the  valuation  of  manganese  ores,  that  ia 
by  means  of  its  conversion  into  carbonic  acid  in  the  presence  of 
oxalate  ofpotassa  and  sulphuric  acid. 

This  mineral  is  not  confined  to  La  Corina  but  is  so  abundantly 
distributed  throughout  the  gold  region  of  Venezuela  that  it  may 
ultimately  become  an  important  source  of  raw  material  for  the 
preparation  of  nickel  and  oxide  of  cobalt,  and  with  this  in  view  the 
writer  makes  the  notice  of  its  occurrence  public,  A.  B.  Garner, 
Esq.,  to  whom  I  am  indebted  for  the  specimens  for  analysis  as  well 
as  for  most  of  the  facts  with  regard  to  the  manner  in  which  they 
occur,  assures  me  the  substance  is  the  common  accompaniment 
and  gossan  of  other  auriferous  veins  of  the  region. 

Yours,  &c.,  OHAS.  P.  WILLIAMS. 

Laboratory,  No.  327  Walnut  Street, 

Philadelphia,  February  23d,  1870. 
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THE  THEORY  AND  PRACTICE  OF  THE  SLIDE-VALVE. 

By  Thos.  Adams,  C.  E. 
Read  before  the  Franklin  Institute,  May,  1869.  ♦ 

The  Slide- Valve,  as  at  preseot  almost  universally  used  on  the 
Steam  Engine,  was  invented  by  William  Murdock  of  the  Soho 
Works,  near  Birmingham,  about  the  year  1784.  It  was  first  set 
to  work  without  either  lap  or  lead,  but,  subsequently,  he  added  a 
sixteenth  of  an  inch  of  lap  to  give  lead  for  the  exhaust,  and  subse- 
quently, again,  he  added  a  sixteenth  of  lead  for  the  admission, 
and  in  that  state  ho  left  it.  And  although  engineers,  since  that 
period,  have  extended  the  proportions  of  lap  and  lead,  yet  the 
primary  elements,  lap,  lead  and  travel,  remain  as  they  left  the 
hands  of  Watt's  companion. 

Notwithstanding  the  enormous  amount  of  power  required  to 
work  this  valve  and  its  appendages,  engineers  prefer  it  to  any  other 
known  form,  because  of  the  facilities  which  it.  affords  for  a  ready 
admission  of  steam,  any  required  amount  of  expansion,  and  a  libe- 
ral lead  for  exhaust,  and  requiring  no  other  gear  to  work  it  than 
a  rod  direct  from  the  valve  to  the  eccentric,  thus  avoiding  compli- 
cation of  parts  and  ensuring  simplicity  and  certainty  of  action. 

The  relief  of  the  slide-valve  from  the  load  which  its  mechanical 
construction  necessarily  imposes  upon  it,  has  engaged,  and  in  some 
instances  absorbed,  for  a  time,  the  attention  of  mechanical  engineers. 
The  records  of  the  Patent  Office  of  England  alone  show  that  up- 
wards  of  500  patents  have  been  taken  out  for  the  accomplishment 
of  this  objectj  including,  amongst  them,  many  names  of  the  high* 
est  distinction  known  in  engineering,  and  this  forms  but  a  fractional 
part  of  the  number  who  have  otherwise  tried  and  failed.  Probably 
on  no  portion  of  the  Steam  Engine  has  there  been  spent  more  time 
in  study,  patents  and  trials,  or  have  more  attempts  been  made 
which  have  proved  unsuccessful,  than  upon  the  slide-valve.  In 
fact,  there  is  no  engineer,  of  any  repute,  past  or  present,  who  has 
not  devoted  some  of  his  time  in  the  endeavor  to  remove  the  weight 

•  This  paper  is  now  just  received  from  the  author,  which  fact  explains  the  delay 
in  its  publicution.«>*-Hd. 

ToL.  LIX.— Third  SaBiKs.— Jfo.  3.--March,  1870.  21 
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from  the  back  of  the  valve ;  but  so  fickle  and  deceitful  a  piece  of 
raechanism  has  it  proved  itself  to  be,  that  it  has  hitherto  baffled  the 
united  skill  of  all,  until,  at  length,  it  was  considered  impossible  to 
produce  a  frictionless  slide-valve.  This  is  sufficient  proof  that  there 
must  have  been  some  unknown  cause,  apart  from  its  mere  mechanical 
construction,  operating  upon  the  valve  to  prevent  the  successful 
accomplishment  of  an  effect  so  imanimously  desired.  That  this 
was  so,  there  is  now  no  longer  any  reason  to  doubt.  For,  upon 
principles  hitherto  unknown  to  engineers,  a  slide-valve  can  be  con- 
structed which  will  move  as  easily  with  steam  of  any  pressure  on  as 
off,  be  perfectly  steam-tight,  and  bear  on  the  face  of  it  the  im- 
press of  simplicity. 

To  the  accomplishment  of  this  task  the  author  set  himself  about 
nine  years  ago,  and  he  has  labored  incessantly  in  designing  and 
making  experiments  during  the  whole  period,  from  that  date  to  the 
present.  For  nearly  four  years  of  that  time  the  problem  com- 
pletely baffled  him,  setting  all  attempts  at  defiance,  and  at  length 
compelled  him  to  leave  the  beaten  path  of  engineers  and  to  seek 
a  new^field  of  discovery  in  the  relation  of  surface  to  pressure.  For. 
it  has  been  discovered,  that  within  certain  limits  of  pressure,  neither 
the  file,  nor  the  scraper,  nor  pumice  stone,  nor  the  oil  stone,  will 
get  up  two  surfaces  of  metal  sufficiently  fine  to  shut  out  steam. 
The  steam  says  "I  am  master  and  in  I  will  go  between  your 
surfaces,  and  I  will  not  come  out  until  you  apply  a  force  greater 
than  the  area  of  the  surface  in  contact  multiplied  by  the  pressure." 
This  is  the  fundamental  principle,  the  discovery  of  which  imme* 
diately  produced  a  practically  frictionless  slide-valve. 

All  engineers  are  of  one  accord  in  ascribing  the  loss  of  a  large 
amount  of  power  in  working  the  slide-valve,  but  there  is  a  large 
diversity  of  opinion  as  to  what  that  amount  of  power  is,  solely  be- 
cause there  is  no  correct  data  from  which  they  may  .calculate  it  as 
they  do  other  losses  of  power.  A  paper  on  the  slide-valve  would 
be  incomplete  did  it  not  bring  within  its  range,  the  consideration  of 
two  questions : — First, — What  is  the  magnitude  of  the  evil  of  which 
it  complains,  and,  secondly,  what  is  the  remedy  for  that  evil.  And 
in  setting  about  such  a  task  the  first  thing  to  be  done  is  to  ascertain 
the  co-efficient  of  friction  under  the  circumstances  attending  itg 
practical  application,  and  by  .that  ascertained  factor  to  calculate  the 
amount  of  work  performed  by  the  force  expressed  by  the  co*efficient 
of  friction  passing  through  space,  and  by  the  time  in  passing  through 
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that  space,  and  upon  tlie  principle  of  work  done  find  the  propor- 
tion which  that  power  bears  to  the  mean  power  of  the  piston. 

With  these  preliminary  remarks  we  will  proceed  with  the  in- 
vestigation of  the  subject,  and  first, — What  is  the  amount  of  power 
absorbed  in  working  the  slide-valves  and  appendages  of  the  steam 
engine? 

For  that  purpose  we  select  (Plate  I)  where  Fig.  1*  represents  the 
ordinary  valve,  as  applied  by  Mr.  William  Buchanan,  master  me- 
chanic of  the  Hudson  Eiver  Kailway,  to  an  Express  Engine  named 
W.  H.  Vanderbilt,  which  is  one  of  the  most  improved  type  of  the 
American  locomotive,  so  far  as  the  distribution  of  the  steam  is  con- 
cerned, as  the  following  dimensions  and  investigation  will  show. 
Diameter  of  driving  wheel  5  J  feet,  speed  of  engine  30  miles  an  hour. 
Diameter  of  cylinder  17",  stroke  24",  pressure  120  pounds.  Ex- 
haust port  2|",  admission  port  1  J",  inside  bar  1",  outside  bar  2J:", 
length  of  port  16"  bar  on  end  of  ports  1",  outside  lap  IJ",  inside 
lap  j'g^',  depth  of  exhaust  cavity  of  valve  2  J",  travel  of  valve  3J-" 
in  working  position. 

Fig.  1  is  a  section  of  this  valve  laid  in  middle  position  over  the 
ports.  Fig  2  is  a  plan  of  the  same.  The  outer  and  inner  edges  of 
the  valve,  by  their  crossing  the  outer  and  inner  edges  of  the  bars, 
determine  the  distribution  of  the  steam.  If,  then,  we  let  fall  lines 
M  N,  ice,  from  the  outer  and  inner  edges  of  the  valve  in  this  posi- 
tion and  on  the  points  E  e'  e"  e"'  with  half  the  travel  of  valve  as 
radius  describe  semi-circles  equal  to  travel  of  valve,  divide  these 
semi-circles  into  ten  equal  divisions,  corresponding  to  the  ten  equal 
divisions  on  the  indicator  diagram  Fig.  3.  Let  the  pressure  on  the 
back  of  the  valve  be  represented  as  positive  pressure,  and  those  on 
the  face  as  negative  pressures,  measure  the  horizontal  distances 
from  each  division  to  the  edge  of  port  or  bar,  and  find  what  section 
of  surface  of  valve  face  is  exposed  to  negative  pressure,  that  section 
multiplied  by  the  length  of  port  and  by  the  corresponding  pressure 
on  the  diagram  will  give  the  negative  force,  which  taken  for  the 
ten  divisions  and  their  sums  added  and  divided  by  ten  to  give  their 
mean,  and  that  sum  subtracted  from  the  total  positive  force  will 
leave  the  force  available  for  friction,  which,  multiplied  by  the  co- 
efficient of  friction  and  by  the  space  passed  through  in  feet   per 

*  The  plates,  or  drawings,  referred  to  have  not  been  sent  to  us  by  the  author. 
We  expect  them,  however,  shortly,  and  hope  to  have  thcni  engraved  and  pubUshed 
In  the  next  number, — (Ed.) 
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minute  by  the  valve,  and  divided  by  38,000,  will  give  the  horse- 
power required  to  work  the  valve. 

Fig.  3  is  a  diagram  representing  the  power  developed  by  the 
piston  where  B  A  is  the  scale  of  pressure,  A  the  point  of  admission, 
S  the  point  of  suppression,  E  the  point  of  exhaust,  and  c  the  point 
of  compression. 

Table  I  contains  negative  forces  taken  oflF  the  diagram  (indicator) 
corresponding  to  the  ten  positions  of  the  valve  represented  by  the 
ten  equal  divisions  of  the  semi-circle,  each  division  corresponding 
also  with  its  relative  division  on  the  diagram,  from  which  the  pres- 
sures are  all  taken.  The  first  column  is  the  number,  the  second 
is  the  sectional  breadth,  the  third  is  the  length  in  inches,  the  fourth 
is  the  pressure  in  pounds  per  square  inch  taken  from  the  diagram, 
except  when  the  valve  is  over  the  extreme  end  bar,  and  then  the 
boiler  pressure  of  120  pounds  is  taken.  The  fifth  column  is  the 
2d,  3d  and  4th  multiplied  into  each  other,  which,  being  done  for 
the  four  edges  of  the  valve,  their  sum  is  taken,  and  that  divided  bj 
ten  to  give  their  mean  negative  force,  which  being  subtracted 
from  the  total  positive  force  will  leave  the  force  available  for 
friction,  thus: — 

The  last  column  is  the  back  pressures  giving  a  mean  of  7*8  pounds 

The  second  last  is  the  propelling  pressures  from  which  subtract* 

ing  the  back  pressure,  gives   the  mean  propelling  force  of  72'6 

pounds.     The  third  last  column  is  the  number  of  square  inches 

bearing  on  the  cylinder  face,  giving  a  mean  of  69*5,  and  the  posi* 

tive  force  available  for  friction  divided  by  the  number  of  square 

inches  of  bearing  surface,  gives  the  pressure  per  square  inch  of  the 

valve  on  the  cylinder  face,  and  from  which  we  get  the  co-efficient 

of  friction,  thus : — 

17695 

->,Q --  =  255  pounds  per  square  inch,  and  this,  and  not  the  boiler 

pressure  of  120  pounds,  is  the  pressure  from  which  we  get  a  co* 

efficient,  and  with  cast-iron  valve,  on  cast  iron  cylinder,  it  gives  a 

co-efficient  of  *28.     Then  we  have 

3072  +  2603  +  8937  +  8241      ^^q.  ,  .      . 
r-pj '  =*  228o  equal  mean  negative  force, 

18  X  9-25  X  120  =il9980  —  2285  =  17895  equal  force  available  for 
.  .    .        17695  X  -28  >^  88     4965  x  88      436006      ,-,,„, ^       ,  .  , 

f,,ction.   ^^^ ="-33000-  ^  33000  ="  ^^^^^^  '""^''^ 

multiplied  by  2,  for  double  stroke,  gives  26-620  *=  fi.  P.  of  values. 
495G  X  -15  =  713,  then  ^g^j^  -  14*47,  which  doubled,  gires 
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227  X  72  '^  048 
28-94  =  n.  p .  of  both  eccentrics.    .....r].,, =  322  which  also 

doubled,  gives  644  =  H.  P.  of  bothcyhnders,  and ttt-t 

=  91  (nearly)  per  cent,  and  180 — 91=9  fall  per  cent,  for  the  friction 
of  valves  and  eccentrics. 

Space  swept  through  by  piston  per  minute,  648  feet, 
"        "  •*  valvo        "  88     " 

"        "  **  periphery  of  eccentric  per  minute  643  ft. 

The  following  is  the  mode  of  calculating  the  friction  of  eccentric. 

Let  c  be  the  centre  of  rotation,  and  A  the  centre  of  formation. 
B,D,E  the  periphery  of  the  eccentric  sheath.  B,  E,  is  the  plane  of 
the  periphery,  and  B  E  multiplied  by  6  e  is  the  bearing  surface  of 
eccentric  sheath  and  strap,  and  the  position  load  on  the  valve  avail- 
able for  friction,  multiplied  by  the  co-efficient  of  friction,  is  equal 
to  the  direct  pull  on  the  valve  spindle,  and  the  pull  on  the  spindle 
divided  by  the  number  of  square  inches  in  the  eccentrics  plane,  is 
equal  to  the  load  per  square  inch  on  eccentric  and  from  which  we 
get  the  co-efficient  '15.  That  multiplied  by  the  space  passed  through 
by  the  periphery  of  the  eccentric  in  feet  per  minute,  and  divided  by 
33,000  will  give  the  horse-power  required  to  work  the  eccentrics. 
Thus,  let  B  E  equal  15  and  b  e  equal  2-75,  then  15  X  2-75  =  41-25  = 

square  inches  in  eccentric  plane  ^jo--  =120  pounds  per  square  in. 

The  combined  friction  of  the  valvesand  eccentrics  Avorked  by  link 
motion  is  practically  a  constant  quantity  in  all  positions  of  gear,  the 
speed  remaining  constant,  but  the  power  developed  by  the  piston  is 
changed  with  a  change  in  the  position  of  gear,  and  thence  it  follows 
that  the  percentage  of  the  power  of  working  the  valves  and  eccen- 
trics varies  with  the  position  of  gear,  being  least  in  full  gear  and 
greatest  in  mid-gear,  varying  with  the  engine  before  us  from  a  min- 
imum in  full  gear  of  about  6J  per  cent,  to  a  maximum  in  mid-gear 
of  about  15  per  cent. 

These  percentage  bear  the  same  relative  value  to  the  marine  and 
stationary  engines,  whose  dimensions  are  all  proportional. 

The  Remedy, 

To  remove  this  load  from  the  back  of  the  valve  and  so  save  this 
per  centage  to  the  users  of  steam  power,  has  been  the  study  and 
anxious  desire  of  all  intelligent  engineers,  but  though  many  have 
tried,  and  tried  often,  yet  only  failure  to  many,  and  that  often, 
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has  been  the  result,  for  this  one  cogent  reason :  They  were  not 
acquainted  with  tlie  forces  involved.  One  class  of  engineers  say 
the  pressure  is  equal  to  the  whole  area  of  the  valve,  another,  it 
is  equal  to  the  area  of  the  valve,  minus  the  area  of  the  two  ad- 
mission ports,  and  another,  the  most  numerous  of  all,  say,  with 
all  the  confidence  of  right,  that  it  is  equal  to  the  area  of  the  ports. 
They  are  all  wrong  together.  For  let  us  investigate  the  subject, 
and  first  of  a  perfect  mathematically  balanced  slide-valve. 

Fig.  7  is  a  section  of  a  valve  laid  in  middle  position  over  the 
ports.  Fig  8  is  a  plan  of  the  same  which  shows  it  to  be  a  paral- 
lellogram  frame-work  with  communication  ports  A,  through  it.  Let 
c  be  the  cylinder  face  and  s  the  steam  cliest  cover,  F  F  f  are  false 
ports  J"  deep  opposite  the  true  ports.  Let  the  steam  be  let  on  to 
this  valve,  it  will  act  on  the  four  outer  sides  pressing  them  equally. 
The  exhaust  pressure  acts  also  equally  on  the  four  inner  sides  press- 
ing them  also  equally.  Let  the  valve  now  move  from  its  middle 
position  to  the  commencement  of  the  stroke,  the  steam  enters  tho 
port  A  and  will  press  the  valve  from  the  cylinder  face  by  a  force 
equal  to  the  area  of  the  valve  over  the  port,  but  it,  at  the  same  time, 
enters  the  false  ports  F  pressing  the  valve  to  the  cylinder  with  an 
equal  and  opposite  force.  Let  it  now  move  on  to  full  port  gradu- 
ally decreasing  the  area  of  the  valve  exposed  to  the  pressure  in  the 
port,  but  it  as  gradually  decreases  the  area  of  the  false  port,  and 
now,  having  got  to  full  port,  it  returns  gradually  closing  the  port 
and  increasing  the  area  exposed  to  the  steam.  It  has  done  the  same 
over  the  false  port  and  now  the  outer  edge  of  the  valve  crosses  the 
outer  edge  of  the  port,  proclaiming  the  point  of  suppression  and 
introducing  the  period  of  expansion.  Commanding  the  pressure 
within  the  port  to  decrease,  according  to  the  law  of  gaseous  ex- 
I)ansion ;  but  the  communication  port  A  permits  of  a  free  intercourse 
between  the  pressures  in  the  true  and  false  ports,  until  the  inner 
edge  of  the  valve  crosses  the  inner  edge  of  the  bar,  demanding  the 
release  of  the  steam  from  imprisonment  in  the  cylinder.  It  rushes 
out  through  the  port  A  with  a  velocity  equal  to  the  conditions  of 
its  own  constitution,  and  enjoys  the  freedom  of  space  outside  the 
blast  orifice,  but  it  has,  at  the  same  instant,  let  free  its  companion 
in  bondage  in  the  false  port.  At  the  same  time  the  opposite  end  of 
the  valve  closes  the  port  to  exhaust,  and  the  steam,  Avhicli  was  not 
released  on  the  previous  stroke,  cannot  now  get  out,  but  is  com- 
pressed before  the  advancing  piston,  gradually  raising  the  pressure 
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in  the  port  B,  but  the  coinnuinication  port  a,  ever  faithful  to  its. 
designer,  again  permits  the.  pressures  in  the  true  and  false  ports  to 
hold  sweet  communion  with  each  other,  and  thus,  it  is  seen,  that 
the  pressure  cannot  touch  this  valve  on  any  one  point  without 
touching  it  on  an  equal  and  opposite  point  and  practically  at  the 
same  instant  of  time,  and  hence  a  perfectly  mathematically  balanced 
valve. 

But,  beautiful  as  the  principle  of  this  valve  is,  it  contains  the 
elements  of  self  destruction  in  a  large  degree.  It  is  a  solid  block 
manipulated  by  workmanship  of  the  finest  kind,  and  so  fitted  be- 
tween two  solid  surfaces,  such  that  it  will  move  with  ease  between 
those  surfaces,  and  at  the  same  £ime  be  steam  tight.  This  can  be 
(lone  to  begin  with  conditipnally.  The  author  applied  this  to  five 
locomotives  on  the  London  and  Brighton  and  North  London  Eail- 
ways,  and  its  faults  are :  First,  it  is  an  inflexible  block  between 
two  inflexible  surfaces,  and  with  the  locomotive,  whenever  steam 
is  shut  oflF,  the  compressed  air  in  the  cylinder  acts  in  front  of 
the  piston,  and  so  powerful  is  it  that  it  throws  the  driver  forward 
CD  the  fire-box  and  shakes  every  passenger  in  the  train,  and  an 
engine  will  not  run  down  a  gradient  of  one  in  seventy  at  more  than 
five  miles  per  hour  without  steam  on.  Second,  steam  of  high  tem- 
perature cuts  the  surfaces  rapidly,  and  soon  permits  a  leak  of  steam, 
and  thirdly,  when  it  has  been  fitted  and  made  steam  tight  the  sur- 
faces do  touch  each  other,  and  no  matter  with  how  little  force,  they 
will  run  all  right  while  steam  is  on,  but  shut  off  steam  to  run  down 
a  hill,  and  at  any  stroke  the  little  touch  generates  heat,  the  heat  ex- 
pands the  metal  in  the  valve  and  does  not  expand  the  metal  form- 
ing the  walls  of  the  steam  chest.  The  valve  sticks  and  the  spindles 
are  carried  away,  putting  a  period  to  the  existence  of  this  beautiful 
valve. 

This  is  not  therefore  the  valve  best  suited  to  practice,  but  one  that 
will  give  and  take  to  the  inequalities  and  irregularities  of  the  prac- 
tice; for  which  purpose  we  introduce  to  your  notice  the  valve  of 
which  Fig.  9  is  a  section  and  Fig.  IQ.a  plan,  Fig.  11  is  also  li 
half,  section  and  at  right  angles  to  Fig.  .9.  Where  vis  the  valve 
which  is  built  up  cylindrically  to  receive  a  ring  D  which  displaces  the 
required  amount  of  steam  from. the  back  of  the  valve,  so  that  at  the 
mean-position  the  negative  forces  shall  be  equal.  R  is  a  packing 
ring  to  make  a  steam  tight  joint  between  v  and  d.  f  is  the  door  or 
cover  of  the  stearyi  chest,  3  is  a  three  ounce  spring  to  hold  D  against 
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F,  and  V  against  the  cylinder  face,  and  n  H  are  two  small  holes  to 
allow  the  exhaust  pressure  of  steam  acting  in  the  cavity  of  valve 
to  come  through  the  back  of  tlie  valve. 

Steam  being  admitted  to  this  valve,  it  will  act  ui^der  the  head  of 
D  pressing  it  hard  against  F,  but  it  also  acts  between  the  head  and 
F  with  an  equal  force,  no  matter  how  fine  the  surfaces  are  scraped, 
and  as  the  areas  above  and  below  are  equal,  it  is  held  in  equilibrium 
of  the  forces.  The  exhaust  pressures  acting  in  cavity  c  pass  freely 
through  II  H,  and  acting  equally  on  both  sides  of  D  internally,  hold 
it  also  in  balance.  In  movement  also  the  forces  on  the  valve  bal- 
ance e«ich  other. 

Within  certain  limits  of  the  balance  of  the  valve,  determined 
by  a  series  of  experiments  by  the  author,  extending  over  a  period 
of  four  years  (and  numbering  altogether  upwards  of  eleven  thou- 
sand) it  has  been  determined  by  the  author  that,  practically,  the 
forces  are  balanced  over  the  spaces  a  a  and  c,  because  the  spaces 
are  equal  and  opposite,  but  the  spaces  h  h  and  c  are  not  balanced 
because  they  have  the  full  boiler  pressure  cf  120  pounds  on  them 
as  positive  force,  while  there  is  but  the  exhaust  pressure  of  3  pounds 
below,  it  is  therefore  an  unbalanced  positive  force.  Nor  are  the 
spaces  V  V  and  c  balanced  either,  for  while  they  have  the  exhaust 
pressure  above,  they  are  exposed  to  the  full  initial  pressure  below. 
Moreover  the  spaces  are  neither  equal  nor  opposite,  but  our  task 
is  to  balance  them.  Fig.  12  is  a  section  of  Buchanan's  valve,  as 
given  to  the  author  by  that  gentleman,  in  order  that  the  author's 
valve  may  be  applied  in  its  stead.  It  is  required  to  find  the  di- 
,  ameter  of  displacement  ring  such  that  the  forces  may  balance  each 
other. 

Draw  the  centre  lines  and  let  their  intersection  c  be  the  centre 
of  the  valve,  of  which  Fig.  13  is  a  plan.  On  c,  as  a  centre  describe 
any  circle  D  E  F,  draw  the  line  n  n  leaving  the  spaces  n'  n'  equal  to 
the  space  m.  We  have  now  got  a  triangle  to  calculate  which  is 
easy.  Bisect  the  base  of  the  triangle  n  o  and  from  it  draw  a  line  to 
the  opposite  angle  n,  one-third  that  distance  is  the  centre  of  action 
of  that  space,  N  and  the  base  multiplied  by  half  the  perpendicular 
height  gives  us  the  area,  and  the  area  multiplied  by  the  distance  of 
its  centre  of  action  from  the  centre  of  the  valve  gives  the  moment 
of  the  force. 

Similarly  for  P  draw  the  line  ny,  leaving  the  space  inside  the 
line  of  displacement  equal  to  that  outside,  draw  the  diagonals  and 
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the  point  of  intersection  in  the  centre  of  action  of  the  rectangular 
space  P  and  one  side  multiplied  by  the  other  and  multiplied  by  the 
distance  of  its  centre  of  action  from  the  centre  of  the  valve,  gives 
the  moment  of  the  force  P.  The  moment  of  the  two  forces  N  and 
p  being  equal,  the  valve  will  be  practically  balanced,  thus :  3*7  X 
2-85  X  4  =  42-18  =  moment  of  negative  force.  2-26  X  2*85  X  6-5 
=  42'33  «  moment  of  positive  force,  and  a  valve  so  proportioned 
and  constructed  (Fig.  9)  will  move  as  easy  with  steam  of  any  press- 
ure on,  as  off. 

In  proof  of  the  truth  of  this  theory  the  author  purposes  to  lay 
before  you  a  few  of  his  experiments  bearing  directly  on  the  sub- 
ject, from  Avliich  you  will  see  the  mode  of  reasoning  he  adopted  in 
arriving  at  these  conclusions. 

Having  discovered  the  law  that  to  hold  any  two  surfaces  of  metal 
together,  moving  in  molecular  contact  against  a  heated  fluid  under 
pressure,  it  required  a  force  equal  to  the  area  of  the  surface  in  con- 
tact multiplied  by  the  pressure  against  which  the  body  moves.  The 
following  experiments  with  the  displacement  ring  were  to  prove 
that  law.  Fig  14  is  a  plain  ring  D,  the  section  of  which  is  three- 
quarters  of  an  inch  thick.  Conceive  .it  to  be  parallel  up  to  the 
steam  chest  cover  F,  the  bearing  surface  against  K  is  f "  and  a  strong 
spring  s,  of  any  force,  is  put  under  it  to  hold  it  tight  against  F. 
Steam  of  low  pressure  is  let  in  on  the  valve,  3  pounds  to  the  square 
inch,  the  valve  is  in  motion  and  all  is  tight,  the  pressure  rises  to 
10,  15,  20,  25,  and  at  26  pounds  a  blow  takes  place;  the  higher 
the  pressure,  the  greater  the  blow.  The  ring  is  taken  out  and  a 
quarter  of  an  inch  recessed  out  of  the  head,  as  shown  at  E,  leaving 
only  a  half-inch  bearing  against  F,  when  steam  is  again  let  on  and 
at  26  pounds  all  is  tight,  so  at  30,  85,  and  at  89  a  blow  was  the  re- 
sult; the  higher  the  pressure  the  greater  the  blow.  The  ring  was 
again  taken  out  and  another  quarter  of  an  inch  recessed  out  of  its 
head,  as  shown  at  e',  leaving  only  a  quarter  of  an  inch  now  bearing 
against  F.  When  steam  was  again  let  on  and  at  26  and  39  pounds 
all  was  tight,  and  at  78  pounds  a  blow  again  took  place,  the  higher 
the  pressure  the  greater  the  blow.  It  was  now  taken  out  and  the 
spring  weighted  to  its  working  deflection,  when  it  showed  a  differ- 
ence of  1  pound  14  ounces  oiily  per  square  inch,  from  the  area  of 
the  surface  in  contact  multiplied  by  the  pressure  at  the  point  of 
blow. 

It  was  next  applied  to  a  Locomotive  on  the  North  London  Rail- 
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way  by  Mr.  William  Adams,  and  at  the  same  time  to  one  on  the 
Great  Eastern  Railway  by  Mr.  Sinclair,  in  the  form  of  Fig.  15.  The 
head  of  the  ring  bearing  against  the  door  is  half  an  inch  wide,  and 
the  body  of  the  ring  five-eighths  thick,  the  head  of  the  ring  is  re- 
cessed a  sixteenth  of  an  inch.  Two  strong  springs  were  put  under 
it  to  wear  the  sixteenth  away,  and  so  bring  the  body  of  the  ring  up 
on  to  the  door.  It  did  so,  and  a  blow  was  the  result  in  both  cases, 
the  extra  surfaces  against  the  door  being  1\  square  feet.  It  was 
taken  out,  and  as  it  did  not  wear  equally  all  around,  and  a  ring 
with  a  head,  as  shown  in  Fig  16,  put  in.  In  four  months  we  got  a 
blow  tliere  also,  it  was  taken  out  and  the  top  surface  measured 
three  thirty-seconds  of  an  inch  more  than  the  bottom.  It  was  re- 
cessed, as  shown  in  Fig.  17,  and  will  have  been  four  years  at  work 
come  the  first  day  of:  August  next. 

The  question  will  be  asked  how  do  we  account  for  this  variation 
in  the  areas  of  the  top  and  bottom  surfaces  of  the  displacement 
ring. 

Fig.  18  is  a  plan  of  the  head  of  the  ring,  and  c  the  centre  of  for- 
mation. Square  the:Outer  and  inner  radii  of  the  ring,  add  the  suras 
together,  divide  by  two  and  extract  the  square  root  of  the  remain- 
der, the  quotient  will  give  the  radius  of  the  centre  of  action  of  the 
head  of  ring,  and  the  centre  of  action  of  the  semi-circle  bounded 
by  the  outer  and  inner  radii  will  be  '707  of  the  radius  of  the  centre 
of  action  of  the  area,  thus, 

Let  c  be  the  centre  of  formation  and  c'  c"  the  outer  and  inner 
radii,  and  c'^'  the  centre  of  action  of  area,  and  c'"'  the  centre  of 
action  of  the  semi-circle. 

With  motion  in  the  direction  of  arrow  a"  it  is  evident  that  the 
semi-circle  A  is  moving  against  the  full  initial  pressure  of  the  boiler 
120  pounds,  while  the  semi-circle  a'  is  moving  against  the  exhaust 
pressure  of  three  pounds  it  is  evident  that  the  centre  c  cannot  be 
the  common  centre  of  action  of  the  two  semicircles,  but  in  some 
})oint  towards  the  greater  of  the  two  pressures. 

Let  T  equal  the  temperature  of  120  pounds,  measured  from  the 

absolute  zero  of  temperature,  equal  71^4°  Fahr.  and  t'  equal  the 

temperature  of  o  pounds,  also  measure  from  the  absolute  zero 

equal  to  713°  and  Jet  cc""  be  3-75  inches,  then  will 

794  X3-T5  — 713X3-75       ^^.    ^       .,.,,.       . 

-.rQ7  '     =*204  01  an  inch  m  the  direction  of  the 

larger  temperature,  giving  the  proportions  of  7  to  8  as  the  propor- 
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tian  of  bottom  to  top  surface  of  head  of  displacement  ring,  and  this" 
rule  will  give  the  correct  proportion  to  all  variation  of  diameters 
and  pressures. 

This  brings  us  now  to  the  application  of  the  author's  valve  to 
the  marine  engine,  for  which  purpose  we  select  the  Franklin,  the" 
Flag  ship  of  the  United  States  Navy,  as  applied  by  Chief  Engineer 
W.  W.  AV.  Wood,  of  the  N.  Y.  NaVy  Yard. 

Fig.  19  is  a  section  which  shows  it  a  double  ported  valve,  Fig. 
20  is  a  half  plan.  Then  as  before  describe  any  circle  b,  d,  f,  set  oft' 
the  spaces  K  n'x"]S''"  as  unbalanced  negative  areas  and  find  their 
centres  of  action,  then  will  each  area  multiplied  by  the  distance  of 
its  centre  of  action  from  the  edge  r  F  of  the  valve,  give  the  mo- 
ment of  its  respective  force,  and  their  sums  added  will  give  the 
total  negative  force. 

Similarly  for  the  positive  force  set  off  the  spaces  P,  p',  p",  p'", 
and  iind  their  centres  of  action.  Their  areas  multiplied  by  the 
distance  with  which  their  centres  act  from  ff  gives  the  moment 
of  their  forces,  their  sums  added  will  give  the  positive  force,  thus, 

8-1  X  11  X      -5  =     1-7 

8T  X  1-4  X    4-5  ==   52-19 
10-    X  3-2  X  18-3  =  585-64 

5-7  X  2-5  X  22-6  -  287' 

1-7  +  5-2  +  68-6  +  287  ^  927  =:=  moment  of 

negative  force.. 

10-    X2-5X    2-25=   50 
6-3  X  2-4  X    6-  1  =-    92 
8-9  X  4-7X11'  9-^497 
8-3  X  1-7X20-      =--282 
56  +  92  +  497-  +  282  =927  equal  moment 
of  positive  force.    The  moments  being  equal  the  balance  is  complete. 
It  will  be  seen  that  this  valve  is  laid  at  the  commencement  of  the 
stroke.     The  eflbrt  of  the  negative  forces  is  to  turn  the  valve  off 
the  edge  F  F  as  a  fulcrum,  and  they  would  do  it,  too,  were  the  moment 
of  their  .sums  greater  than  the  moment  of  the  sum.  of  the  positive 
forces  and  the  valve  would  leave  the  cylinder  face. 

Wo  have,  next  to  prove  that  the  pressure  on  the  back  of  the  valve 
is  not  equal  to  the  area  of  the  ports.  This  being  the  prevailing 
idea  of  engineers. 

Fig.  21  is  Buchanan's  valve.  The  elements  of  the  valve,  lap, 
lead   and   travel  are  the  same,  and  the  ports  are   all  the  same. 
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length  and  breadth.  The  only  dimensions  that  are  altered  is  the 
width  of  the  inner  bar  on  tlie  cylinder  face,  in  the  former  case. 
Fig  12  the  bar  is  one  inch.  In  the  latter,  Fig.  21,  it  is  three  inches. 
In  Fig.  13,  applying  the  author's  rule,  the  area  of  displacement  is 
84-5  square  inches.  In  Fig.  22  it  is  154  square  inches,  which, 
with  120  pounds  of  steam,  shows  a  difference  of  8*400  pounds  on 
each  valve.  The  same  rule  being  applied  in  both  cases,  the  pre- 
vailing idea  is  therefore  as  false  as  the  bottom  of  a  tailor's  thimble. 

The  next  rule  is  that  which  makes  the  weight  on  the  back  of 
the  valve  equal  to  the  whole  area  of  the  valve.  Such  an  assertion 
requires  only  to  be  made  in  order  that  it  may  be  condemned,  for  it 
ignores  the  existence  of  any  negative  force  at  all. 

And,  lastly,  we  have  those  who  say  that  it  is  equal  to  the  whole 
area  of  the  valve,  minus  the  two  admission  ports. 

Fig.  23  shows  the  valve  upon  which  the  author  made  his  experi- 
ments, beginning  by  displacing  the  whole  of  the  area  of  valve,  mi- 
nus the  area  of  the  two  admission  ports,  represented  by  the  outer 
diameter  of  ring,  the  result  was  that  the  valve  left  the  cylinder 
face,  and  a  blow  of  steam  through  the  ports  was  the  result,  rings  of 
smaller  and  smaller  diameters  were  then  applied,  decreasing  by  \ 
or  ,'5  inch  at  a  time.  The  valve  always  leaving  the  cylinder  face 
which  showed  plainly  that  the  negative  force  always  prevailed  over 
the  positive,  until,  at  last,  one  was  fitted  and  the  valve  kept  the 
cylinder  face.  It  was  taken  out  and  measured,  and  the  circle  A, 
B,  c,  represents  the  displacement,  from  which  the  rule  was  made. 

Experiments  were  also  made  to  determine  what  amount  of  load 
was  necessary  to  produce  friction,  and  whether  or  not  an  uniform 
increase  of  load  would  be  met  by  an  uniform  increase  in  the  co-eflB- 
cient  of  friction.  It  was  not  so,  for  friction  was  only  produced  by 
a  load  of  seven  per  cent,  with  superheated  steam  560°  temperature, 
while  with  saturated  steam  of  10  pounds  pressure  it  required  34 
per  cent,  to  produce  friction,  and  it  is  not  uniform,  but  sudden. 

These  experiments  leave  no  doubt  whatever  of  the  existence  of 
a  film  adhering  to  the  surface  of  the  metals,  and  this  film  has 
been  the  stumbling  block  and  rock  of  offence  which  has  deceived 
all  engineers ;  for,  give  the  relation  of  surface  to  pressure,  and 
almost  any  engineer  has  enough  mechanical  skill  to  build  the  struc* 
ture.  The  valve,  in  moving  against  it,  slides  over  it,  and  so  long 
as  its  temperature  is  maintained,  it  possesses  all  the  energy  of  the 
surrounding  steam.    It  is  an  elastic  fluid  possessed  of  energy.    It 
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will  therefore  perform  a  given  amount  of  work  equal  to  its  equiv- 
alent of  heat,  which  it  does  in  supporting  the  load,  as  the  valve 
moves  over  it,  and  when  its  heat  is  destroyed  friction  sets  in. 

The  fulcrum  of  both  forces  is  continually  changing  when  the  valve 
is  in  motion.  The  positive  traversing  about  1^  inches  on  either 
side  of  the  centre  of  the  valve,  while  the  negative  traverses  the 
whole  length  of  the  valve  during  one  revolution,  and  thus  an  in- 
cessant war  is  set  up  between  area  on  the  one  hand,  and  leverage 
on  the  other.  At  one  time  the  greater  area  of  negative  force  pre- 
vails and  says  to  the  lesser  area  of  positive  force,  "  I  will  push  the 
valve  from  the'cy Under  face; "  when  the  positive  force  replies  **I  will 
exercise  my  prerogative  of  leverage  and  will  not  allow  you."  The 
area  says  "I  am  the  biggest  and  you  must  obey."  The  leverage  says 
"  I  am  the  more  powerful  and  will  be  master,"  and  thus  by  the  war 
of  area  on  the  one  hand  and  leverage  on  the  other,  the  valve  is  in- 
cessantly being  thrown  from  the  cylinder  face,  and  as  incessantly 
being  thrown  to  it,  and  thus  it  has  no  peace.  The  molecules  of 
the  valve  face  can  never  embrace  those  of  the  cylinder  face  in  the 
bonds  of  friction,  but  by  it  the  valve  is  made  to  float  on  the  fluid 
skin  of  the  surfaces,  and  hehce  the  ease  with  which  it  is  moved. 

London,  December  lOth,  18C9. 


Glasgow  Harbor  Extension. — M.  J.  F.  Bateman,  consulting 
engineer  to  the  Clyde  Trust,  and  Mr.  James  Deans,  the  lately  ap- 
pointed resident  engineer,  have  given  a  large  amount  of  attention 
to  this  subject,  it  being  the  intention  of  the  Trustees  to  go  to 
Parliament  in  the  ensuing  session  for  the  necessary  powers  to  ena- 
ble them  to  proceed  with  such  harbor  extensions  as  the  circumstan- 
ces of  the  case,  present  and  prospective,  demand.  Taking  in  con- 
sideration the  varying  increase  of  quayage  from  time  to  time,  the 
engineers  determined  to  calculate  upon  200  yards  per  annum  as 
the  required  rate  of  increase  for  the  next  ten  years.  "At  the  same 
progressive  rate  of  increase  in  the  trade  *'  they  proceed,  **  the  ad- 
ditional quayage  required  on  the  average  of  the  following  ten  years 
will  be  about  800  lineal  yards  per  annum,  showing  a  mean  of  250 
yards  for  the  next  twenty  years.—* EVi^tnecnn^* 

MilMtalOgy  of  Tosemito  VaUoy.-^Qarncts,  sphenc  mo1ybdi« 
nite,  hornblende,  and  other  interesting  materials,  are  reported  by 
Mr.  J.  H.  Casewell  to  be  plentiful  in  the  granite  of  Voscmite  Valley. 
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IMPROVED  PROJECTILES  FOR  RIFLED  CANNON. 

Br  LiEiT.  John  G.  Butler,  Ordinance  Department,  U.  S.  A. 

The  close  attention  which  Eifled  Ordnance  is  now  receiving 
from  tlie  best  military  talent  of  this,  and  especially  of  foreign 
nations,  will,  perhaps,  fully  justify  the  following  description  of 
what  has  been  done  in  this  country  to  overcome  the  hitherto  grave 
objections  to  rifled  guns  and  elongated  projectiles. 

Without  describing  the  multitudinous  devices  for  securing  the 
rotation  of  rifle  projectiles,  more  popularly  described  as  taking  the 
groove,  it  will  suffice  to  state  that  nearly  all  are  comprised  under 
three  general  systems,  namely,  the  compressing,  the  expanding, 
and  the  centering.  The  centering  system  may  embody  the  com- 
pressing and  expanding  systems  to  any  required  degree. 

Holly,  in  his  book  on  ordnance  and  armor,  says : 

"  The  principal  defects  of  the  compressing  systems  are : — 

"1.  It  unduly  strains  the  gun  by  suddenly  stopping  all  windage,  by 
fouling,  and  by  forcing  the  shot  into  a  bore  of  smaller  diameter. 

**2.  It  reduces  the  velocity  of  the  shot  by  compressing  and 
fouling. 

"3.  The  increasing  twist  is  impracticable  from  the  great  length 
of  soft  metal  coating. 

**4.  The  soft  coated  projectile  is  liable  to  injury  in  handling  and 
in  store. 

"6.  The  windage  is  entirely  stopped,  thus  increasing  strain, 
possibly  diminishing  accuracy  and  rendering  the  use  of  time  fages 
uncertain. 

"  G.  Soft  coatings  are  liable  to  be  so  much  loosened  by  the  beat 
of  molten  metal,  that  shell  could  not  be  charged  with  it. 

"  7.  Compressed  shot  must  be  fired  from  breech-loading  guns. 

**  The  advantage  of  the  compressing  system  over  the  expanding 
— but  not  over  the  coating  system — is,  that  it  holds  both  ends  of 
the  shot  in  the  centre  of  the  box  during  its  passage. 

"  The  chief  defects  of  the  expanding  system  (hitherto  almost  ex- 
clusively used  in  the  United  States)  are  :— 

"  1.  The  centre  of  gravity  is  almost,  necessarily,  behind  the  cen. 
Ire  of  figure. 

"  2.  The  bearing  of  the  projectile  is  behind  the  centre  of  gravity, 
both  of  wliich  features  tend  to  cause  inaccuracy. 
,  "  3.  The  sudden  stoppage  of  wimlage  miduly  strains  the  guu)    • 


Digitized  by 


Google 


Improved  Projectiles  for  Rijled  Cannon,  l7o 

"4.  Fouling,  and  the  violent  wedging  out  of  the  soft  metal  to 
fill  the  grooves,  are  evident  sources  of  strain. 

"5.  The  shot  is  liable  to  injury,  and  the  disadvantages  in  firing 
lime  shells  are  the  same  as  in  the  case  of  compressed  projectiles/' 

To  the  above,  in  both  the  Compressing  and  expanding  systems, 
should  be  added  the  stripping  of  the  soft  material  and  the  conse- 
quent failure  of  the  projectile  to  take  the  groove,  while  pre-emi- 
nently to  the  expanding  class  of  projectiles  belongs  the  defect  of 
balloting,  with  all  its  attendant  evils. 

Holly  further  says: — "The  centering  system,  as  practiced  by 
Whitworth,  Lancaster,  and  others,  who  use  grooves  that  the  shot 
can  wedge  in,  strains  the  gun  unduly  and  decreases  the  velocity  of 
the  projectile." 

The  balloting  or  rebounding  of  a  projectile  within  the  bore  of 
a  gun  is,  next  to  absolute  wedging,  an  undoubted  source  of  great 
strain  to  the  gun,  and  a  primary  cause  of  bursting. 

To  illustrate  the  cause  of  balloting,  its  injurious  tendency,  and 
finally  the  manner  in  which  it  may  be  overcome,  reference  is  made 
to  the  following  diagram. 

Fig.  1. 


Which  represents  an  expanding  sabot  projectile,  with  exaggerated 
windage. 

The  first  efifort  of  the  discharge  is  to  expand  the  sabot  s  s,  into 
the  groove  of  the  gun,  which  expansion  we  will  assume  to  be  uni- 
form. The  rear  of  the  projectile  is  thus  centered,  i.  e.  the  centre  of 
figure  of  the  base  of  the  shot  is  placed  in  the  axis  of  the  bore  F  f', 
but  F  f'  is  also  the  resultant  of  all  the  forces  of  discharge,  and  while 
the  rtar  of  the  shot  is  centered,  the /row/  portion  is  not  so,  but  rests 
upon  the  bottom  of  the  bore  R.  Now  the  line  of  direction  f  f'  of 
the  discharge,  passing  through  c,  and  above  the  centre  of  gravity 
of  the  shot,  the  point  R,  of  the  latter,  is  forced  upon  the  bottom  of 
the  bore  at  T.  From  this  point  it  rebounds  until  the  point  r'  strikes 
the  bore  at  T.  From  this  point  the  projectile  is  thrown  off  with 
increased  violence  against  the  poitit  i^",  and  so  on  throughout  the 
bore,  each  blow  is  more  powerful  thati  the  preceding,  owing  to  thfe 
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increasing  velocity  of  the  shot  and  the  impetus  gained  from  its 
previous  contact  with  tho  walls  of  the  gun,  and  it  is  further  ohvi- 
ous  that  the  quicker  the  motion  the  more  violent  is  the  balloting. 

For  a  more  homely  illustration  of  the  above,  who  has  not  tried 
to  raise  a  window  with  one  hand  ?  The  hand  is  not  fairly  in  the 
middle  of  the  sash,  the  centre  of  gravity  moreover  is  above,  i.  f.in 
front  of  the  hand — the  sash  is  raised  easily  at  first,  and  then  begins 
to  *'  wabble,"  its  vibrations  increase  in  violence  as  we  push,  until 
finally  it  almost  comes  to  a  dead  lock,  and  without  reflecting  much 
about  the  matter  we  apply  hoth  hands,  unconsciously  centre  the 
window  and  up  it  goes  without  further  difficulty. 

The  bad  effect  of  balloting  is  not  limited  to  injury  of  the  gun. 
The  last  rebound  of  the  projectile,  intensified  by  the  last  efibrt  of 
the  discharge,  occurs  as  the  projectile  is  leaving  the  gun ;  the  front 
end  of  the  shot  no  longer  incurs  resistance  from  the  walls  of  the 
bore,  hence  its  great  tendency  to  turn  end  over  end. 

Little  doubt  now  remains  that  the  bursting  of  many  of  our  large 
guns,  and  particularly  the  short  life  of  our  heavy  rifles,  is  due  to 
balloting  and  wedging.  General  Dyer,  in  his  last  report,  states 
"  that  most  enormous  pressures,  and  yet  diminished  velocities,  have 
been  obtained  with  charges  calculated  for,  and  ordinarily  giving, 
greater  velocity  and  one-third  the  strain." 

The  general  problem  in  gunnery  seems  now  to  be  to  secure  uni- 
formity of  velocity^  pressure  and  range  for  the  same  charge.  This  it 
is  proposed  to  accomplish,  and  in  actual  experiment  has  been  ac* 
complished,  by  a  successful  adaptation  of  a  combined  centering  and 
rotating  principle  to  the  front  as  well  as  to  the  rear  of  the  projectile, 
whereby  we  are  enabled  to  increase  their  length,  and  to  diminish, 
when  desirable,  the  thickness  of  their  walls;  to  replace  the  solid 
shot  with  a  battering  shell  of  equal  or  superior  weight  and  penetra- 
tive power,  with  a  destructive  force  still  in  reserve;  to  increase 
the  general  size  and  weight  and  widen  the  field  of  application  of 
rifle  projectiles ;  and  finally  to  obtain  great  uniformity  in  the  range, 
velocity  and  pressure.  For  the  projectile  leaving  the  gun  with  a 
mechanical  fit,  front,  as  well  as  rear,  balloting,  always  so  destruc* 
tive,  is  effectually  prevented.  The  co-efficient  of  friction  becomes 
as  invariable  as  in  a  machine,  pressure  and  velocity  will  always 
bear  their  due  relation,  and  the  only  cause  for  variation  in  cither 
will  be  due  to  the  irregularity  of  the  charge  itself,  in  quantity  or 
quality. 
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This  system  is  illustrated  upon  the  adjoining  plate.  Fig.  1  re- 
presents a  six  or  eight  inch  shell  of  ordinary  length.  Here  is  seen 
a  brass  stud  a,  6,  c,  d,  c,  cast  into  the  body  of  the  shot  and  thoroughly 
secured  by  the  under-cuts  at  d  and  at  g  and  g'  in  the  side  figure. 
The  other  studs  being  secured  in  like  manner,  and  there  being  a 
stud  for  each  gun,  the  action  is  clear;  unlike  the  sabot,  which  from 
being  too  soft  is  immediately  expanded  by  the  gas,  but  is  stripped 
by  the  groove,  or  the  harder  ring  which  is  insufficiently  expanded 
in  the  first  place ;  the  gas  enters  under  the  studs  at  E,  and  with 
ease  expands  or  lifts  them  well  into  the  grooves. 

The  studs  are  made  so  low  as  to  allow  the  projectile  to  be  loaded 
with  the  greatest  facility,  yet  stripping  is  rendered  impossible,  for 
the  first  efifbrt  of  the  discharge  is  to  lift  the  studs  into  the  grooves, 
securing  thereby  the  full  benefit  .of  the  same,  and  keeping  the  con- 
tact absolutely  perfect  so  long  as  the  projectile  remains  in  the  gun; 
as  long  as  attrition  of  the  studs  continues  they  are  kept  in  fresh 
contact  with  the  bottoms  of  the  grooves  by  the  continued  action  of 
the  gases.  The  studs  thus  retaining  a  maximum  distinction  the 
shot  is  well  lifted,  the  bearing  in  each  groove  full  and  perfect,  and 
the  rotation  of  the  projectile  fully  assured.  In  order,  however,  to 
secure  a  perfect  flight,  it  is  necessary  to  effectually  prevent  ballot- 
ing and  therefore  to  centre  the  front  as  well  as  the  rear  of  the  pro- 
jectile. To  this  end  the  gas  which  escapes  between  the  studs  in 
the  rear,  is  utilized  in  the  expan- 
sion of  a  metallic  ring  fixed  upon 
the  front  of  the  shot,  in  a  manner 
readily  understood  by  reference 
to  Fig.  1.  The  projectile  is  redu- 
ced in  calibre  between  the  limits 
K  and  k'  an  annular  shot  is  either 
rough  cast,  or  turned  and  drilled, 
into  which  is  cast  a  metallic  ring 
flush  with  the  superior  surface 
of  the  projectile,  and  overlaping 
the  tapered  surface  of  the  same 
to  any  desired  extent,  as  o  m.  It 
will  be  here  seen  that  the  gas  es- 
caping through  windage,  forces 

itself  under  the  ring  at  "  M,"  and  after  the  manner  of  the  ordinary 
sabot,  expands  it  against  the  bands  and  into  the  grooves  of  the 
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gun.  The  main  duty  of  the  first  centering  band  being  to  centre 
the  projectile.  It  is  only  essential  that  it  should  press  hard  enough 
upon  the  bands  for  this  purpose,  though  experience  proves  that  if 
of  brass  it  takes  a  fair  impression  of  the  grooves,  and  therefore 
assists,  to  a  certain  extent,  the  studs  in  their  duty  of  rotating  the 
shot. 

This  assistance  in  long  projectiles  with  their  walls  is  necessary 
to  prevent  the  latter  from  being  broken,  i.  e.  twisted  asunder,  and 
in  any  event  is  highly  desirable  in  heavy  shot.  Fig.  2  shows  an 
arrangement  of  lifting  or  expanding  studs  upon  the  front  as  well 
as  the  rear  of  a  heavy  projectile,  whereby  the  projectile  is  not  only 
centered  front  as  well  as  rear,  but  is  also  rotated  from  both  points. 
If  centering  alone  is  desired  the  front  studs  may  be  flush  with  the 
projectile,  and  arranged  so  as  to  be  expanded  against  the  bands  of 
the  gun,  and  when  the  number  of  grooves  is  even,  the  front  and 
rear  studs  may  alternate  instead  of  being  arranged  in  pairs.  The 
studs  may  also  be  connected  by  a  band  [forming  part  of  the  same 
casting]  which  can  be  so  arranged  as  to  close  windage. 

By  the  adoption  of  this  centering  system  we  will  be  enabled  to 
use  very  long  projectiles  with  solid  heads,  after  the  manner  of  the 
Whitworth,  and  none  will  probably  dispute  the  fact  that  for  the 
same  strain  upon  the  gun  a  larger  and  heavier  projectile  can  be 
used  than  AVhitworth  dare  attempt. 

The  solid  headed  projectile  is  admirably  adapted  to  size  and 
battering  purposes.  The  head  is  strong,  unweakened  by  fuge 
hole  and  tapping,  and  may  possess  any  desired  form  for  penetration, 
unwilling,  however,  to  trust  to  the  impact  of  the  projectile  to  gene- 
rate heat  enough  for  the  explosion  of  the  charge — a  system  of  in- 
terior or  rear  fuge  plugs  is  recommended,  whereby  the  explosion 
of  the  shell  at  the  proper  instant  is  secured  beyond  a  doubt.  A 
number  of  these  fuges  have  been  devised  and  submitted  but  it  is 
not  in  the  province  of  this  article  to  describe  them. 

In  Figure  4  the  bases  of  the  studs  are  entirely  embedded  in  the 
shot,  each  stud  is  split  half-way  through  its  length.  The  solid  parts 
of  the  studs  perform  their  duty  by  rotating  the  projectiles,  assisted 
by  the  divided  portion,  which  part,  also,  by  expanding  freely  into 
the  grooves,  centre  the  shot  front  and  rear*  In  this  case  the  gun. 
having  an  even  number  of  grooves,  the  front  and  rear  studs  alter* 
nate. 

Still  another  form  remains  to  be  represented  in  Figure  6,  which 
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is  a  15  iuch  or  other  projectile  of  large  calibre.  In  this  case,  in- 
stead of  brass,  unwrought  iron  studs  may  be  swedgedinto  the  cavi- 
ties left  for  that  purpose  in  the  projectile.  The  gas  enters  along 
the  line  a  J,  and  turns  the  stud  on  to  the  right,  a  full  bearing  sur- 
face upon  the  deep  side  of  each  groove  is  thus  obtained  and  the 
projectile  centered  as  before. 

It  is  believed  that  rifle  projectiles  will  yet  be  fired  from  guns  of 
15-inch  calibre.  The  object  in  this  case  is  not  so  much  to  secure 
greater  penetration — for  we  cannot  afford,  perhaps,  in  guns  of  such 
large  calibre,  to  greatly  excel  the  weight  of  the  round  shot — but 

1.  To  secure  greater  accuracy. 

2.  To  obtain  increased  bursting  charges. 

3.  To  generate  explosion  at  the  right  instant  by  means  of  interior 
percussion  fuges,  instead  of  trusting  to  time  fuges  as  must  be  done 
with  round  shell. 

4.  To  insure  penetration  of  armor  even  when  struck  at  extreme 
angles. 

5.  To  obtain  uniformity  of  pressure  (strain)  velocity  and  range 
for  uniform  charges  of  powder,  which  can  only  be  done  by  giving 
the  projectile  bearings,  front  and  rear,  upon  which  it  can  slide  out 
the  piece  without  jar. 

6.  As  much  increase  of  penetration  as  is  due  to  increased  weight 
and  better  maintained  if  not  equal  velocity. 

While  fully  admitting  the  tremendous  power  of  our  large 
smooth-bore  guns,  the  time  is  assuredly  approaching  when  rifled 
guns,  of  like  calibre,  will  be  found  to  possess  at  least  equal  endu- 
rance, much  more  general  in  their  application  and  have  superior 
powers  of  distinction. 


Ferry  Steamship  for  the  Channel  Passenger  Traffic.-- 

At  the  ordinary  meeting  of  the  Institution  of  Engineers  in  Scotland, 
verbal  communication  of  great  interest  was  made  by  Mr.  Walter 
Montgomerie  Neilson  regarding  a  suggested  form  of  ferry  steam- 
ship for  the  channel  passenger  traflBic.  He  suggested  a  vessel  of  350 
feet  long  by  75  feet  broad,  and  having  only  4 J  feet  draught  of  water* 
She  should  be  worked  by  a  pair  of  paddles  near  each  end,  and  to 
give  steadiness,  or  in  other  words,  prevent  rolling,  Mr.  Neilson 
would  have  a  keel  of  20  feet  in  breadth,  movable,  and  that  could 
be  raised  by  means  of  a  pair  of  donkey  engines  when  the  vessel  ap- 
proached the  harbor  at  either  end  of  her  voyage* 
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EXPERIMENTS  UPON  A  CENTRAL  DISCHARGE  WATER-WHEEL. 

Manufactured  by  the  Swain  Turbine  Company,  at  North  Chelmsford,  Mass. 
Made  at  Lowell,  Mass. 

By  Hiram  F.  Mills,  C.  E. 

The  Central  Discharge  Iron  Wheel,  known  as  the  Swain  Wheel, 
has  been  in  use  in  various  parts  of  New  England  for  several  years, 
and  has  been  known  as  a  substantially  built  wheel,  giving  very 
general  satisfaction  wherever  used,  and  quietly  gaining,  upon  its 
merits,  a  reputation  for  good  construction  and  efficiency. 

In  the  winter  of  1868-9,  the  company  owning  the  patent  rights 
was  reorganized  upon  a  broader  basis,  and  retaining  as  their  super- 
intendent Mr.  A.  M.  Swain,  the  inventor  and  former  manufacturer, 
concluded  to  enlarge  their  capacity  for  production,  and  submit  their 
wheel  to  the  most  rigid  tests  of  experiment,  with  a  view  to  their 
introduction  into  the  large  manufacturing  establishments  at  Lowell, 
Lawrence,  and  other  places  where  great  economy  in  the  use  of 
water  is  required. 

They  accordingly  constructed  a  flume,  a  pit  and  a  measuring 
weir  at  one  of  the  wasteways  of  the  Wamesit  Power  Co.'s  Canal,  in 
Lowell,  and  put  in  a  42-inch  wheel,  which  they  had  recently  made 
for  The  Forge  Village  Horse  Nail  Company,  of  Forge  Village, 
Mass. 

Early  in  June,  1869,  after  the  wheel  was  in,  and  a  weighing  ap- 
paratus, invented  by  Mr.  James  Emerson,  of  Lowell,  and  known  aa 
Emerson's  Dynamometer,  was  attached,  the  writer  was  applied  to, 
to  make  experiments  and  determine  the  efficiency  of  the  wheel. 

Upon  examining  the  apparatus  for  weighing,  it  was  found  to  be 
very  ingeniously  designed,  but  the  results  being  indicated  by  the 
height  to  which  a  pendulum  would  vibrate,  could  not  be  depended 
upon  with  sufficient  accuracy,  owing  to  the  slight  oscillation  upon 
either  side  of  the  mean  point  when  the  wheel  was  heavily  loaded; 
and  it  being  necessary  to  test  the  apparatus  at  every  point  at  which 
it  was  to  be  used  by  some  known  standard,  it  was  concluded  to 
dispense  with  its  indications  entirely,  reserving  in  use  only  the 
very  ingenious  method  which  Mr.  Emerson  had  devised  for  keep- 
the  friction- wheel  and  the  friction-band  cool  and  of  an  even  tempc 
rature,  by  the  circulation  through  each  of  a  stream  of  cold  water, 
and  the  application  of  oil  to  thefrictional  surface  by  means  of  cup» 
attached  to  the  band- 
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Eeserving  in  use  this  part  of  the  apparatus  and  attaching  a  radial 
projection  to  the  band  and  connecting  this  by  a  link  having  knife- 
edge  bearings,  to  the  vertical  arm  of  a  bent  lever,  from  the  hori- 
zontal arm  of  which  a  scale  pan  was  hung,  and  attaching  near  the 
bearing  of  the  scale  beam,  a  horizontal  arm  in  the  same  line  but  in 
the  opposite  direction,  at  the  extremity  of  which  was  attached  the 
piston  rod  of  an  hydraulic  regulator ;  we  had  a  friction  brake  of 
simple  form  and  capable  of  very  delicate  adjustment. 

The  flume  and  pit  were  tight,  and  the  bottom  of  the  latter  being 
from  one  to  three  feet  above  the  ground,  with  this  space  open  to 
view,  it  was  seen  to  be  impossible  for  any  water  to  leave  the  wheel 
except  that  which  passed  the  measuring  weir. 

The  measuring  weir  was  carefully[made,  following,  in  all  respects, 
the  directions  given  by  Mr.  Francis  in  his  "  Lowell  Hydraulic  Ex- 
periments," in  order  that  his  formula  might  apply  with  accuracy. 

The  relation  of  parts  will  be  evident  from  an  inspection  of  the 
accompanying  plates. 

Plate  I.  represents  the  wheel  in  place,  with  the  flume,  forebay, 
pit,  measuring  weir  and  weighing  apparatus  in  plan  and  elevation, 
with  a  part  of  the  northerly  side  of  the  pit  removed,  the  better  to 
show  the  case  containing  the  wheel. 

Plate  II.  represents  a  vertical  section  through  the  centre  of  the 
wheel  and  curb,  and  a  plan  of  one-quarter  of  the  buckets  and  guides, 
and  a  development  of  a  portion  of  the  outer  surface  of  the  wheel. 

Plate  III.  represents  upon  a  larger  scale,  in  plan  and  elevation, 
the  weighing  apparatus  used  in  these  experiments. 

In  Plates  I.  and  11.  the  letters  indicate  corresponding  parts. 

A,  the  flume,  6  feet  wide  and  6  feet  deep,  leading  the  water  from 
the  Wamesit  Power  Co.'s  Canal. 

B,  the  forebay,  6  feet  square  and  19  feet  deep,  from  the  side  of 
which  water  is  conveyed  to  the  wheel. 

C,  the  wheel  pit,  upon  the  floor  of  which  rest  the  cast  iron  sup- 
ports of  the  wheel  and  its  case.  The  pit  is  14  feet  wide  and  20  feet 
6  inches  long,  with  sides  5  feet  high. 

The  cast  iron  supply  pipe  and  the  quarter  turn,  D,  are  4*98  feet 
in  diameter  inside,  and  the  radius  of  curvature  of  the  central  line 
of  the  latter  is  8-75  feet.  The  former  is  1*45  feet  in  length,  and  is 
firmly  bolted  to  the  side  of  the  forebay. 

The  quarter  turn  is  bolted  to  the  supply  pipe,  and  is  supported 
by  the  cast  iron  case,  which  enlarges  to  have  an  internal  diameter 
of  6*98  feet.     This  case  extends  to  a  short  distance  below  the  hot- 
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torn  of  the  wheel,  and  is  supported  by  six  hollow  cast  iron  columns 
1*5  feet  long,  0*8  feet  wide  radially,  and  O'S  feet  wide  in  the  other 
direction,  and  presenting  acute  angles  in  the  direction  of  the 
current. 

The  columns  also  support  the  cylindrical  disk  E,  Plate  II.,  which 
surrounds  the  lower  half  of  the  wheel,  and  upon  the  outside  of 
which  the  regulating  gate  slides ;  and  by  means  of  three  irregu- 
larly shaped  supports,  one  of  which  is  represented  at  F,  they  sus- 
tain the  chamber  G,  into  which  the  guides  rise  when  the  gate  is 
closed,  also  the  disk  H  which  covers  the  wheel,  the  lower  shaft 
coupling  and  the  step ;  and  the  shaft-pipe  I  which  extends  from  the 
top  of  the  disk  through  the  upper  part  of  the  quarter  turn. 

The  disk  K,  cast  with  the  six  supports  of  the  case,  sustains  the 
step  of  the  wheel  L  and  the  main  shaft  M. 

The  step  L,  of  white  oak,  is  a  cylinder  7  inches  in  diameter  ter- 
minated at  top  and  bottom  by  cones,  and  having  an  extreme  length 
of  8  inches.  . 

It  is  free  to  move  with  the  shaft  coupling,  or  the  latter  may  move 
upon  its  upper  surface.    . 

The  step  is  always  submerged,  and  to  maintain  its  surfaces  in  as 
good  a  condition  of  lubrication  as  possible,  several  vertical  holes 
were  bored  through  it  and  filled  with  a  fine  quality  of  plumbago. 

By  means  of  the  set  screws  N,  the  wheel  may  be  adjusted  to  the 
proper  height.  These  screws  are  reached  through  hand  holes  in 
the  curved  disk  which  connects  the  wheel  with  the  shaft. 

The  regulating  gate,  0  0,  is  represented  as  fully  open.  It  con- 
sists of  a  cylinder  of  cast  iron  7|  inches  long,  3*51  feet  in  diameter 
inside,  having  at  the  bottom  a  narrow  flange,  against  which  a  ring 
of  leather  packing  is  held  by  means  of  bolts  and  a  cast  iron  ring, 
by  which  leakage  under  its  lower  edge  is  prevented,  and  at  the  top, 
cast  with  it,  and  making  an  angle  of  about  80°,  is  a  broad  flange 
extending  outward  7 J  inches,  with  an  edge  turning  downwards. 

This  flange  serves  as  the  lower  disk  limiting  the  stream  of  water 
entering  the  wheel,  and  into  it,  projecting  vertically  from  its  upper 
surface,  the  guides  P  P  are  cast. 

There  are  24  guides,  21  of  which  are  of  straight  plates  of  wrought 
iron  ,3g  inch  thick,  and  10|  inches  long,  having  each  end  sharpened 
to  a  thickness  of  3'^  of  an  inch,  with  a  bevel  \  inch  long.  The 
mean  distance  of  their  inner  edges  from  the  centre  of  the  shaft  is 
1*835  feet,  and  they  are  distant  radially  one  inch  from  the  outer 
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edge  of  the  buckets.  Their  directioa  makes  an  angle  of  22°,  with 
the  tangent  through  their  inner  edges. 

The  remaining  three  guides  are  of  cast  iron  of  the  form  repre- 
sented in  plan  at  0  in  Plate  II.,  Fig.  2. 

Through  these  guides  pass  the  three  wrought  iron  rods  by  which 
the  gate  is  raised  and  lowered.  Two  of  these  are  represented  at  R. 
They  extend  from  the  under  side  of  the  gate  flange  through  stuflF- 
ing  boxes  in  the  upper  part  of  the  quarter  turn,  and  terminate  in 
racks  SS,  into  which  work  the  pinions  TT  which  are  driven 
through  the  worm  U  by  the  crank  V. 

Outside  of  the  three  cast  iron  guides  are  the  three  supports  F 
previously  mentioned. 

When  the  gate  is  raised,  by  which  movement  it  is  closed,  all  of 
the  guides  rise  through  slots  in  the  upper  disk  limiting  the  stream 
approaching  the  wheel,  which  is  similar  in  form  to  the  lower  disk 
already  described,  and  are  enclosed  in  the  guide  chamber  G,  by 
which  arrangement  the  section  of  the  stream  passing  between  the 
guides  is  decreased  in  height  in  proportion  to  the  closing  of  the 
gate. 

The  wheel  W  having  an  extreme  diameter  of  42  inches,  and  an 
extreme  height  of  15  J  inches,  has  25  buckets  of  wrought  iron  J  of 
an  inch  in  thickness,  which  are  formed  in  a  die  and  are  cast  into 
the  upper  disk  a  a,  which  forms  the  crown  of  the  wheel,  and  into 
the  band  b  S,  which  surrounds  the  lower  part  of  the  buckets  for  a 
height  of  8*42  inches,  leaving  between  the  top  of  this  ring  and  the 
under  side  of  the  crown  a  space  5*35  inches  high,  through  which 
the  water  enters  the  wheel. 

The  horizontal  projection  of  the  top  of  the  buckets,  and  of  the 
upper  part  of  them  for  a  depth  of  5  inches  is  shown  by  the  heavy 
lines  in  Fig.  2,  Plate  II.,  and  Fig.  3  represents  the  development  of 
a  portion  of  the  cylindrical  surface  containing  the  outer  edges  of 
the  buckets. 

The  diameter  of  the  cylinder  which  would  contain  the  inner 
edges  of  the  buckets  for  a  depth  of  5  inches  would  be  2'092  feet. 
Below  this  portion  the  surface  which  would  contain  the  inner  edges 
of  the  buckets  is  a  surface  of  revolution  whose  clement  is  a  quad- 
rant having  a  radius  of  8*4  inches. 

The  under  side  of  the  crown  of  the  wheel  is  horizontal  through 
a  radial  distance  of  4  inches  from  the  outside,  for  the  remaining 
distance  it  forms  part  of  a  surface  of  revolution  whose  elements 
have  a  radius  of  11  inches,  which  surface  continues  downward  and 
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towards  the  shaft,  and  forms  part  of  the  cylindrical  socket  c  r,  whic 
surrounds  the  step  and  its  supports. 

Upon  removal  from  the  pit,  the  wheel  was  found  to  be  of  ordS 
nary  finish,  similar  in  all  respects  to  other  wheels  which  I  havl 
seen  manufactured  by  this  company. 

The  castings  were  well  cleaned,  but  the  ordinary  roughnesses 
good  castings  were  not  removed. 

The  surfaces  were  coated  with  red  paint. 

The  following  dimensions  were  measured  after  the  wheel  \\i 
removed  from  the  pit. 

Vertical  distance  from  the  under  side  of  the  crown  to 

the  lower  edge  of  the  buckets 1  148  feet. 

Vertical  distance  from  under  side  of  crown  to  top  of 

band 0  446  feet. 

Moan  shortest  distance  of  the  inner  edge  of  one  bucket 
from  the  adjacent  bucket  at  1  inch  below  the 
crown 0-066  feet. 

Ditto,  ditto  at  6  inches  below  the  crown 0*080     " 

Ditto,  ditto  at  1  inch  from  the  outside  at  the  bottom...     0-135     " 

Mean  shortestdistance  from  the  inner  edge  of  one  guide 

to  the  adjacent  guide 0-214     " 

Mean  shortest  distance  from  the  outer  edge  of  one  guide 

to  the  adjacent  guide 0  332     " 

Mean  area  of  outlets  of  wheel 18-97  sq.  in?. 

Total  area  of  outlets  of  wheel 3-20  sq.  ft. 

Description  of  Apparatus  used  in  the  Experiments. 

The  weighing  apparatus  is  shown  in  place  in  Plate  I.,  but  it  will 
be  better  understood  by  reference  to  Plate  III.,  where  it  is  repre- 
sented upon  a  larger  scale  in  plan  and  elevation. 

The  friction  pulley,  A  A,  is  of  cast  iron,  having  a  groove  cast  in 
its  outer  edge,  and  a  tire  of  steel  shrunk  on,  making  a  passage 
(seen  in  section  at  E)  for  water,  which  is  introduced  from  the  ti^ 
vessel  B,  through  the  rubber  pipe  C,  and  after  passing  to  the  rigll 
around  the  wheel,  is  discharged  through  the  iron  pipe  D,  into  a 
vessel  which  surrounds  the  shaft  as  seen  at  X,  in  Plate  I.,  froij 
which  a  rubber  pipe  conveys  it  away  beyond  the  pit.     The  ste 
face  upon  which  the  friction  band  slides  is  50'4  inches  in  divimetej 
and  3J  inches  w^de.     This  surface  would  be  much  too  small 
control  the  power  of  this  wheel  were  it  not  for  the  admirable 
rangement  of  water  passages  by  which,  by  the  constant  flowing 
cold  water  from  the  flume,  the  surfaces  are  kept  cool  and  of  an  evQ 
temperature. 
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In  addition  to  the  passages  already  described,  the  friction  band, 
F  F,  consists  of  an  inner  band  of  wrought  iron  having  a  flange  pro- 
jecting outward  at  the  upper  and  lower  edges,  and  a  projection  along 
its  middle  line,  upon  the  outside  of  which  is  soldered  and  riveted 
a  copper  band,  by  which  are  formed  two  passages,  represented  in 
section  at  G,  which  come  together  near  the  ends  of  the  band. 

Into  the  upper  of  these  passages,  nearly  in  the  middle  of  the 
length  of  the  band,  the  rubber  pipe  H  H  conveys  water  from  the 
forebay,  which,  after  passing  to  the  ends  of  the  band,  returns  by 
the  lower  passage,  and  passes  out,  and  is  conveyed  beyond  the  pit 
by  the  rubber  pipe  1 1. 

By  this  arrangement  it  was  often  found  that  after  running  steadily, 
when  heavily  loaded,  for  an  hour,  the  band  felt  barely  warm  to  the 
hand. 

The  friction  band  was  drawn  around  the  pulley,  covering  the  en- 
tire circumference  except  about  two  inches  between  the  ends ;  and 
the  amount  of  friction  was  regulated  by  the  screen  K,  and  hand- 
wheel  L,  which  was  suspended  from  the  roof  by  a  wire,  so  that  it 
was  necessary  to  keep  the  hands  upon  it  only  when  a  change  was 
required. 

From  the  casting  at  one  end  of  the  band,  which  formed  the  nut 
into  which  the  screw  worked,  was  the  projection  M,  fitt^  to  receive 
one  of  the  knife  edge  bearings  of  the  link  N,  the  other  bearing  of 
which  fitted  one  arm  of  the  bent  lever  scale  beam  0.  Directly 
under  this  bearing  and  exactly  4  inches  from  it,  was  the  knife  edge 
bearing  P  of  the  scale  beam ;  and  from  this  point  horizontally 
along  the  scale  beam  40  inches,  was  the  bearing  for  the  knife  edge 
by  which  the  scale  pan  Q  was  suspended.  These  knife  edges  and 
bearings  were  all  of  hardened  steel  and  preserved  their  lines  of  con- 
tact in  good  condition  throughout  the  experiments. 

Bolted  to  the  scale  beam  near  its  bearing  and  extending  in  the 
opposite  direction  was  the  arm  R,  to  the  extremity  of  which  was 
attached  the  piston  rod  of  the  hydraulic  regulator  S. 

The  frictional  surface  of  the  pulley  was  lubricated  by  means  of 
the  four  oil  cups  T  T,  the  tube  from  which  extended  through  the 
band.  Linseed  oil  was  found  to  allow  a  more  steady  motion  with 
heavy  loads  than  any  other  lubricator  used. 

The  light  rod  U,  moving  with  the  end  of  the  scale  beam  over 
the  graduations  of  the  scale  placed  so  as  to  be  visible  to  the  assist- 
ant regulating  the  friction  by  the  hand- wheel  L,  indicated  when 
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the  scale  beam  was  level  and  how  much  it  deviated  therefrom  at 
any  time.     The  extreme  deviation  possible  being  0*1  foot. 

The  bell  Z,  Plate  I.,  was  struck  by  means  of  the  small  worm- 
wheel  at  every  fifty  revolutions  of  the  wheel.  This  bell  was  held 
in  position  by  the  stand  Y,  which  was  placed  there  to  support  the 
indicator  of  the  dynamometer  which  was  originally  designed  for 
testing  the  wheel,  but  it  was  used  in  these  experiments  only  for  the 
purpose  of  supporting  the  bell. 

A  short  pipe  through  the  side  of  the  forebay  B  introduced  water 
into  the  box  c,  Plate  I.;  from  this  it  was  conveyed  by  a  rubber 
pipe  into  the  glass  tube  represented  by  the  side  of  the  scale  dd, 
upon  which  the  height  of  its  surface  was  read. 

An  iron  pipe  /,  perforated  near  its  upper  side  with  60  holes  \ 
inch  in  diameter,  rested  upon  the  bottom  of  the  pit  and  connected 
by  the  rubber  pipe  g^  with  the  box  A,  in  which  the  water  stood 
at  the  height  of  that  in  the  pit,  and  this  height  was  read  by  means 
of  a  glass  tube  directly  from  the  scale  d  c?,  the  zero  of  which  for 
convenience  was  placed  at  the  level  with  the  crest  of  the  measuring 
weir. 

The  measuring  weir  K,  Plate  I.,  was  a  notch  in  a  vertical  face 
of  plank.  The  crest  was  10033  feet  in  length,  and  3*26  feet  above 
the  bottom  of  the  pit,  and  had  a  sharp  upstream  edge  from  which 
it  extended  horizontally  0*02  foot,  and  was  there  scarfed  oflf  at  an 
angle  of  45°,  so  that  in  all  the  experiments  the  stream  was  free 
from  contact  after  leaving  the  upstream  edge  of  the  crest,  until  it 
struck  the  water  several  feet  below.  The  end  contractions  ex- 
tended 2  feet  from  the  side  of  the  pit,  and  presented  sharp  edges 
beveled  off  on  the  down  stream  side  like  the  crest. 

The  depth  of  water  upon  the  weir  was  measured  with  a  hook 
gauge  in  the  box  m,  into  which  water  was  conducted  from  the  pipe 
ri,  perforated  upon  its  upper  side  with  a  number  of  small  holes, 
which  lay  upon  the  floor  near  the  bottom  of  the  face  in  which  the 
weir  was  cut. 

•  A  hook  being  permanently  fixed  in  the  box  m,  its  height  above 
the  crest  of  the  weir  was  determined  by  means  of  the  leveling  in- 
strument, and  the  correction  for  the  reading  of  the  hook  gauge  de- 
termined by  comparison  with  this  hook. 

A  small  waste  gate  p  was  used  to  drain  the  pit,  but  this  was  kept 
closed  during  the  experiments. 

Two  fine  racks  r  r  were  placed  between  the  wheel  and  the  weir ; 
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the  one  farthest  down  stream  being  7  feet  from  the  weir.  These 
were  found  to  completely  intercept  the  whirls  in  the  water  as  it 
came  out  of  the  wheel  and  to  leave  the  stream  approaching  and 
passing  the  weir  in  an  undisturbed  condition. 

Mode  of  Conducting  the  Experiments, 

Observers  were  stationed  at  various  points  as  follows : 

Mr.  J.  B.  Hale,  at  the  hook-gauge  tw,  observed  every  minute, 
and  a  part  of  the  time  every  thirty  seconds,  the  reading  of  the  hook- 
gauge,  which  indicated  the  depth  of  water  upon  the  weir. 

Mr.  H.  A.  Hale  observed  the  height  of  the  water  in  the  forebay 
and  in  the  pit,  by  means  of  the  scale  cZrf,  passing  from  the  lower 
box  to  the  upper  every  minute. 

Mr.  E.  A.  Thissell  noted  the  time  of  the  striking  of  the  bell 
which  indicated  the  speed  of  the  wheel,  to  the  nearest  quarter 
second. 

Mr.  James  Emerson,  by  means  of  the  hand-wheel  L,  regulated 
the  friction  so  that  the  index  U  should  be  kept  as  near  to  zero  as 
possible,  and  thus  the  scale  beam  be  kept  level. 

Another  assistant  observed  as  rapidly  as  possible  the  actual  po- 
sition of  the  index  during  the  experiment. 

Another  kept  the  oil  cups  T  supplied  with  oil,  and  by  a  cock 
attached  to  each,  regulated  the  amount  flowing  upon  the  friction 
surfaces. 

Another  attended  the  gate  and  kept  the  racks  clear  of  obstruc- 
tions. 

While  the  writer  kept  a  record  of  the  weights  in  the  scale  pan, 
the  heights  of  gate,  all  irregularities  in  the  motion  or  disturbing 
causes  of  any  kind  that  would  affect  the  results  of  the  experiment 
and  sufficient  observations  of  each  class  to  check  the  accuracy  of 
all  of  the  notes. 

At  intervals  during  a  series  of  experiments  all  of  the  watches 
were  compared  with  the  standard  and  differences  noted,  that  there 
might  be  no  difficulty  in  selecting  the  observations  which  applied 
to  the  time  when  the  conditions  for  accurate  results  obtained. 

Before  commencing  a  feeries  of  experiments,  the  apparatus  was 
carefully  examined  to  see  if  all  parts  were  in  proper  condition. 
The  link  N  was  removed  and  the  scale  beam  balanced  by  attaching 
or  removing  small  weights  from  the  chain  suspending  the  scale- 
pan,  until  a  two  ounce  weight  in  the  scale  pan,  or  at  the  same  dis* 
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tance  from  the  fulcrum  in  the  opposite  direction  would  make  the 
beam  move  with  the  same  velocity  above  or  below  the  horizontal 
position. 

The  pipes  connecting  with  the  gauge  boxes  were  examined  to 
insure  free  communication. 

The  height  of  the  hook  fixed  in  the  hook-gauge  box,  above  the 
weir  was  re-determined,  and  the  reading  of  the  gauge  when  its 
hook  was  level  with  the  hook  in  the  box  was  observed  with  much 
care. 

The  Data  and  Results  of  Experiments, 

The  data  and  results  of  all  of  the  experiments  made  by  the  writer 
upon  this  wheel  are  arranged  in  the  following  table. 

As  many  of  these  experiments  were  made  upon  days  when  the 
public  were  invited  to  witness  them,  and  for  the  accommodation  of 
visitors  the  conditions  of  gate  and  speed  were  varied  through  wide 
ranges  in  a  short  time,  it  has  been  expedient  to  record  them  in  an 
order  diflferent  from  that  in  which  they  were  taken.  Accordingly, 
the  experiments  with  the  same  opening  of  gate  are  grouped  to- 
gether, and  each  group  arranged  in  the  order  of  the  relation  of  the 
speed  of  the  wheel  to  the  velocity  due  the  fall. 

As  the  wheel  was  put  up  the  set-screws  were  so  adjusted  that  the 
gate  would  open  but  5*05  inches,  and  during  the  early  adjustments 
this  was  supposed  by  the  writer  to  be  the  full  gate,  and  a  nearly 
complete  series  of  experiments  with  this  and  fractional  parts  of 
this  gate,  was  made  before  it  became  known  to  him  that  the  open- 
ing of  the  wheel  would  allow  a  greater  opening  of  gate.  Upon 
learning  this  the  screws  were  removed,  and  the  gate  opened  5*25 
inches,  which  was  as  much  as  the  setting  of  the  wheel  would  allow, 
although  not  as  much  as  to  include  the  whole  opening  of  the  wheel. 
It  was,  however,  too  late  to  reset  the  wheel,  as  the  apparatus  had 
been  engaged  for  use  by  other  parties,  and  it  remained  only  to 
make  such  other  experiments  as  the  time  and  circumstances  would 
allow ;  for  this  reason  the  experiments  with  gate  5*25  inches  open, 
and  the  corresponding  fractional  parts,  do  not  form  so  complete 
series  as  those  with  the  former  openings,  and  the  friction  bands 
being  somewhat  irregularly  worn,  it  was  difficult  to  obtain  steady 
results,  when  the  wheel  was  heavily  loaded,  for  a  sufficient  length 
of  time  to  be  entirely  satisfactory;  still  from  an  examination  of  the 
diagram,  Plate  IV.,  it  will  be  evident  that  any  fluctuations  arising 
from  this  cause  do  not  in  the  extreme  case  exceed  one  per  cent^ 
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and  there  is  no  difficulty  in  determining  within  a  fraction  of  one 
per  cent,  the  reliable  efficiency  of  the  wheel  at  any  working  velo- 
city. 

The  times  of  beginning  and  ending  the  experiments  recorded  in 
column  5,  are  the  times  of  striking  of  the  bell  which  include  the 
circumstances  of  regularity  in  all  departments  satisfactory  to  a 
reliable  result. 

Column  6,  Duration  of  the  Experiment,  is  derived  directly  from 
column  5. 

Column  7,  Total  number  of  revolutions  of  the  wheel,  is  deduced 
by  multiplying  the  number  of  intervals  indicated  by  the  speed  notes 
between  the  striking  of  the  bell  during  the  experiment,  multiplied 
by  fifty. 

Column  8  is  deduced  directly  from  6  and  7. 

Column  9,  Weight  in  scale  in  pounds. 

These  weights  were  supplied  by  the  official  sealer  of  weights  for 
the  City  of  Lowell,  and  were  all  plainly  stamped  with  their  true 
weight,  and  after  being  used  were  returned  to  him  and  again  com- 
pared with  the  city  standards.  The  scale  beam  being  accurately 
balanced,  as  before  described,  before  each  series  of  experiments,  no 
correction  was  required. 

Column  10,  Useful  effect,  or  friction  of  the  brake  in  pounds 
raised  one  foot  per  second.  This  is  obtained  by  multiplying  to- 
gether the  weight  in  the  scale  pan,  the  leverage  of  the  scale  beam, 
the  circumference  of  the  circle  containing  the  point  of  attachment 
of  the  scale  beam  to  the  friction  band,  and  the  number  of  revolu- 
tions of  the  wheel  per  second. 

The  leverage  of  the  scale  beam  was  10*00. 

The  circumference  of  the  point  of  attachment  was  15  feet 

Columns  11  and  12  are  heights  of  water  above  and  below  the 
wheel,  read  from  the  same  scale  dd^  Plate  I.,  and  their  difference  is 
the  fall  acting  on  the  wheel  given  in  column  13. 

Column  14,  Depth  of  water  on  the  weir,  is  the  depth  observed 
with  one  of  Mr.  Francis*  hook  gauges,  described  in  his  Lowell 
Hydraulic  Experiments* 

Column  15,  Quantity  of  water  passing  the  weir,  is  calculated  by 
the  formulae. 

Q=^3'33  (1  —  0-2  H)H* 
Q        ;        V^ 
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Q'.^3-38  (1— 0-2H')H'' 
in  which — 

Q  =  approximate  quantity  in  cubic  feet  per  second. 
I  =  length  of  weir  in  feet. 
H  =  observed  depth  of  water  upon  the  weir  in  feet. 
S  =  section  of  the  canal  leading  to  the  weir  =  14  X 

(8-26 +H). 
V  =  velocity  of  water  in  canal  leading  to  the  weir. 
h  =  head  due  this  velocity. 
H'  =  depth  upon  the  weir  corrected  for  the  velocity  due 

the  water  approaching  the  weir. 
Q'  =  quantity  of  water  passing  the  weir  in  cubic  feet 
per  second. 
As  there  was  no  leakage  into  or  out  of  the  pit  during  the  ex- 
periments, the  quantity  passing  the  weir  is  the  quantity  acting  upon 
the  wheel. 

Column  16,  Power  of  the  water,  is  determined  by  multiplying 
the  quantity  of  water  passing  the  weir  per  second,  by  the  fall,  and 
by  the  weight  of  a  cubic  foot  of  pure  water  at  the  temperature  given 
in  column  8. 

Column  17,  Eatio  of  the  useful  effect  to  the  power  expended,  ia 
obtained  by  dividing  column  10  by  column  16. 

Column  18,  Velocity  due  the  fall  acting  upon  the  wheel,  is  deter- 
termined  by  the  formula  Y  =^\'2  g\  in  which  /i  =  fall  given  in 
column  13,  and  2  gr=:64:-3236. 

Column  19,  Eatio  of  the  velocity  of  the  outer  circumference  of 
the  wheel  to  the  velocity  due  the  fall. 

The  outer  circumference  of  the  wheel  is  10*996  feet,  which,  mul' 
tiplied  by  the  number  of  revolutions  per  second,  divided  by  the 
numbers  in  the  last  column  gives  the  numbers  in  this. 

The  results  expressed  in  this  table  are  presented  in  diagram  in 
Plate  IV»,  where  the  ratio  of  the  useful  effect  to  the  power  expended 
is  represented  by  the  ordinates,  and  the  relative  velocity  of  the 
wheel  and  water  by  the  abscissas*  The  small  circles  present  the 
conditions  of  each  experiment,  and  curved  lines  the  mean  efficiency 
at  the  different  velocities  deduced  from  all  of  the  experiments,  eacb 
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line  corresponding  to  the  opening  of  gate  expressed  at  its  ex- 
tremities. 

From  these  curves  it  will  be  seen  that  the  mean  maximum  effi- 
ciency of  the  wheel  is  as  follows,  viz  : 

With  full  gate  81  j'^  per  cent,  of  the  power  of  the  water.  With 
three-quarters  gate  77 ^^^  per  cent,  of  the  power  of  the  water;  and 
with  one-half  gate  69  ,'^  per  cent,  of  the  power  of  the  water. 

Essex  Company's  Office,  Lawrence,  Jan.  26,  1870. 


BELTING  FACTS  AND  FIGURES. 

By  J.  H.  Cooper. 
(Continued  from  page  119.) 
Telodynamic  Transmission — continued. 

We  do  not  consider  our  collection  of  facts,  concerning  this  novel 
and  interesting  method  of  transmitting  power,  as  complete  without 
the  following  notes,  which  we  transcribe  from  the  excellent  little 
treatise  on  the  subject  by  Mr.  W.  A.  Eoebling,  C.  E.,  and  published 
by  Mr.  D.  Yan  Nostrand,  23  Murray  Street,  New  York,  1869. 

"In  point  of  economy  it  costs  only  one-fifteenth  of  an  equivalent 
amount  of  belting,  and  the  one-twenty-fiflh  of  shafting.  *         * 

"  The  range  in  the  size  of  wire  ropes  is  small,  varying  only  from 
I  iach  to  I  inch  diameter  in  a  range  of  3  to  250  horse-power.         * 

"  In  regard  to  cost,  the  ropes  are  the  cheapest  part  of  a  transmis- 
sion. For  instance,  a  No.  22  rope,  conveying  say  25  horse-power, 
costs  8  cents  per  foot,  whereas  an  equivalent  belt  costs  about  $1.40 
per  foot.  *  *  *  Their  duration  is  from  2 J  to  5  years,  accord- 
ing to  the  speed. 

'*Por  the  smaller  powers  it  is  advisable  to  take  a  size  larger,  for 
the  sake  of  getting  wear  out  of  the  rope :  although  it  must  be  borne 
in  mind  that  a  larger  rope  is  always  stiffer  than  a  small  one,  and 
therefore  additional  power  is  lost  in  bending  it  around  the  sheave. 
An  illustration  of  that  is  seen  in  the  case  of  the  14  feet  wheel  in 
the  table,  where  a  \  rope  gives  less  power  than  a  |  rope,  simply 
because  it  is  so  much  stiffer* 

"Ropes  for  this  purpose  are  always  made  with  a  hemp  core,  to 
increase  their  pliability* 

"  It  is  often  required  to  convey  the  entire  power  of  a  certain 
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shaft  which  is  driven  by  a  belt  of  a  given  size.     In  such  a  case,  a 

simple  rule,  agreeing  with  the  average  result  of  practice,  is,  that  70 

square  feet  of  belt  surface  are  equal  to  one  horse-power. 

"  Take,  for  example,  a  belt  1  foot  wide  running  at  the  rate  Of 

1400  X  1 
1400  feet  per  minute  :  then  the  horse-power  =»       ^.^       =  20;  and 

by  referring  to  the  table  we  find  the  diameter  of  the  wheel  corres- 
ponding to  this  horse-power,  and  making  the  same  number  of 
revolutions  that  the  belt-pulley  does. 

Distance  of  Transmission, 

"The  foregoing  table  is  intended  for  distances  from  80  up  to  850 
or  400  feet  in  one  stretch.  For  a  single  stretch  extended  to  say 
450  feet,  where  no  opportunity  is  presented  for  putting  in  an  in- 
termediate station,  we  must  use  a  rope  one  size  heavier ;  and  in  a 
case  where  there  is  not  sufficient  head-room  to  allow  the  rope  its 
proper  sag,  and  it  has  to  be  stretched  tighter  in  consequence,  we 
must  also  take  a  rope  one  size  heavier. 

Short  Transmission. — "  Whenever  the  distance  is  less  than  80  feet, 
the  rope  has  to  be  stretched  vei-y  tight,  and  we  no  longer  depend 
upon  the  sag  to  give  it  the  requisite  amount. of  tension.     Here  we 

'  must  take  a  rope  two  sizes  heavier  than  is  given  in  the  table,  and 
run  at  the  maximum  speed  indicated  ;  it  is  also  preferable  to  sub- 
stitute in  place  of  the  rope  of  49  wires,  a  fine  rope  of  133  wires  of 

'the  same  diameter,  which  possesses  double  the  flexibility,  runs 
smoother,  and  lasts  longer.     In  fact,  the  substitution  of  a  fine  rope 

'  for  a  coarse  one  can  be  done  with  advantage  in  every  case  in  the 

^  table  where  the  size  admits  of  it. 

Splices. — "  Both  kinds  of  rope  are  spliced  with  equal  facility.  The 
splices  are  all  of  the  kind  known  as  the  long-splice ;  the  rope  is 

'  not  weakened  thereby,  neither  is  its  size  increased  any,  and  only  a 

'  well  practised  eye  can  detect  the  locality  of  one. 

Relative  Height  of  Wheels. — "It  is  not  necessary  that  the  two 

•  wheels  should  be  at  the  same  level,  one  may  be  higher  or  lower 

'  than  the  other  without  detriment ;  and  unless  this  change  of  level 
is  carried  to  excess,  there  need  be  no  change  in  the  size  of  wheel 
or  speed  of  rope :  the  rope  may  have  to  be  strained  a  little  tighter. 
As  the  inclination  from  one  wheel  to  another  approaches  an  angle 

•of  45°,  a  different  arrangement  must  be  made,  as  will  be  shown 

^  hereafter. 

yoL.  LIX.— Third  Skbies.— No.  8.— Makch,  1870.  26 
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Deflection  or  Sag  of  the  ropes, 

"  In  the  following  illustration  the  upper  rope  is  the  puUing-rope 
and  the  lower  one  the  loose  following  rope.  When  the  rope  is 
working,  the  tension  T  in  the  upper  rope  is  just  double  that  in  the 
lower  rope,  hence  the  latter  will  sag  much  lower  below  a  horizon- 
tal line  than  the  upper  one. 

"When  the  rope  is  at  rest,  both  ropes  will  occupy  the  position  in- 
dicated by  the  dotted  line,  and  will  have  a  uniform  tension. 

The  best  way  in  practice  is  to  hang  up  a  wire  in  the  position  the 
rope  is  to  occupy  at  rest :  that  has  to  be  done  in  any  case,  in  order 
to  get  the  length  of  rope  needed.  Then  hang  it  so  that  the  de- 
flection d',  below  the  horizontal  line,  is 
■■■■■■■■■■■■  about  ^'^th  of  the  whole  distance  from 
^^^^^^^^^^^^H  wheel  to  wheel.  The  deflection  d  of 
JHIHHHHH^HHi     the   upper  running-rope  will   then  be 

about  ^^yth  to  ^\ih. 

"  The  deflection  d"  of  the  lower  working-rope  is  on  an  average  one- 
half  greater  than  the  deflection  d'  of  the  rope  at  rest.  This  is  of 
importance,  as  we  should  know  beforehand  whether  the  lower  rope 
is  going  to  scrape  on  the  ground  or  touch  other  obstructions ;  in 
that  case,  we  either  have  to  dig  a  trench  for  the  lower  rope  to  run 
in  or  else  raise  both  wheels  high  enough  to  clear. 

**  Practically,  however,  it  is  not  necessary  to  be  so  particular  about 
this  matter,  on  account  of  the  stretch  in  the  rope.  Wire-rope 
stretches,  comparatively,  very  little;  still  there  is  some  stretch; 
and  it  is  well  to  allow  for  it  by  stretching  the  rope  a  little  too  tight 
at  first.  After  running  a  little  it  will  hang  all  right.  When  the 
rope  is  very  long  it  is  advisable  to  take  up  the  stretch  at  the  end 
of  two  or  three  months,  as  a  slack  rope  does  not  run  as  steadily  as 
a  tight  one. 

"  Whenever  the  direction  of  the  motion  of  the  driving-wheel  is 
not  fixed  by  other  circumstances,  it  is  often  advisable  to  make  the 
lower  rope  the  pulling  rope,  and  the  upper  the  follower,  as  here 

shown.  In  this  way  obstructions  can 
be  avoided,  which,  by  the  other  plan, 
would  have  to  be  removed.  The  ropes 
will  not  interfere  as  long  as  the  diflfer- 
ence  between  the  two  deflections  d'  and  d''  is  less  than  the  diameter 
of  the  wheel. 
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**  These  limits  are  of  use  whenever,  ou  account  of  rocks  or  other- 
wise, we  have  to  move  the  wheels  closer  together,  and  the  question 
is,  how  far  to  have  them  apart  with  a  certain  deflection." 

The  Wheels. 

"  The  bottom  of  the  groove  in  the  wheels  is  made  a  little  wider 
to  prevent  the  filling  from  flying  out.  The  rope  should  always 
move  on  a  cushion  of  some  kind,  and  not  on  the  iron,  which  quickly 
wears  it  out. 

"A  variety  of  material  is  used  for  this  filling — soft  wood,  india- 
rubber,  leather,  old  rope  tarred  and  oakum. 

"To  use  end  wood  the  rim  has  to  be  constructed  on  a  different 
plan  from  that  shown  here.  The  objections  to  it  are  that  it  is 
liable  to  shrink,  and  crack  and  fly  out ;  it  is  also  more  severe  on 
the  rope.  India-rubber  is  a  very  good  material ;  strips  of  an  inch 
square  or  less  can  be  wedged  in  very  quickly,  and  will  last  a  long 
time;  the  price,  however,  is  50  to  60  cents  per  pound,  which  is 
rather  against  it. 

"My  own  practice  has  been  to  use  leather,  also  rope  and  oakum. 
The  leather  is  cut  in  sections  of  this  shape,  and  set  in  on 
end  around  the  rim;  scraps  can  be  used,  cut  from  old 
shoes,  pieces  of  leather-belting,  etc.;  they  are  very  thin, 
and  it  takes  at  least  a  thousand  for  a  7-foot  wheel.  When 
many  are  wanted,  it  is  worth  while  to  make  a  die  to  cut 
them  out  fast.  This  is  the  most  durable  filling  that  can 
be  made. 

"Again,  by  wedging  the  groove  fall  of  tarred  oakum  a 
filling  is  also  obtained,  nearly  as  good  as  leather,  costing 
less,  and  not  so  tedious  to  put  in.     Another  plan,  which 
I  have"  tried  with  success,  is  to  revolve  the  wheels  slowly 
and  let  a  lot  of  small-sized  tarred  ratlin  or  jute-yarns  wind  up  on 
themselves  in  the  groove ;  then  secure  the  end,  and  after  a  day  or 
two  of  running  the  pressure  of  the  rope,  together  with  the  tar,  will 
have  made  the  filling  compact.     This  makes  a  cheap  filling. 

"The  double-grooved  wheels  are  filled  in  the  same  way. 

"The  rope  will  run  on  such  filling  without  making  any  noise 
whatever,  and  soon  wears  in  a  round  groove  for  itself. 

"A  section  of  the  rim  of  a  6-foot  wheel  is  here  shown  with  the 
dimensions  marked. 

"The  diameter  of  the  wheel  is  not  reckoned  from  the  outside  of 
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the  rim,  but  from  the  top  of  the  filling,  which  corresponds  to  the 
circle  described  by  the  rope.  The  hub  is  made  of  ample  size,  so  as 
to  admit  of  being  bored  out  for  shafts,  ranging  from  2  to  3  J  inches. 

«*««<(  rphe  rope  while  running  requires  no  protection 
from  the  weather.  If  it  has  to  stand  still  much,  pour  some  hot 
coal  tar  on  the  rope  in  the  groove  of  the  wheel  while  running. 

"Whenever  there  is  no  room  for  the  sag  of  the  I'ope,  and  it  is  in- 
convenient to  raise  the  wheels  higher,  or  a  ditch  cannot  be  dug,  it 

Table  of  Wire  Rope,  Manufactured  by  John  A.  Boeblino,  Trenton,  N.  J. 
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may  be  supported  by  a  roller  in  the  middle.  This  supporting 
roller  must  be  in  the  centre  of  the  span,  and  must  be  at  least  half 
the  size  of  the  larger  wheels."  *  *        *        »        *        * 

"  Transmissions  are  in  operation  a  mile  in  length.  The  loss  of 
power  from  friction,  etc.,  or  bending  of  rope,  does  not  amount  to 
10  per  cent,  per  mile,  and  need  not  be  taken  into  account  at  all  for 
only  one  station.  No  slipping  of  the  rope  in  the  groove  ever  oc- 
curs  with  a  proper  filling. 

"  With  bearings  of  a  sufficient  length  under  the  shaft  of  the 
centre  wheel,  and  by  providing  them  with  a  self- feeding  oil  cup, 
the  axle-friction  is  reduced  to  a  minimum.  *         *        *        * 

"When  the  power  is  to  be  conveyed  nearly  vertically,  no  good 
result  is  obtained  by  running  the  rope,  say  from  a  to  6,  direct,  as 
indicated  by  dotted  lines  in  the  figure  below,  since 
it  would  slip.  Two  carrying  sheaves,  c  and  c?, 
must  be  put  up  vertically  above  a,  giving  a  hori- 
zontal stretch  from  c  and  dto  b.  This  is  neces- 
sary, in  order  to  maintain  the  required  tension 
in  the  rope,  which  can  be  obtained  in  no  other 
way.  o,  6,  and  c,  and  even  d,  should  be  of  the 
same  size ;  yet  c?,  which  supports  the  following 
rope,  may  be  made  smaller  without  damage. 

'*This  arrangement  must  be  borne  in  mind  whenever  the  source 
of  power  is  located  in  the  cellar,  and  we  want  to  carry  it  to  the 
upper  story  and  distribute  it  horizontally. 

We  conclude  by  giving  the  wire  rope  table  in  full,  to  which 
reference  is  made  in  the  preceding  notes. 

(To  be  ooDtinued.) 


Artificial  Porphyry  from  Iron  Slags.— At  the  iron  works 
of  Aulnoye,  in  Belgium,  the  slag  is  utilized  by  casting  it  into  slabs 
for  pavements,  garden  rollers  and  other  things. 

Paper  is  made  by  a  company  in  Norfolk,  Va.,  from  the  fibres 
of  the  reed  cane,  by  discharging  the  cane  from  a  tube  or  gun  by 
steam,  at  200  pounds  pressure,  by  which  the  resin  and  gums  are 
rendered  soluble  in  water  without  the  use  of  chemicals.  This  pro- 
cess is  an  old  one  as  applied  to  wood,  but  may  prove  more  success- 
ful when  applied  to  this  new  material. 
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PENNSYLVANIA  R.  R.  BRIDGE  OVER  30TH  STREET,  PHILADELPHIA. 

Bt  Jos.  M.  Wilson,  C.  E.— P.  A.  Engineer,  Construction  Dep't,  Penn'a  R.  R. 

This  bridge  was  constructed  from  a  design  of  the  writer  for  the 
purpose  of  carrying  the  Kailroad  tracks  over  30th  Street  to  the 
upper  story  of  the  extensive  Grain  Depot  recently  erected  by  the 
Pennsylvania  Bailroad  Company  at  that  point. 

The  amount  of  clear  headway,  from  the  street  grade  to  base  of 
rail  was  very  limited,  and  it  was  considered  objectionable  to  have 
a  through  bridge  with  the  trusses  above  the  floor  line. 

The  greatest  clear  height,  under  the  bridge,  was  required  over 
the  carriage  way,  the  foot  ways  did  not  require  so  much.  The 
street  being  a  main  thoroughfare  of  the  city,  and  one  of  the  princi- 
pal drives  to  the  new  Fairmount  Park,  it  became  essential  to  have 
something  neat  and  artistic  in  design  and  fiHish.  These  considera- 
tions led  to  the  adoption  of  the  arch  form  of  bridge,  and  since  the 
limited  thickness  of  the  stone  abutment,  next  to  the  Grain  Depot 
building,  required  the  thrust  of  the  arch  to  be  thrown  on  to  the 
stone  work  some  distance  down  from  the  top  of  the  abutment, 
thus  excluding  any  form  of  segmental  arch  that  would  allow  suffi- 
cient height  above  the  footways,  we  finally  decided  upon  a  '* Wrought 
Iron  Elliptical  Braced  Arch,"  the  upper  chord,  or  boom,  being 
horizontal.  The  bracing  pieces  are  stiffened  at  their  middle  points 
in  the  direction  of  the  length  of  the  bridge,  by  curved  members 
running  through  the  structure  as  shown  in  the  drawings.  The 
arch  is  hinged  both  at  the  crown  and  springing,  by  this  means  re- 
ducing the  calculations  to  a  certainty  not  possessed  by  the  ordinary 
form  of  arch,  and  annulling  the  straining  effects  due  to  change  of 
temperature  or  yielding  of  piers.  The  braces  are  connected  to  the 
arch  member  and  upper  chord  by  pins.  There  are  six  tracks  and 
twelve  trusses,  two  to  each  track.  The  trusses  are  connected  to- 
gether by  lateral  bracing,  both  in  the  arch  member,  and  upper  chord, 
but  there  is  no  diagonal  bracing,  the  ends  of  upper  chord  be- 
ing secured  in  masonry  so  as  to  allow  longitudinal,  but  not  lateral 
motion.  The  floor  beams  are  of  wrought  iron  I  section,  and  the 
track  stringers  of  white  oak.  There  is  a  flooring  of  two  inch  plank 
laid  with  an  incline  to  properly  drain  off  the  water  and  covered 
with  tarred  sheet  iron.  On  each  side  of  the  bridge  is  a  galvanized 
iron  cornice  and  wrough  iron  railing. 

The  hinge  blocks  at  crown  and  springing,  some  ferrules  in  upper 
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chord  ia  centres  of  panels,  and  a  few  washers  and  rosettes  are  the 
only  castings  in  the  structure. 

The  following  are  the  principal  dimensions  and  assumed  data : — 

SpaD,  centre  to  centre  of  pins  at  springing 64  feet    1  inch. 

Height  from  springing  line  to  centre  of  pier  at  crown 11  *'     llf  *' 

Length  of  panel  in  bracing 4  <<      0-j^*< 

19  umber  of  trusses 12 

Number  of  tracks « 6 

Distanoe  of  trusses  apart,  centre  to  centre 10  feet  0  inches. 

••         **  tracks  •<  «*  20    "    0      «* 

Upper  chord  projects  at  each  end  beyond  centre  of  end 

pin 5      ** 

Total  length  of  upper  chord  out  to  out 64   **  11       ** 

Variable  load  per  foot  lineal  of  each  track 3,030  lbs. 

"  *•  "  truss 1,600  «* 

Constant  load  =  weight  of  bridge  per  foot  lineal  of  each  truss. .    503  '* 
Total  load  per  foot  linealof  each  truss 2,000  ** 

The  strains  upon  the  different  members  of  the  structure  were 
solved  graphically,  the  forces  being  taken  as  applied  at  the  points 
of  connection  of  the  braces  with  the  upper  chord. 

The  total  force  or  load  at  each  point,  except  at  the  ends  of  truss, 
was  taken  at  2,000  lbs.  X  4  =  8,000  lbs.  =4  tons,  and  at  the  ends 
2,000  lbs.  X  2  ^  4,000  lbs.  =  2  tons. 

The  diagram  of  strains  for  each  force  was  constructed  separately 
and  the  results  tabulated,  compressive  strains  being  represented 
positive,  and  tensive  negative. 

The  arch  being  symmetrical  it  was  necessary  to  compute  for 
only  one  side,  and  to  construct  diagrams  for  only  the  forces  on  that 
side,  and  the  force  at  the  crown. 

The  strains  on  this  particular  side  of  the  arch,  resulting  from  the 
action  of  the  forces  on  the  other  side,  are  all  sub-multiples  of  the 
strains  from  the  force  at  the  crown,  the  reactions  from  this  abut- 
ment all  passing  through  the  crown  and  springing  in  the  same  line, 
and  being  proportional  to  each  other  as  the  horizontal  distances  of 
the  forces  from  the  other  abutments.  We  may  therefore  compute 
them  from  the  results  of  the  force  at  the  crown. 

The  algebraic  sum  of  the  strains,  as  noted  in  the  table,  for  any 
particular  member  gives  the  strain  on  that  member  for  the  total 
load.  A  portion  of  the  load  being  variable  however,  the  strain  so 
given  may  not  be  a  maximum.  To  determine  the  maximum  strain 
for  any  member  under  the  action  of  any  condition  of  the  variable 
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load,  we  notice  that  three-fourths  of  the  total  load  represents  the 
variable  load.  Hence,  summing  up  separately  the  positive  and 
negative  strains  as  tabulated  for  the  member  in  question,  then  add- 
ing algebraically  the  sum  of  the  positive  strains  to  one-fourth  the 
sum  of  the  negative  strains,  and  the  sum  of  the  negative  strains  to 
one-fourth  the  sum  of  the  positive  strains,  the  highest  results  are 
the  maximum  strains.  Some  members  have  both  maximum  posi- 
tive and  negative  strains  under  different  conditions  of  the  variable 
load.  These  members  are  computed  to  resist  both  strains.  It  may 
be  well  to  state  that  the  drawings  accompanying  have  been  re- 
duced in  scale  in  engraving,  and  that  the  diagram  of  bridge  was 
constructed  on  a  scale  of  four  feet  to  the  inch,  and  the  forces  to  a 
scale  of  one  ton  to  the  inch. 

The  ultimate  resistance  of  wrought- iron  for  tension  was  taken  at 
60000  lbs.  per  square  inch,  and  for  compression,  in  the  case  of 
short  prisms,  at  36*000  lbs.  per  square  inch,  the  computation  of 
sections  being  made  for  the  various  columns  according  to  Rankine's 
formulae. 

A  factor  of  safety  of  6  was  used  throughout. 

The  upper  chord  members,  in  addition  to  the  strains  upon  them 
through  the  system  of  the  truss,  have  been  computed  to  resist 
transverse  strain  due  to  load  between  the  points  of  junction  with 
the  braces.  It  is  considered  that  the  stiffening  member  at  centres 
of  braces  reduces  them  to  round  end  columns  of  half  their  total 
length,  the  effective  width  of  the  braces  at  right  angles  to  the 
direction  of  the  truss  being  more  than  twice  that  in  the  direction  of 
the  truss.  The  arch  member  next  to  the  springing,  which  has 
considerable  curvature,  has  been  computed  to  resist  the  compres- 
sive strain  to  which  it  is  subjected,  as  a  bent  column,  the  additional 
tendency  to  flexion  owing  to  its  departure  from  a  straight  line  be- 
ing taken  into  account.  The  connecting  pins  have  been  computed, 
not  only  for  shearing,  but  also  to  resist  a  tendency  to  pulling  or 
tearing  through  any  of  the  plates  through  which  they  pass,  and 
the  pin  has  always  been  made  of  such  diameter  that  its  bearing 
surface  upon  any  such  plate  or  bar  does  not  sustain  a  greater  force- 
than  five  tons  per  square  inch. 

Some  tests  were  made  on  the  Bridge  when  first  opened  for  use, 

with   an   engine   and   tender,  th^   total    weight  of  which,  when 

loaded,  was  115,500  lbs.,  and  the  length  of  bearing  on  wheels  43 

feet.     This  gave  for  that  length  a  load  of  2,636  lbs.  per  foot  lineal. 

Vol.  LIX.— Third  Sbries  —No.  3.— March,  1870.  26 
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Moving  the  eragine  slowly  on  to  the  bridge,  the  side  on  which  it 
came  and  the  crown  gradually  deflected,  while  the  other  side  of  the 
arch  rose  slightly  at  the  haunches.  Bringing  the  engine  at  rest  in 
centre,  the  crown  gave  a  deflection  of  |  inch,  and  both  haunches 
rose  ,'5  inch  in  direction  perpendicular  to  curve  of  arch.  In  ad- 
dition to  above  deflections,  which  always  recovered  themselvea  after 
the  engine  was  removed,  there  was  a  permanent  deflection  on  first 
trial  of  \  inch. 

The  actual  weights  of  iron  in  the  structure  are  as  follows : — 
With  a  flat  elliptical  arch,  very  little  rising  at  haunches,  will 
allow  of  considerable  deflection  at  crown,  and  it  is  probable  that  if 
we  had  been  able  to  load  the  whole  arch  uniformly,  the  crown  de- 
flection would  have  been  less  than  above  noted.  Owing  to  the 
location  of  bridge  at  entrance  of  Grain  Depot  we  were  unable  to 
experiment  with  high  rates  of  speed.  The  working  of  the  bridge 
^^as  in  every  way  satisfactory. 

Wrought  Iron. 

Arch  and  upper  chord  members 130,423  lbs. 

Braces 45,516  «« 

Floor  beams 104,655  •« 

Laterals 80,482  ** 

Pins  12.248  •* 

Stiffening  member  for  braces 4,139  ^* 

Nuts,  bolts,  rivets,  and  ferrules 14,041  ** 

Railing 2,318  " 

348,821    " 
Cast  Iron 26,220    " 

Total 370,041     ** 


Indian  Coal. — A  recent  trial  of  Chanda  Coal  has  taken  place 
by  the  Great  Indian  Peninsula  Railway  officials,  at  which  two 
government  engineers,  who  were  associated  with  them  in  the  ex- 
periment, reported  favorably  on  the  coal  in  so  far,  that  though  its 
heat-generating  capabilities  are  only  half  as  great  as  those  of  en-- 
glish  coal,  still  the  difference  in  cost  of  the  two  fuels  will  give  a 
saving  to  consumers  of  over  20s.  per  ton.  The  coal  which  was 
tested  was  merely  surface  coal,  and  it  is  fully  expected  that  a  much 
better  description  will  be  obtained  at  much  greater  depths. 
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ELECTRICAL  MEASUREMENTS. 

On  the  Atlantic  Teleuraph  Cables  of  1865  and  1866.     By  the  Coast  Survey  expe- 
dition of  1866,  under  Dr.  B.  A.  Gould. 

(Continued  from  page  127.) 

On  the  16th  of  November,  I  made  a  series  of  experiments  at 
Valencia,  for  the  purpose  of  ascertaining  the  effect  of  changes  in 
the  electromotive  force  upon  the  speed  of  the  signals,  and  whether 
these  signals  could,  by  the  interpolation  of  any  resistance  between 
them  and  the  galvanometer,  be  made  to  traverse  the  double  length 
of  the  cable  before  reaching  the  galvanometer  at  the  same  station. 

The  results  of  these  experiments  may  be  very  briefly  stated, 
after  mentioning  some  details  regarding  the  signal-key  or  commu- 
tator. The  construction  of  this  key  was  such,  that  very  little  time 
was  lost  in  pressing  down  either  button,  the  interval  being  as 
nearly  as  I  could  estimate,  about  one-seventieth  of  a  second,  or  ap- 
proximately 0s'015.  All  signals  by  which  currents  were  sent  were 
given  in  this  way,  but  the  break-circuit  signals  were  given  by  re- 
moving the  thumb  from  the  button,  which  was  then  lifted  by  the 
tension  of  the  spring.  This  tension  being  less  than  the  muscular 
force  of  the  thumb  when  the  button  was  pressed  down,  a  longer 
time  was  consumed  in  traversing  the  distance  between  the  stops ; 
and,  for  this,  repeated  measurements  give  Os'035  as  a  near  approxi- 
mation to  the  average  interval.  Now  since,  as  already  related,  the 
ordinary  signals  record  themselves  upon  the  chronograph  when  the 
arm  carrying  the  button  leaves  one  stop,  but  are  not  really  given 
until  it  reaches  the  other,  all  the  recorded  intervals  between  the 
instants  of  giving  and  receiving  make-circuit  signals  will  be  too 
large  by  about  0s*015 ;  while  for  break-circuit  signals  the  reverse 
obtains,  and  the  recorded  interval  will  be  too  small  by  about  Os'035. 
Consequently,  in  comparisons  between  break-circuit  signals  and 
others,  a  correction  must  be  applied,  varying  with  the  temporary 
adjustment  of  the  signal-key,  but  amounting  on  the  average  at  Va- 
lencia to  not  far  from  0s*05.  The  importance  of  this  correction 
will  be  recognized  on  inspection  of  the  results  of  the  first  four  ex- 
periments of  the  following  series.  It  has,  nevertheless,  not  been 
applied  to  any  of  our  results,  inasmuch  as  during  the  exchanges 
between  Valencia  and  Newfoundland,  no  measurements  or  esti- 
mates were  made  to  determine  this  pass-time  for  the  Newfound- 
land key.  It  must,  of  course,  be  taken  into  account  in  any  attempts 
to  draw  inferences  regarding  the  relative  velocity  of  break-circuit 
signals. 

The  signals  in  these  experiments  were  given  by  Mr.  Mosman, 


Digitized  by 


Google 


204  Mechanics^  Physics,  and  Chemistry. 

and  recorded  by  rayself,  using  the  circuit  formed  by  the  two  cables 
without  any  other  connections  than  the  same  key,  galvanometer 
and  battery  at  Valencia,  which  had  been  employed  Tor  the  other 
work  of  the  expedition.  Care  was  of  course  taken  that  the  signals 
should  be  neither  seen  nor  heard  by  myself,  except  as  indicated  by 
the  deflections  of  the  galvanometer-needle. 

Exp.      I.  4  colls.     Circuit  mnde  and  broken.     Key  between  zincode  and  gulva- 
nomiiter. 

No.        Mean  interval. 
Make-circuita  11  08-257 

Break-circuits         11  0-229 

Exp.    II.  4  ce]lb.     The  same,  with  126  ohms  re»istunco  between  key  and  galra- 
nometer. 
Make-circuits         10  0-270 

Break-circuits  9  0  227 

Exp.  III.  4  celU.     Key  and  galvanometer  upon  opposite  sides  of  the  battery. 
Make-circuiU  13  0-278 

Break -circuits         14  0  225 

Exp.   IV.  4  cells.     The  same,  with  120  ohms  lesistance  between  kev  and  cahle. 
Make-circuiU  11  0-287 

Break-circuits         11  0  220 

Exp.     V.  1  cell.       Positivo  and  necjativc  signals. 

Positive.  Negative.  Both. 

No.         Moan.  No.         Mean.  No.  Mean. 

2  0s240  8  (;s-292  10  Os.282 

Here  the  moments  for  the  positive  signals  were  only  recognized 
with  diflSculty,  8  out  of  10  being  lost.  The  battery-power  was  in- 
sufficient to  move  the  needle  promptly,  with  the  existing  adjust- 
ment of  its  damping-magnet.  The  diflFerence  in  this  respect  between 
the  two  classes  of  signals  was  very  marked,  although  they  alter- 
nated at  the  prescribed  intervals  of  5  and  10  seconds. 

Exp.      VI.     2  cells. 

Positive. 

No  Mean. 

10         Os-249 

Exp.    VII.     4  cells.     The  same. 

8  0  268  10  0  290  18  0  279 
Exp.  VIII.  10  cells.     The  same. 

10  0-270  10  0-246  20  0-258 

Exp.      IX.  10  cells.     Besistance  of  25  ohms  interposed  between  key  and  gal- 
vanometer. 

10  0-254  10  0-258  20  0-256 

Exp.        X.  10  cells.     Resistance  increased  to  251  ohms. 

9  0-287  10  0-289  19  0-288 
Exp.      XI.  10  cells.     Resistance  increased  to  25.3  ohms. 

10  0-305  9  0-286  19  0-296 
Exp.    XII.  10  cells.     Resistance  increased  to  26130  ohms. 

11  0-288  10  C-299  21  0-293 

From  these  experiments  it  may  fairly  be  concluded : — 
1.  That  there  was  no  real  ditterence  in  the  interval  for  the  make- 
circuit  and  the  break-circuit  signals.    The  mean  from  the  first  four 


itive  and  negative  signals. 

Negative. 

Both. 

No.         Mean. 

No.         Mean. 

9          Ofc-242 

19          Os-246 
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experiments  gives,  after  application  of  the  corrections  for  pass-time 
of  the  key,  an  interval  0s*261  for  the  make-circuits,  and  0s*260  for 
the  break-circuits. 

2.  That  the  relative  positions  of  key,  galvanometer,  and  battery 
exerted  no  perceptible  influence  upon  the  result,  when  a  battery  of 
4  cells  was  employed.  The  mean  intervals  from  the  first  two,  and 
from  the  second  two,  experiments  are  Os'258  and  Os-262  respec- 
tively. 

3.  That  no  appreciable  effect  was  produced  by  the  interpolation 
of  126  ohms  resistance.  The  mean  intervals  with  and  without 
this  resistance,  were  Os'258  and  Os-263. 

4.  That  no  marked  diminution  of  the  interval  was  produced  by 
an  increase  of  the  battery  from  2  to  10  cells.  The  results  with  1 
cell,  although  untrustworthy,  indicate  a  somewhat  less  interval. 
The  others  vary  by  less  than  their  probable  errors,  yet  the  interval 
was  certainly  not  greater  with  2  cells  than  with  10. 

5.  From  the  last  three  experiments  it  would  appear  that  the  in- 
terval was  slightly  longer  after  resistances  above  250  ohms  had 
been  introduced.  Yet  it  was  no  longer  in  the  12th  experiment, 
when  the  resistance  between  the  key  and  the  galvanometer  was 
more  than  two-thirds  greater  than  the  whole  resistance  of  the  two 
joined  cables,  than  in  the  11th  when  it  was  only  one-sixth  as  great 
as  that  of  the  two  cables. 

6.  We  have  every  reason  for  believing  that  in  all  these  twelve 
experiments,  the  measures  of  the  intervals  were  merely  determina- 
tions of  my  own  personal  equation  in  noting  signals,  which,  as  has 
been  shown  in  Chapter  IX,  had  been  found  by  special  investiga- 
tion to  be  about  Os'275.  The  variations  from  this  value  amount 
in  but  few  cases  to  more  than  +  0s'03,  which  we  have  seen  to  be 
the  normal  range. 

7.  These  experiments  are  entirely  confirmatory  of  what  would 
have  been  anticipated  from  theory,  viz.,  that  a  signal  given  by 
closing  a  galvanic  circuit  is  transmitted  in  both  directions  simul- 
taneouslv,  and  with  equal  velocity  under  similar  circumstances;  so 
that  under  no  ordinarily  practicable  circumstances  could  a  signal 
from  either  station  fail  to  traverse  both  parts  of  the  circuit  at  that 
station  before  passing  on  to  the  other. 

Since  the  investigation*  in  1850  to  which  I  have  alluded,  the 
progress  of  science  has  thrown  light  upon  many  points  which  then 
were  subjects  of  doubt  or  of  individual  opinion.  The  condition  of 
an  open  galvanic  circuit  is  now  almost  universally  conceded  not  to 
be  essentially  different  from  that  of  an  interrupted  conductor  to  an 
electrical  machine.  The  velocity  of  a  current  is  also  known  to  be 
dependent  upon  its  quantity,  and  therefore  generally  upon  its  in- 
tensity, as  well  as  upon  the  resistance  of  the  conductor.  But  it 
appears  questionable  whether  the  law  is  so  simple  as  has  been  sup- 

♦Proc.  Amer.  Assoc.  Adv.  Sci.,  1850,  p.  71;  Am.  Jour.  Soi.  XI,  67,  154. 
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posed  by  some,  who  have  regarded  the  velocity  as  inversely  pro- 
portional to  the  capacity  of  the  conductor  multiplied  by  its  resist- 
ance, and  therefore,  in  a  homogeneous  conductor,  to  the  square  of 
its  length.  For  the  problem,  as  it  now  presents  itself,  does  not 
pertain  so  much  to  the  time  for  transmission  of  a  given  signal,  as 
to  the  time  for  its  transmission  with  a  certain  force,  depending  on 
the  sensitiveness  of  the  receiving  apparatus ;  since  the  electrical 
impulse  or  disturbance  consists  of  a  continuous  series  of  molecular 
influences  which  propagate  themselves  in  every  possible  direction 
according  to  the  inverse  ratio  of  their  several  resistances.  And  the 
form  of  the  conductor,  as  well  as  other  conditions,  may  essentially 
modify  the  time  requisite  for  the  attainment  of  the  prescribed  force 
at  the  other  extremity  of  the  line.  A  current  may  thus  be  tempo- 
rarily established  in  part  of  an  open  circuit,  continuing  until  the 
battery  and  conductors  have  attained  an  electrostatic  equilibrium. 
The  time  required  for  attaining  this  equilibrium  depends  of  course 
simply  on  the  capacity  and  form  of  the  conductors,  and  on  the 
energy  of  the  battery;  but  the  first  electrical  impulse  may  reach 
the  most  remote  point  of  the  circuit  before  a  portion  nearest  the 
battery  has  received  its  full  charge.  Similarly,  in  a  closed  circuit, 
the  distant  extremity  of  the  line  may  well  be  supposed  to  perceive 
some  slight  electrical  disturbance  from  a  signal,  before  its  full  force 
is  manifested  at  intermediate  points;  so  that  a  signal  might  be  re- 
ceived with  a  delicate  galvanometer  at  the  farther  extremity,  before 
it  could  be  recognized  upon  an  electro-magnet  at  half  the  distance. 
And  this,  too,  apart  from  any  consideration  of  increasing  intensity 
in  the  electromotor. 

The  circuit  formed  by  the  two  cables  might,  although  broken  at 
Valencia,  thus  serve  to  establish  what  would  practically  be  a  mo- 
mentary current  at  Newfoundland  when  the  battery  at  that  station 
was  introduced,  deflecting  the  galvanometer  there  for  an  instant ; 
and  the  change  of  statical  condition  in  the  cables  at  Valencia  would 
thereupon  be  manifest  to  the  electroscope.  But  the  closure  of  cir- 
cuit at  Valencia  would  be  accompanied  by  instantaneous  deflection 
of  the  galvanometer,  with  corresponding  insensibilitj'-  of  the  elec- 
troscope. Thus  a  signal  given  by  closing  or  interrupting  an  insu- 
lated circuit  at  aily  point  is  instantaneously  transmitted  from  that 
point  in  both  directions,  and  at  full  speed  ;  but  the  interval  before 
it  attains  its  total  force  at  any  other  point,  must  depend  upon  the 
character  of  the  intervening  conductor. 

The  question  as  to  the  route  by  which  signals  are  transmitted, 
when  part  of  the  circuit  is  formed  by  the  earth,  is  thus  disposed 
of;  and  the  position  maintained  in  the  memoir  above  cited  seems 
entirely  corroborated,  although  it  loses  its  theoretical  significance. 
Prof.  Kuhn,  in  his  learned  and  valuable  Haiidhuch  der  Ekktrici- 
tdislehre*  while  doing  the  fullest  justice  to  the  former  investigation 
in  other  respects,  takes  exception  to  the  propriety  of  my  inferences 
*  AUgemeine  Encyklopadie  der  Physik.  Bd.  XX,  p.  494,  Leipzig,  1866. 
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regarding  this  question,  but  careful  reconsideration  has  failed  to 
convince  me  of  any  flaw  in  the  argument,  such  as  it  is,  notwith- 
standing mj  distrust  of  any  reasoning  from  which  so  eminent  a 
physicist  would  dissent. 

It  is  not  without  hesitation  that  I  present  the  facts  and  inferences 
of  this  chapter.  For  I  am  not  unaware  of  the  careful  and  thorough 
quantitative  investigations  of  Thomson,  Jenkin,  and  others,  and 
should  of  course  shrink  from  publishing  these  relatively  crude  and 
very  incomplete  results,  were  it  to  be  supposed  that  I  regarded 
them  as  comparable  with  those  obtained  by  those  distinguished 
electricians.  But  the  opportunity  of  adding  some  few  facts  to  those 
heretofore  established  seemed  worth  improving,  although  it  was 
with  no  special  apparatus,  and  was  entirely  collateral  and  subordi- 
nate to  the  astronomical  purposes  of  the  expedition.  And  further- 
more, the  question  has  an  especial  interest  for  me,  as  having  been 
among  the  first  to  demonstrate  and  measure  nearly  twenty  years 
ago  the  transmission-time  of  the  galvanic  signals,  which  had  pre- 
viously been  assumed  to  be  instantaneous.  The  duration  of  our 
signal-currents  was  intended  to  be  uniformly  one-quarter  of  a  se- 
cond, but  depended  upon  the  skill  and  care  of  the  observer,  no 
automatic  signal-giver  having  been  employed.  Every  electrician 
knows  how  greatly  the  strength  of  the  current  is  augmented  by  an 
increase  of  its  duration  from  0"2  to  0'  8 ;  yet  the  duration  of  the 
signals  varied  frequently  through  a  larger  range  than  this.  Still 
the  actual  length  of  each  signal  is  recorded  upon  the  chronograph- 
register,  and  its  average  did  not  vary  much  from  the  prescribed 
duration  of  0'-25. 

It  appears  manifest  that  not  an  electrical  charge  or  discharge, 
but  simply  an  electrical  disturbance,  is  requisite  for  transmitting  a 
signal;  that  an  inductive  impulse,  sufficient  to  deflect  the  galvano- 
meters employed,  was  transmitted  through  one  cable,  having  at 
each  end  a  condenser  with  10  cells,  in  somewhat  less  than  the  third 
of  a  second,  five  seconds  after  the  transmission  of  an  impulse  of 
the  opposite  sort;  that  with  a  circuit  formed  by  the  two  cables,  a 
smaller  electromotive  force  sufficed  to  transmit  the  signals  with  yet 
greater  rapidity ;  that  the  signals  traveled  more  rapidly  through  a 
cable  which  had  not  recovered  its  electrical  equilibrium  after  a 
current  of  the  opposite  character ;  and  that  the  speed  of  the  signals 
is  modified  by  the  earth  connections,  more  readily  than  by  changes* 
in  the  battery-power.  And  the  very  marked  differences,  found  in 
the  rates  of  transmission,  between  signals  given  by  completing  an 
interrupted  circuit  and  those  given  by  interrupting  a  closed  circuit, 
may  perhaps  lead  to  investigations  which  will  aflFord  an  explana- 
tion. 

*  JenklB  (Phil.  Trans.  OLII,  982)  arrived  at  the  conclusion  that  the  electromo- 
Uve  force  of  the  battery  has  no  appreciable  effect  on  the  velocity  with  which  the 
current  is  transmitted.  But,  he  would  doubtless  consider  that  some  qualifications 
to  the  general  statement  should  be  taken  for  granted. 
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A  LABORATORY  OF  EXPERIMENTAL  RESEARCH. 

By  Prof.  Albert  R.  Lkkds. 

One  of  the  most  important  services  rendered  by  the  great  Swe- 
dish Chemist  to  his  beloved  science,  was,  that  he  freed  it  from  its 
previously  attendant  mystery  and  discomfort,  its  dirt  and  gloom. 
The  cold  outbuildings  and  damp  stone  floors,  hitherto  thought 
proper  for  destructive  acids  and  noxious  vapors  and  dangerous  fur- 
nace fires,  were  too  unwholesome  to  be  endured  through  the  pro- 
tracted severities  of  a  Swedish  winter,  and  so  Berzelius  carried  his 
crucibles  into  comfortable  rooms  in  his  own  dwelling,  made  the 
clumsy  furnace  yield  to  his  convenient  lamp,  and  made  chemistry 
a  science  most  cheerful  and  domestic.  Among  the  young  chemists, 
who  were  attracted  by  the  splendor  of  his  discoveries  to  the  home 
of  Berzelius,  was  Henry  Rose.  When,  later  in  life.  Rose  became 
Professor  of  Chemistry  in  the  University  of  Berlin,  he  also  de- 
voted two  or  three  small  rooms  in  his  own  house,  and  admitted  to 
them  a  few  students,  who  came  highly  recommended  for  their  skill 
and  chemical  knowledge,  to  work  out  analytical  methods  under  his 
direction.  Among  them,  and  for  several  years  his  assistant,  was 
Dr.  Finkener,  recently  appointed  Professor  at  the  Berg  Schule  in 
Berlin.  This  Berg  Schule  occupies  the  Old  Bourse,  and  the 
chemical  laboratory  is  the  large  hall  in  which  the  bankers  of  Ber- 
lin were  wont  to  assemble  before  their  present  magnificent  Bourse 
upon  the  opposite  side  of  the  Spree  was  erected.  The  assiduity 
care  and  ingenuity  which  Dr.  Finkener  has  displayed  in  the  last^ 
the  sixth,  and  in  former  editions  of  Rose's  great  work  on  Analytical 
Chemistry,  has  given  him  a  familiarity  with  analytical  processes 
which  has  rendered  him  deservedly  successful  and  popular  as  a 
teacher.  To  an  American  the  fees  in  the  institution  appear  in- 
credibly small.  For  the  daily  use  of  the  laboratory  for  five  months, 
including  gas  chemicals  and  apparatus,  the  charge  is  twenty  thalers, 
about  twenty  dollars  in  currency  at  the  present  time.  Nor  is  this 
economy  obtained  at  the  sacrifice  of  those  facilities  which  the  stu- 
dent may  reasonably  expect  in  the  present  advanced  state  of  chemi- 
cal science.  One  or  two  agate  mortars,  a  couple  of  steel  mortars, 
the  cork-borers,  files  and  other  simple  tools,  the  sand  and  water 
baths,  etc.,  are  the  property  and  for  the  use  of  all.  The  students 
enforce  the  police  regulations,  and  keep  the  laboratory  in  order. 
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The  apparatus  for  the  evolution  of  sulphuretted  hydrogen,  carbonic 
acid  and  hydrogen  is  arranged  by  an  assistant,  and  the  time  of  the 
student  is  not  consumed  in  preparing  these  contrivances  for  him- 
self.    The  same  remark  applies  to  the  apparatus  for  the  manu- 
facture of  chlorine,  hydrofluoric  acid,  the  determination  of  carbonic 
acid,  nitrogen,  etc.,  to  the  burettes  and  standard  solutions  for  volu- 
metric analysis.    In  desk-room  the  student  is  limited,  though  not 
tampered,  for  want  of  space ;  of  hood-room  there  is  more  than 
sufficient  for  all  the  evaporations  and  operations  detrimental  to 
health,  which  the  students  are  likely  at  any  one  time  to  be  carry- 
ing on.     How  different  from  one  of  the  largest  of  our  American 
laboratories,  where  the  regular  charges  are  $100  per  term  and  the 
incidental  amount  to  a  very  considerable  sum.     Each  student  is 
required  to  consume  time  and  money  in  constructing  a  sulphuretted 
"hydrogen,  carbonic,  hydrogen,  and  other  apparatus  for  himself,  and 
without  he  consumes  more  of  both  than  most  can  afford,  his  appa- 
ratus, when  completed,  is  inadequate  to  accomplish  nice  work  or 
obtain  accurate  results.    In  respect  to  size  and  completeness  the 
laboratory  of  the  Berg  Schule,  at  Berlin,  is  much  superior  to  that 
of  the  Mining  School  at  Freiburg,  now,  and  for  many  years  past, 
under  the  direction  of  Professor  Scheerer.     The  rooms  are  small, 
dark  and  ill  provided  with  gas  and  apparatus. 

Since  the  calamities  which  have  fallen  upon  the  kingdom  of 
Saxony,  the  places  of  such  as  Breithaupt,  and  his  illustrious  co- 
laborers,  have  not  been  filled  by  men  of  equal  renown,  and  the 
ancient  glory  of  the  institution  is  departing.  The  student  still 
goes  to  see  the  great  cabinet  of  minerals  accumulated  by  the  father 
of  geology  and  his>successor,  and  still  may  obtain  excellent  practi- 
cal instruction  in  the  determination  of  minerals.  Here,  as  at  some 
other  places  in  Europe  and  ih  our  own  country,  where  mineralogy 
is  successfully  taught,  fragments  of  crystals  are  put  into  the  hands 
of  students  and  they  are  expected,  under  the  eye  of  the  teacher,  to 
determine  their  hardness,  cleavage  and  crystalline  form.  Their  at- 
tention is  directed  to  the  peculiarities  of  surface  condition,  optical 
properties,  etc.,  and  they  are  taught  to  substitute  critical  exami- 
nation for  slovenly  guess  work.  The  fiery  enthusiasm  with  which 
the  old  professor  of  metallurgy  performs  his  duties,  still  attracts 
students,  who  have  finished  their  studies  at  other  schools,  to  Frei- 
burg for  this  special  course,  and  nothing,  certainly,  can  be  more 
gratifying  than  the  zeal  with  which  the  lynx  eyes  of  the  Professor 
Vol.  LTX.— TniRD  Skriis.— No.  3.— March,  1870.  27 
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follow  the  assay  from  the  incipient  stages  of  its  preparation,  through 
the  blazing  furnace,  to  the  triumphant  moment  when  the  button 
emerges  into  view.  The  metallurgical  apartment  at  the  Ecole  des 
Mines  in  Paris  is  more  imposing  in  appearance ;  with  its  practical 
working  I  am  not  so  well  acquainted.  The  free  laboratory  in  the 
Jardin  des  Plantes  is  adapted  only  to  elementary  work ;  that  at  the 
Ecole  Centrale  is  dirty  and  dismal,  and  that  of  the  Sorbonne,  which 
was  erected  at  about  the  same  time  as  the  great  Frederick  Wilhelm 
Laboratories  at  Bonn  and  Berlin,  is  not  comparable  to  either  in 
size,  elegance  and  completeness.  In  the  latter  of  these  two  noble 
edifices,  the  beautiful  lecture-room  is  provided  with  a  special 
laboratory  for  the  preparation  of  lecture  experiments,  and  also  a 
museum  of  such  minerals,  apparatus,  models  and  metallurgical  and 
industrial  products,  as  are  useful  in  demonstration  or  illustration. 
Between  the  spacious  apartments  for  qualitative  and  quantitative 
analysis,  there  is  a  room  devoted  to  the  preparation  of  reagents. 
There  are  also  separate  apartments  set  aside  for  metallurgic  and 
pharmaceutical  processes,  weighing  rooms,  a  library,  a  room  for 
organic  analysis,  and  one  for  students  engaged  in  original  investi- 
gation. 

There  is  no  provision,  however,  for  the  prosecution  of  researches 
in  Physics,  and  but  scanty  accommodations  to  workers  in  Physi- 
ology. Prof.  Magnus,  of  the  University  of  Berlin,  has  devoted  a 
few  rooms  in  his  dwelling  to  physical  research,  and  while  I  was  en- 
gaged there,  three  other  students  were  present,  one  occupied  by  an 
investigation  in  Acoustics,  another  in  Polarised  Light,  and  a  third 
in  the  measurement  of  crystals  of  recently  discovered  chemical  com- 
pounds. A  Laboratory  of  Physics  is  greatly  needed  at  the  present 
time  in  our  own  country.  The  teachers  of  Natural  Philosophy  in 
our  colleges  have  little  opportunity  for  fitting  themselves,  by  a 
course  of  special  training  for  their  duties,  and  are  seldom  able  to 
make  or  improve  their  apparatus,  or  to  enter  with  success  into  ex- 
perimental research.  A  chemist  is  able  to  effect  little  who  has  not 
acquired,  by  years  of  practice,  skill  in  the  conduct  of  analyses.  So 
too,  other  things  being  equal,  he  will  be  the  most  successful  physi* 
cist,  who  is  the  best  mechanician.  In  such  an  institution  the  me- 
chanical ought  to  advance  with  the  mathematical  education,  and 
while  the  pupil  is  studying  mensuration  he  might  be  mastering  the 
turning  lathe ;  and  while  applying  calculus  to  optics,  in  grinding 
and  mounting  a  lens.     We  do  not  advocate  such  an  education  only 
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for  those  who  design  to  be  Physicists  by  profession,  but  regard  it 
as  best  adapted  to  develop  many  minds,  and  to  bring  forth  a  kind 
of  talent  eminently  useful.  Where  shall  the  Civil  Engineer,  the 
Miner  or  the  Architect,  get  such  an  education  at  present?  Yet,  to 
all  these  men,  the  ability  to  construct  as  well  as  to  plan  a  house, 
machine  or  engine  would  be  of  inestimable  value.  Moreover  a 
Jong  course  of  theoretical  instruction  alone  is  dry,  and  oftentimes 
disheartening,  especially  to  those  who  with  great  native  ingenuity 
and  mechanical  skill  have  little  facility  in  mathematics.  Such  a 
Physical  Laboratory  should  have  a  carpenter  shop  with  tools  for 
all  kinds  of  joinery  and  turning,  a  machine  room  with  furnace, 
bellows,  anvils,  vices,  lathes,  etc..  and  a  room  for  finishing  appa- 
ratus, and  the  nicer  kinds  of  work.  Under  the  conduct  of  skilled 
mechanics,  the  students  might  be  taught  to  make  the  apparatus 
requisite  to  demonstrate  the  principles  of  Natural  Philosophy,  and 
when  they  were  prepared  to  undertake  researches  of  their  own,  or 
to  take  their  degrees  as  engineers,  they  would  be  able  to  cope  with 
the  practical  matters  which  would  occupy  their  time  and  energies. 
Besides  the  work-shops,  there  should  be  separate  rooms  in  a  labora- 
tory of  this  description,  devoted  to  researches  in  Heat  and  Optics, 
including  Spectrum  Analysis,  Photometry,  Microscopsy  and  Crys- 
tallography, to  Acoustics,  Electricity  and  Magnetism,  and  to  the 
problems  of  Engineering.  AVe  believe  that  there  are  many  young 
men  to  whom  an  education  of  this  kind  would  prove  more  attractive 
than  any  now  obtainable,  and  that  the  practicable  benefits  as  well 
as  the  scientific  results  of  such  an  institution  would  be  very  great. 


A  PROCESS  FOR  QUICKLY  AND  ACCURATELY  DETERMINING  THE 
AMOUMT  OF  CHROMIUM  AND  IRON  IN  CHROME  IRON  ORES. 

By  J.  Bi.ODGKT  Britton,  of  the  Iron  Maston'  Laboratory. 

Reduce  the  mineral  to  the  finest  state  of  division  possible,  in  an 
agate  mortar.  Weigh  off  "5  grm.  and  add  to  it  4*  grms.  of  a  flux, 
previously  prepared,  composed  of  one  part  chlorate  potassa  and 
three  parts  soda-lime;  thoroughly  mix  the  mass  by  triturating  in  a 
porcelain  mortar;  and  then  ignite  in  a  covered  platinum  crucible 
at  a  bright-red  heat  for  an  hour  and  a  half  or  more.  The  mass  will 
not  fuse,  but  when  cold  can  be  turned  out  of  the  crucible  by  a  few 
gentle  taps,  leaving  the  interior  of  the  vessel  clean  and  bright. 
Triturate  in  the  mortar  again  and  turn  the  powder  into  a  tall  4  oz. 
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beaker  and  add  about  18  c.c.  of  hot  water,  and  boil  for  two  or  three 
minutes ;  when  cold,  add  15  c.c.  of  hydrchloric  acid  of  common 
strength,  and  stir  with  a  glass  rod  for  a  few  minutes,  till  the  solid 
matter,  with  the  exception,  probably,  of  a  little  silica  in  a  flaky  ge- 
latinous state,  becomes  dissolved.  Both  the  iron  and  chromium 
will  then  be  in  the  highest  state  of  oxidation — Fcg  O3  and  Cr  O3. 
Pour  the  fluid  into  a  white  porcelain  dish  of  about  20  oz.  capacity, 
and  dilute  with  washings  of  the  beaker  to  about  3  oz.  Immediately 
after,  also,  pour  cautiously  into  the  dish  1*  grm.  of  metallic  iron  of 
known  purity,  previously  dissolved  in  dilute  sulphuric  acid  and  fur- 
ther diluted  with  cold  water  to  about  5  oz.,  to  make  up  the  volume 
in  the  dish  to  about  8  oz.  (I  use  for  the  purpose  fresh  borings 
from  a  piece  of  bar  iron,  containing  less  than  -05  of  foreign  matter, 
dissolved  in  18  c.c.  of  dilute  sulphuric  acid  of  1  pt.  acid  and  31 
pts.  water,  in  a  tube  12  inches  long  and  |th  inch  diameter,  closed 
at  the  top  with  a  gum  stopper  perforated  for  a  J-th  inch  tube,  bent 
short  round  at  right-angles  and  extending  horizontally  about  3  or 
4  inches,  applying  heat  to  expel  atmospheric  air  and  facilitate  oper- 
ations. When  the  iron  is  dissolved,  and  having  tested  the  solution 
for  sesquioxide,  I  nearly  fill  the  tube  with  cold  water  and  cautiously 
pour  the  contents  into  the  dish  and  add  about  2  tubes-full  more  of 
cold  water  to  make  up  the  solution  to  about  8  oz.,)  and  then  deter- 
mine, volumetrically,  with  a  standard  solution  of  permanganate  of 
potash,  the  amount  of  protoxide  of  iron  remaining.  The  difference 
between  the  amount  of  iron  found  and  of  the  iron  weighed  will 
be  the  amount  oxidized  to  sesquioxide  by  the  chromic  acid.  Every 
one  part  so  oxidized  will  represent  '320  of  metallic  chromium, 
or  -4663  of  sesquioxide.  Org  O3,  in  which  last  condition  the  sub- 
stance usually  exists  in  the  ore. 

If  the  amount  of  iron  only  in  the  ore  is  to  be  determined,  the 
process  is  still  shorter.  After  the  fluxed  mineral  has  been  ignited 
and  reduced  to  powder,  as  already  directed,  dissolve  it  in  a  tube  of 
the  kind  described,  by  adding,  first,  10  c.c.  of  hot  water  and  apply- 
ing a  gentle  heat,  and  then  15  c.c.  of  hydrochloric  acid,  continuing 
the  heat  to  incipient  boiling  till  complete  decomposition  has  been 
effected ;  cool  by  irjimersing  the  tube  in  a  bath  of  cold  water,  add 
pieces  of  pure  metallic  zinc  (sheet  zinc  cut  in  small  strips  I  prefer) 
sufficient  to  bring  the  iron  to  the  condition  of  protoxide  and  the 
chromium  to  sesquioxide,  and  apply  heat  till  small  bubbles  of  hy- 
drogen cease,  and  the  zinc  has  become  quite  dissolved  ;  then  nearly 
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fill  the  tube  with  cold  water,  acidulated  with  /^th  of  sulphuric  acid, 
and  pour  the  contents  into  the  porcelain  dish,  add  cold  water  to  make 
up  the  volume  to  about  8  oz.,  and  complete  the  operation  with  the 
standard  permanganate  solution. 

The  process,  if  conducted  as  directed,  affords  very  accurate  re- 
sults ;  upon  repeating  the  determinations  there  should  be  practically 
no  variation.  The  whole  time  consumed  need  not  exceed  three 
hours  to  determine  both  the  chromium  and  the  iron,  if  the  two  igni. 
tions  are  proceeded  Avith  simultaneously. 

It  need  scarcely  be  remarked  that  tine  iron  wire  or  ammouio- 
protosulphate  of  iron  may,  in  most  cases,  be  used  with  greater  con- 
venience than  borings.  I,  however,  in  my  own  practice,  prefer  the 
latter,  and  for  several  years  past  have  kept  in  the  laboratory  for  use 
a  large  piece  of  iron  of  the  kind  mentioned,  from  which,  by  the  aid 
of  a  small  foot-lathe,  I  obtain  in  a  moment  or  two  clean  unoxidized 
borings  whenever  they  are  needed,  and  thus  have  an  unalterable 
.standard  always  at  hand. 

For  dissolving  minerals  and  metals,  I  constantly  use  tubes  of  the 
kind  described,  though  sometimes  of  a  larger  size,  prefering  them 
generally  to  all  other  vessels  for  many  reasons : — avoidance  of  loss 
of  substance,  convenience  of  rinsing,  expulsion  of  air  while  digest- 
ing and  boiling,  carrying  out  of  the  laboratory  all  of  the  evolved 
gases  by  means  of  the  small  bent  tubes  leading  into  a  chamber 
connected  with  the  main  chimney,  &c. 

When  determining  iron  volumetrically  with  the  permanganate 
solution,  1  also  always  use  the  cold  water  acidulated  with  sulphuric 
acid,  when  hydrochloric  acid  has  been  the  solvent,  because  with 
it  the  final  relation  is  more  distinct  and  the  results  more  constant, 
besides,  if  previously  prepared  in  quantity,  and  cold,  it  at  once  re- 
duces the  temperature  of  the  hot  fluid,  and  so  saves  time. 


Important  Guano  Discovery. — An  important  phosphatic  de- 
posit  has  recently  been  found  near  St.  Petersburg,  on  the  southern 
coast  of  the  Gulf  of  Finland,  in  Russia.  It  is  probably  similar  to 
that  recently  found  near  Charleston,  S.  C,  but  of  much  less  extent. 
It  was  discovered  by  some  laborers  while  draining  a  piece  of  low 
land,  at  a  depth  of  about  6  feet  from  the  surface.  It  is  situated  in 
the  midst  of  an  agricultural  district,  where  mineral  manures  are 
much  needed 
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THE  NASCENT  STATE. 

Bt  M.  H.  Sainte-Claire  Deville. 

(Translated  for  the  Journal  of  the  FraDklln  Institntr.) 
(Concluded  from  page  144.) 

Ix  this  kind  of  explanation  which  does  not  require  any  hypothe- 
sis of  a  new  and  unknown  state  of  matter,  ammonia  should  pro- 
ceed from  the  elements  of  bihydrated  nitric  acid,  the  nitrite  of 
ammonia  (Az  O^  Hj)  and  the  nitrate  of  ammonia  (Az  O'  11')  being 
considered  as  two  terms  of  deoxydation  of  nitric  acid  to  2  equiva- 
lents of  water  (Az  O  H^.) 

Nitrogen  and  the  protoxide  of  nitrogen  may  also  proceed  from  a 
disconnected  and  incomplete  decomposition  of  the  nitrite  and  ni- 
trate of  ammonia,  which  are  so  unstable  in  their  nature.*  I  have 
had  reason  to  explain  how  the  diffusion  of  salts  in  water  (see  the 
lessons  before  the  Chemical  Society  (1866  Hachette)  on  discon- 
nection, commencing  on  page  269)  can  promote  disconnection. 
Graham's  great  works  on  diffusion  and  dialysis  are  a  manifest  proof 
of  this.  lil.  Marignacs  last  experiments  also  leads  to  the  same 
conclusion. 

All  these  phenomena  come  under  the  head  of  those  which  are 
well  known  and  which  can  be  explained  without  any  especial  hy- 
pothesis. 

It  is  only  necessary  to  show  now  in  what  proportion  ammonia 
and  the  protoxide  of  nitrogen,  nitrogen  and  nitrous  acid  are  pro- 
duced in  a  liquid  where  the  composition,  the  temperature  and  the 
tension  of  the  solution  of  gases  are  unknown.  I  have  made  a  great 
many  determinations  of  this  kind  (the  results  of  which  are  too  nu- 
merous to  mention  in  this  memoire)  by  means  of  a  very  compli- 
cated apparatus  which  will  be  described  in  a  more  detailed  memoire. 
I  treated  zinc  successively  with  1000  grammes  of  water  containing 
2,  4,  6,  20  grms.  of  anhydrous  nitric  acid.  I  here  give  a  table  of 
the  first  and  last  experiments  where  I  carried  the  quantities  of  the 
solution  of  zinc  to  the  equivalent  33  and  in  which  I  determined 
the  quantities  of  zinc  that  each  of  the  elements  found  in  the  liquid 
had  transformed  into  oxide. 

My  experiments  prove  that  the  quantity  ammonia,  the  quantity 
of  zinc,  of  which  this,  in  forming,  has  promoted  the  oxydation  and 
the  quantity  of  anhydrous  nitric  acid  which  supplied  nitrogen  does 

,'     *  Above  all  when  in  a  current  of  gas  (see  the  experiments  of  M.  Gcrney. ) 
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not  vary  much  when  the  strength  of  the  acid  solution  varies.  The 
quantity  of  nitrogen  decreases  and  the  quantity  of  protoxide  in- 
creases when  the  concentration  of  the  liquid  is  augmented. 

In  my  next  communication  I  will  show  the  results  of  a  number 
of  experiments  on  the  relative  numerical  determinations  of  the 
action  of  zinc  and  other  metals  on  the  mixture  of  nitric  with  sul- 
phuric acids  and  the  hydrogen  acids. 


Lead-poison  from  Warm  Water  Pipes.— In  the  English 
Chemical  News  for  November  26th,  we  find  the  following  in  the 
report  of  remarks  made  by  Dr.  Wallace,  in  the  Chemical  section 
of  the  Glasgow  Philosophical  Society. 

"  A  new  and  very  diflFerent  source  of  danger,  however,  was  re- 
vealed by  the  analyses ''  (of  water  taken  from  cisterns  in  various 
parts  of  Glasgow.)  "  It  was  found  that  water  which  had  got  warm 
by  remaining  in  pipes  which  Were  exposed  to  warmth,  either  by 
proximity  to  the  usual  hot  water  pipes  or  otherwise,  was  frequently 
contaminated  with  lead  to  such  an  extent  as  to  render  the  use  of 
the  water  for  dietetic  purposes  positively  dangerous*" 

Commeroial  Niokeli  so  says  M.  Baoult,  will  occlude  165  times 
its  volume  of  hydrogen  gas.  He  seems  to  regard  it  as  a  simple  ab- 
sorption such  as  happens  with  charcoal ;  for  it  appears  that  once 
hammered,  the  melal  loses  its  porosity  and  power  of  absorption* 
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Prooeedingi  of  the  Stated  XontUy  Meeting,  January  16th,  1870. 

The  meeting  was  called  to  order,  with  Prof.  R.  E.  Rogers,  Vice- 
President,  in  the  chair. 

The  minutes  of  the  last  meeting  were  read  and  approved,  and  the 
minutes  of  the  Board  of  Managers,  including  the  annual  report  of 
the  President,  Mr.  J.  V.  Merrick,  were  submitted  by  the  Actuary, 
and  the  following  donations  were  acknowledged : — Institute  of  Ac- 
tuaries ;  Society  of  Arts,  London ;  Association  for  the  Prevention 
of  Steam  Boiler  Explosions,  Manchester,  England ;  TAcademie  des 
Sciences,  la  Societe  d'Encouragement  pour  Flndustrie  National, 
Paris,  France ;  Natural  History  Society,  Montreal,  Canadian  Insti- 
tute, Toronto,  Canada ;  Board  of  Public  Works,  Chicago,  Illinois ; 
Louisville  and  Nashville  Railroad  Company,  Louisville,  Ken- 
tucky; Prof.  Fairman  Rogers,  A.  A.  Moss,  Esq.,  Philadelphia, 
Pennsylvania. 

The  Judges  of  Election  have  reported  the  result  of  the  ballot  as 
follows : — 

President.  Treasurer. 

Coleman  Sellers.  Frederick  Fraloy. 

Vice-President,  Secretary. 

Henry  G.  Morris.  Prof.  Henry  Morion. 

Board  of  Managers. 
(For  three  years.)  (For  two  years.) 

Wro.  SellcrB,  Wm.  P.  Tatham, 

J.  V.  Merrick,  Dr.  Isaac  Norris,  Jr. 

Henry  Cartwright, 

Samuel  Hart,  (For  one  year.) 

Wm.  B.  Bement, 

Henry  W.  Bartol,  Dr.  R.  E.  Griffith. 

J.  H.  Cooper, 

Theo.  Bergner.  Auditor.--^,  H.  Crcsson. 

Mr.  Coleman  Sellers,  the  President  elect,  was  then  duly  installed* 
The  various  committees  then .  reported  their  minutes,  and  the 

Resident  Secretary  read  his  report  on  Novelties  in  Science  and  the 

Mechanic  Arts. 

The  meeting  was  then,  on  motion,  adjourned. 

IIenkv  Moirro.v,  &rrcl(mj. 
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A  Dictionary  of  the  Solubilities  of  Chemical  5u6- 
Htances.  By  Puof.  F.  H.  STORER,  of  the  Massachasetts  Institute 
of  Techaology.  1  vol.  in  3  parts,  8  vo.,  paper  covers,  per  part,  $2.00. 
Whole  work,  cloth,  $7.50. 

The  work  is  exceedingly  valuable  to  practical,  as  well  tu)  to  theoreticarchemistB, 
and  tho  apothecary  and  the  manufacturing  chemist,  will  find  its  pages  stored  with 
information  needed  on  numerous  occasions,  and  which  here  is  presented  to  them 
in  the  most  accessible  form." 

Cliemical  Tables.  By  S.  P.  SHARPLES,  S.  B.  13  mo. 
cloth,  $2.25. 

This  collection  of  tables  has  been  prepared  with  great  care  under  the  supervision 
of  Dr.  Wolcott  Gibbs,  of  the  University  at  Cambridge,  and  will  be  found  of  great 
value,  both  to  the  student  and  the  practical  chemist. 

Icones  JHuscorum  /  or  Figures  and  Descriptions  of  most  of  those 
Mosses  peculiar  to  Eastern  North  America,  which  have  not  been  here- 
tofore figured.  By  WILLIAM  L.  SULLIYANT,  L.  L.  D.  With 
129  copperplates.     Royal  8  vo.     Cloth,  $15.00. 

First  JPrinciples  of  Chemical  Philosophy.  By  Prop. 
J.  P.  COOKE,  Jr.,  of  Harvard  College.  The  work  complete,  1  volume, 
12  mo.  cloth,  $5.50.  Part  I.  at  $2.50,  and  Part  IL  at  $3.50,  are  sold 
separately.     Part  I.  is  especially  adapted  for  a  text  book  in  colleges. 

Crystallography.    By  Prop.  J.  P.  COOKE,  Jr.,  of  Harvard 

College.     8  vo.  limp  cloth,  $L25. 

• 

Bunsen^S  Flame  Meactions,  A  method  of  Analysis  in  which 
the  Gas  Lamp  is  substituted  for  the  Blow  Pipe.  Translated  by  Prop. 
C.  P.  HIMES,  Ph.  D,     Pamphlet  8  vo.  75  cents. 

Lardner's  HandSook  of  Optics.  A  new  and  revised  edition. 
12mo.  cloth,  $2.50. 

Mathematical  Monthly.  1859  to  1S61.  3  vols.  4to.,  cloth, 
$12.00.     Catalogues  of  Scientific  Works  sent  on  application. 

Any  of  the  above  sent  by  mail,  on  receipt  of  price,  by 

SEVER,  FRANCIS  &  CO., 

UPmMAsHsrs  a»d  DeaUrs  in  SCIBSTTIFIC  AND  XSDCTCATIOVAI^  BOOKS, 

21  Bromfleld  Street,  Boston. 
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BLJLICEI' 


STONE  BREAKER. 


The  office  of  tliis  machine  is  to  break  stones  of  every  sort  to  a 
suitable  size  for  road  making,  railroad  ballasting  and  concrete,  and 
to  break  Ores  and  Minerals  of  every  kind  into  small  fragments, 
preparatory  to  their  further  comminution  by  other  machinery. 

It  has  now  been  in  use,  enduriog  the  severest  tests,  for  the  last 
ten  years,  during  which  time  it  has  been  introduced  into  almost 
ever^  country  on  the  globe,  and  is  everywhere  received  with  great 
and  increasing  favor  as  a  labor-saving  machine  of  the  first  order. 

Illustrated  circulars,  fully  describing  the  machine,  with  ample 
testimonials  to  its  efficiency  and  utility,  will  be  furnished  on  appli- 
cation, by  letter,  to  the  undersigned. 

|^*The  patents  obtained  for  this  machine  in  the  United  States 
and  in  England  having  been  fully  sustained  by  the  courts,  after 
well  contested  suits  in  both  countries,  all  persons  are  hereby  cau- 
tioned not  to  violate  them ;  and  they  are  informed  that  every  ma- 
chine now  in  use  op  offered  for  sale,  not  made  by  us,  in  which  the 
ores  are  crushed  between  upright  convergent  fitces  or  jaws  actuated 
by  a  revolving  shaft  and  fly-wheel,  are  made  and  used  in  violation 
of  our  patent. 

BLAIE  BB0THEB8,  Nev  Haven,  Coiuu 
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BRASS  AND  IRON  FOUNDERS, 

Also,  Makers  of  Sugaf  Mills,  Oil  Presses,  aiul  all  Machinerj  of  that 

heavy  description  usimI  in  the  Arts  and  Manufactures.     Mort 

particularly  we  desire  to  call  attention  to  our 

And  especially  for  Cotton  Seed,  which  is  daily  becoming  of  mort  im 
portance,  from  the  value  of  the  Oil,  aud  nutritious  quality  of  the 
Cake  as  an  article  of  Feed.     These  Presses  of  Fiv© 
Bags  made  by  us  are  superior  to  any  others* 
in  the  production  of  oil,  and  are  fur- 
nished with  the 


ing  Rolls  and  Heating  Pan,  and  Driving  Machinery^ 

ALSO  ALL  PARTICULARS  IH  RUABB  TO 

FEE'S  LATENT  HULLING  MACHINERY  IN  CONNECTION. 


I 


TF.    JLIiTHUXi,   Preset. 
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RICHARDS,  TBORNB  Sc  CO. 

Engineers  and  Machinists, 

PHILADELPHIA. 


MANUFACTURERS  OF 


For  SUlp  Tarda  and  Car  Building:. 


PECORA.   PA-IISTT  CO., 

150  North  Fonrth  Street,  PhUadelpUa. 


'  This  Company  are  the  only 
Manufacturers  of  this  Paint. 
It  is  a  remarkably  beautiful 
color — is  adapted  to  Machin- 
ists' and  Railroad  Companies 
Qse— giving  a  finish  to  tools 
and  machinery  superior  to 
anything  yet  introduced. 


RKFKR  TO 


teitgjL'i'""'' 


Wm-BeUenifcOo., 
Katthewt&Moor*. 


nsxtnet  from  Testtmonlal  from   MEBBIOX  4 

BOITS'  Boothwark  Foandry,  Phila4*lphta.T 
"  Mr.  8.  BoWKJff, 

See.  Peeora  Lead  Cb.* 
Youp  METALLIC  CEMENT  is  bet- 
ter than  red  or  white  lead  for  making 
STEAM  JOINTS  or  patching.  Hot 
rivets  do  not  afTect  the  Cement ;  we  oae 
it  in  Joints  of  light  tanks,  in  the  place 
of  caulking,  and  they  do  not  lea*"  tfJ 
use  it  also  on  gas-hola«rs. 

"J.  J.  GREENFIELD, 
"  Foreman  of  Motler  Department** 


FOR 


PRACTICAL  &  ANALYTICAL  CHEMISTRY, 
Chant  Street,  Tenth  Street,  beloTr  Market, 


( Rear  of  St.  Stepheo'i  Church.) 


PHILADELPHIA. 


ESTABLISHED  IN  1836. 


Instruction  given  in  CHEMISTRY,  MINERALOGY  and  GEOLOGY,  by 
LECTURES  and  PRACTICE,  with  especial  reference  to  ANALYSIS,  MAMJ- 
FACTURES  and  MEDICINE. 

Analyses  made  of  Ores,  Minerals,  Guanos,  Waters  and  articles  of  commerce 
and  manufacture.    Opinions  given  on  chemical  questions. 

BOOTH  &  GARRETT. 

Jaxxs  C.  Booth. 

Thoi.  H.  Garritt. 
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This  Journal,  devoted  to  Mechanical  and  Physical  Science,  Civil  n^i- 
neering,  and  the  Arts  and  Manufactures,  is  published  in  monthly  numbers 
of  seventy-two  pages  each,  forming  two  volumes  per  annum,  illustrated 
with  engravings  and  wood-cuts.  It  contains  original  and  extracted  articles 
on  all  subjects  of  interest  to  the  Civil  and  Mechanical  Engineer,  lo  the 
Manufacturer  and  to  the  man  of  Science,  as  well  as  much  general  informa- 
^ionon  Scientific  subjects,  which  is  likely  to  interest  the  general  reader. 
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periodicals  devoted  to  the  Arts  and  Sciences. 
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LA-BOH^TOHY 

FOR   THB 

ANALYSIS  OF  COALS,  GASES,  &c. 


Especial  attention  given  to  the  Analysis  of  Coals  and 

the  determination  of  their  fitness  for  the 

production  of  Gas,  or  for  use  in 

Smelting,  or  for  Steam 

purposes. 

Heating  power  expressed  in  value  of  best  hard  and  soft  coals 

in  the  market. 

ALSO, 

GAS  ENGINEERING  AND  COMMISSION  AGENCY, 

For  procuring  Coals,  Castings,  Fire-brick  and  Tile ;  and 

all  other  materials  for  the  construction  and 

repairing  of  Gas  Works. 


IDII^B0TI02^TS 

TOR  THX 

SELECTION  AND  PREPARATION  OF  COAL  FOR  ANALYSIS. 


In  the  selection  of  samples  of  Coal  for  analytical  examination,  take  the  samples 
as  far  from  out-crop  as  possible,  with  specimens  from  the  centre,  (op  and  bottom 
of  vein. 

It  is  well  to  collect  several  hundred  pounds  indiscriminately,  and  have  it  broken 
fine,  and  thoroughly  intermixed;  from  this  mass  take,  say  50  pounds,  and  grim 
H  to  a  coarse  powder ;  mix  thoroughly,  and  weigh  out  five  pounds,  which  tran- 
mit  for  analysis. 

Accompanying  each  sample  should  be  a  lump  specimen,  (say  }  fi».,)  from  centre 
and  sides  of  vein. 

Care  should  be  taken  to  include  an  average  amount  of  pyrites,  or  other  impurity 
ooourring  in  the  Goal. 

▲  memorandum  should  aooompanj  coal  intended  for  an  especial  purpose,  acd 
tbe  examination  will  be  directed  to  its  suitability  for  such  purpose. 


Dr.  CHARLES  M.  GRESSON, 

417  WAUrUT  STMJEJET, 
mc!^ixmi.TSX£jXj  N^-vTGAjncaf   iiinxiX»iivo,) 

PHILADELPHIA. 
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PASCAL  IRON  WORKS, 

Established  In  ISftU 

MORRIS,  TASKER  &  CO., 

Wroufflit  Iron  Welded  Tubes,  i-inch  to  8  incbet  bore,  for  Steam 
Oaf,  Water,  Ag.,  with  T's,  L'l  Stops,  Valves,  <&c.,  with  Screw  Joints  to  suit  tubes. 
Malleable  Iron  and  Brass  Fittings,  Glass  Blower  Tubes,  Blasting  Tubes,  &c. 

GalFanlzed  Tabes  and  Fittings  for  water. 

I^ap-Welded  Boiler  Fines,  1}  to  10  inches  outside  diameter,  out  to 
definite  1  ingths,  22  feet  or  under. 

Artesian  Well  Pipes,  of  wrought  Iron,  screw-coupled;  flush  inside  and 
out.  Al»  J  of  Cast  Iron,  6,  8,  10  and  12  inches  diameter,  with  wrought  bands ;  flush 
inside  ar.d  out,   and  Pumps  for.  same. 

Colls  of  Tube,  for  boiling  and  evaporating  by  steam  or  hot  water. 

Tnyere  Colls,  for  Blast  Furnaces,  and  tube  cut  and  fitted  to  plans  and  speei- 
fications  sent. 

Double  Kettles,  for  steam  boiling  and  evaporating,  and  cooking  by  stean. 

DrylUff  Closets,  heated  by  steam ;  Wash  Houses  and  Steam  arrangement 
for  Public  Institutions  and  Private  Dwellings. 

WarmlniT  and  TentllatlniT  Steam  apparatus  of  the  most  approved  plans 
for  Factories,  Public  Buildings,  Hotels,  Private  Dwellings,  Green  Houses,  Ao. 
constructed  and  adapted  to  the  buildings  to  be  warmed. 

not  Water  Apparatus;  Tasker's  Patent  Self-Begulau&g  Hot  Watar 
Apparatus,  for  Private  Dwellings,  School  Houses,  Hospitals,  Green  Houses,  Ac. 

Iron  and  Brass  Castings,  of  every  description. 

Gas  Work.  Castings:  Betorts  and  Bench  Castings  for  Coal  Gas  Works; 
Street  Mains,  Bends,  Branches,  Drips,  Lamp-posts,  Lanterns,  dec. 

Rosin  Gas  Apparatus,  for  Factories,  Public  Buildings,  Hospitals,  and 
Private  Dwellings.    • 

Green  Bouse  Pipes  and  Boilers :  Fire  Doors  and  Frames,  Hot  Water 
Pipes  for  Forcing  Beds,  Pineries,  Garden  Boilers,  4ko. 

Columns,  Conduit  Pipes,  Pavement  Gutters,  Soil  Pipe. 

Batll  Tubs,  Sinks,  Sewer  Traps,  Soil  Pans  and  Traps,  and  Water  Closet 
trrangementa. 

Scre^fVlnir   Blaclllnes,    Drill  Stocks,  Stocks  and  Dies,  Taps,  Beamer 
Drills,  Pipe  Tongs,  and  a  general  assortment  of  Gas  and  Steam  Fittars'  TMs  and 
Materlalfl. 

WORKS,  8.  FIftlft,  between  Tasker  and  Morris  Sts. 

W^AREHOUSi:  It  OFFICEj  ^09  9.  Tblrd  St.,  Pblla. 

STSFHEVrXOBBIB,  HEVBT  G.  XOUiS 

THOS.  T.  TA8X£B»  Jr.  P.  K  TA8XBB 
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VEMU  P.  H.  BIRKINBINE, 
CIVIL  AND  MECHANICAL  ENGINEER, 

Will  make  ExaminationR,  Surveys,  Plans  and  Estimates  for:  or  superintend  the 
construction  of  Water  Works,  Gas  Works,  Water  Powers,  Machinery,  Ac. 

Detailed  Drawings  and  Specifications  prepared  for  Reservoirs,  Dams,  Water 
Wheels,  Pumping  Engines,  Gas  Holders,  Ac. 

H.  P.  M.  B.  brings  to  his  aid  an  experience  of  over  twenty-five  years,  and  can 
refer  to  many  important  works  constructed  by  him,  or  under  his  direction. 

OFFICE,  152  Soatli  Fourtb  Si. 
RESIDENCE,  S9S5  Barlnff  StrMt, 
Pliftladelplkia. 


FOR  ALL 

Laboratory  and  Manufacturing  Purposes. 
Platinum    Scrap  and  Ore   purchased. 

H.  »I.  RAYNOR 

Office,  67  Bond  St.,  New  York. 

>  .    .        _.. 

The  Brooks  Patent  Parfflne  Insulator, 

WOJRKS,  22  South  Twenty-flrst  Street,  JPhiladelphia. 

All  varieties  of  Insulators  manufactured  at  those 
Works  are  warranted  to  excel  the  usual  styles  of  Glass 
and  Buhber  more  than  one  hundred  fold. 

In  view  of  the  error  and  delay  in  transmission,  waste 
and  consumption  of  battery  material — the  results  of  de- 
fective insulation — ^its  fragile  nature,  and  expense  of 
renewal,  nothing  is  more  manifest  than  its  economy. 

To  railroad  companies  relying  upon  the  efficiency  of 
their  telegraph  departments,  it  is  of  great  value. 

JOHN   L.   ENOWLTON, 

(SueeesMor  to  J,  W,  ZTXy  <t  CO,,) 

Hillwriglits  and  HacliiBists, 

No.    130  MEED  STREET,   rHILADELPHIA. 

Manufacturer  of  Steam  Engines  and  Boilers.  Also  all  kinds  of  Saw  Hill,  Plan- 
ing Mill,  and  Flour  Mill  Machinery.  Sole  Manufacturer  of  Knowlton's  Patent 
Bevel  Saw,  for  Sawing  Ship  Timbers  ;  also,  Knowlton's  Circular  Saw,  for  Sawing 
Ship  Plank  to  the  curve  and  Bevel,  and  Knowlton's  Patent  Machine  for  Turning 
and  Grinding  Shot,  Shell,  Valve  Balls,  Ten  Pin  and  Billiard  Balls.  MRnufacturar 
of  T.  H.  Cushing's  Patent  Saw  and  Planing  Machine,  for  Working  Bridge  Arches 
and  Curved  Tinkers.     JBi^^ Particular  atteution  paid  to  Repairing. 
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Oor.  S.  Front  &  Beed  Sts.,  &  Nob.  614  &  616  Market  Street, 

PHILADELPHIA. 

Mftnufaotare  Enamelled  EvaporatiDg  DUhei ;  Iron  Mortarg,  of  different  stylee ; 
Tinned,  Tarned,  and  Plun  Enamelled  Oanldrone,  from  12  to  120  galloni,  with 
an  assortment  of  other  artiolee  snitable  for  Chemists'  use. 


ADOI.PH  OTTy 


Hay  be  employed  professionally  as  expert.  ReporU  on  mining  land,  and  inve*- 
tigations  in  subjects  involving  both  mechanical  and  chemical  knowledge,  exami- 
nation of  new  inTsntions,  etc.    Specialist  for  various  branches  of  Technology,  viz : 

Construction  of  Gas  Generators,  Preservation  of  Wood, 

MANUFACTURE  OF  WHITE  LEAD. 
Desulphurization  of  Ores,  and  Utilization  of  the  Waste  Products  of  Gas  Works. 

Address,  73  EAST  SEVENTH  ST. 

WEW  Y@RK  CtTY. 

Experience  as  Constraoting  or  Consulting  Engineer  on  three  Steam  and  five 
Ilorse  Railways,  seven  Water  Works,  six  River,  Harbor  and  Canal  Improve- ' 
ments,  Pumping  and  Marino  Engines,  U.  S.  Dry  Dock,  &o.,  &c. 

Office,  No.  48  Fine  Street,  Boom  27,  New  York. 
Sesidence.  No.  42  Johnson  Street,  Brooklyn. 
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AMERICAN  AND  EUROPEAN, 


't> 


OF 


NO.  37  FABKBOW,  NJSW  TOBK.\ 


For  a  period  of  nearly  twenty-five  years,  Munx  k  Co.  Lave  occupied  the  posi- 
tion of  leading  Solicitors  of  Ameripan  and  European  Patents,  and,  during  this 
extended  experience  of  nisarly  a  quarter  of  a  century,  they  have  examined  not 
less  than  fifty  thousand  alleged  new  inventions,  and  have  prosecuted  upwards  of 
thirty^thousand  applications  for  patents ;  and,  in  addition  to  this,  they  have  made 
at  the  Patent  Office  over  twenty  thousand  preliminary  examinations  into  the 
novelty  of  inventions,  with  a  careful  report  on  the  same. 

MuNN  &  Co.  deem  it  safe  to  say,  that  nearly  one-third  of  the  whole  number  of 
applications  made  for  patents  during  the  past  fifteen  years  has  passed  through 
their  Agency*  which  is  assisted  by  a  Branch  Office  at  Washington  which  watches 
and  supervises  all  their  cases  as  they  pass  through  official  examination. 

Inventors  who  desire  to  consult  with  us  are  cordially  invited  to  do  so.  We 
■hall  be  happy  to  see  them  in  person  at  our  office,  or  to  advise  them  by  letter. 
In  all  cases,  they  may  expect  from  us  an  honest  opinion.  For  duch  consultations 
opinion  and  advice,  we  make  no  cJiarge.  A  pen-and-ink  |kctob,  and  a  description 
of  the  invention  should  be  sent. 

Preliminart  Exakination  is  made  into  the  novelty  of  an  invention  by  per- 
sonal search  at  the  Patent  Office,  which  embraces  all  patented  inventions.  For 
this  special  search  and  report,  a  fee  of  $5  is  charged.  We  advise  this  special 
search  only  in  very  doubtful  cases. 

To  Applt  for  a  Patent,  a  model  must  be  furnished — not  over  a  foot  in  any 
dimensions.  Send  model  to  Munn  4r  Co.  37  Park  Bow,  New  York,  by  express, 
charges  paid ;  also,  a  description  of  the  improvement,  and  remit  $16  to  cover  first 
Government  fee,  revenue  and  postage  stamps. 

Caveats  Filed;  Interferences  Managed;  Extensions  and  Re-Issues  Obtained ; 
Assignments  Prepared ;  Designs,  Trade*Marks  and  Compositions  Patented. 

Patents  are  obtained  in  all  European  countries. 

For  instructions  concerning  Foreign  Patents,  Re-Issues,  Interferences,  Hints 
on  Selling  Patents,  Rules  and  Proceedings  at  the  Patent  Office,  the  Patent  Laws, 
Ac,  see  our  Instruction  Book.    Sent  free,  by  mail,  on  application. 

Address  all  communications  to 

MUNN  &  CO., 
JSTo.  37  JParTc  Bow,  Ifew  TorJc  City. 

Office  in  Washington,  corner  of  F  and  Seventh  Streets. 
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STEj&M  HJLMMEHg. 


WM.  A.  SWEET  &  CO. 

OF  SYRACUSE,  N.  Y., 

ARE  NOW  PREPARED  TO  MANUFACTURE  TO  ORDER 


Wiil)  Sweef  s  Improved  Balance  Valve  &  Variable  Cut-Off. 


This  Valve  Motion  gives  our  Hammers  more  range  and  force  for  large-sized 
work,  and  greater  delicacy  and  precision  for  small  work,  combined  with  entire 
Monomy  in  use  of  steam  (equal  to  the  Corliss  Dngine,)  than  any  other  Hammer 
sver  offered. 

They  use  steam  in  proportion  to  the  work  done.  The  Valve  Motion  is  very 
simple  and  durable ;  is  made  of  the  best  Norway  Iron,  and  case-hardened,  and  all 
the  work  is  done  in  the  best  style  and  finish. 


Wdght  of 

Hammer  In 

lb.. 

^     Blows  p«r 
Minute. 

RiMOf 

Hammer. 

win  RedDOe 
Ingot  from 

Approximate 

Weight  ot  Wkole 

in  lbs. 

iOO 

850  to  450 

10  in. 

8J  in.  to  1    in. 

7,000 

600 

260  to  350 

15  in. 

h\  in.  to  U  in. 

16,000 

1,000 

200  to  800 

20  in. 

7    in.  to  3    in.    . 

20,000 

1,500 

150  to  260 

80  in. 

10    in.  to  5    in. 

80,000 

2,000 

100  to  150 

40  in. 

14    in.  to  8    in. 

40,000 

Foundation  Drawings  will  be  forwarded  in  season  to  get  foundation  ready  for 
the  Hammer,  and  a  competent  workman  will  be  sent  to  set  the  Hammer  and  give 
initructions  for  working,  at  the  expense  of  the  purchaser.  Price  includes 
Wrepchet,  Foundation  Bolts,  Bed-Plate  and  Anvil  Blocks,  delivered  on  board 
the  cars,  boxed  and  packed,  in  good  order. 

Terms,  Cash. 

Dies  and  Die  Chills  extra,  at  10  cts.  per  pound. 

WM.  A.  SWEET  &  CO., 

STBACUSE^  2f.  T. 
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Baldwin  Locomotive  Works 


.  M.  BAIRD  &  COMPANY, 

Broad  &  Hamilton  Streets, 

PHILADELPHIA,  PENNA. 


Manufacture 


Especially  adapted  to 

Every  variety  of  Railroad  Service, 

yfnd  to  the  economical  use  of 

Wood,  Coke,  Bituminous  and  Anthracite  Coal  as  Fuel. 
All  Work  accurately  fittted  to  Gauges,  and  thoroughly  inter- 
changeable,    Plan,  Materials,  Workmanship,  Finish 
and  EfRciency  fully  guaranteed, 


M.  BAIRD.  EDWD.  li.  WILLI  A  VS. 

GEO.  BURNHAM.  WM.  P.  HBXSZEY. 

CHAS.  T.  PARRY.  EDWD.  LCXGSTRLTi:. 
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WILLIAM  SELLERS. 


JOHN  SELLERS.  i%' 


WM.  SELLERS  &  CO., 

MACHINISTS'  FOUNDERS'  SMITHS' 

AND 

BOILBR  MAKSRS'  TOOLS 
SHAFTING, 

With  Ball  and  Socket -bearings  and  Double  Cone  Vise-couplipgs,  admitting  ot 
the  easiest  possible  adjastment. 

A.  co^^pxjSxs  A.ss^itx3iyffE3srx  or 

PULLEY  &  WHEEL  PATTERNS, 

From  which  Castings  or  Finished  Work  will  be  furnished. 

RAILWAY  EaUIFMENTS, 
TVRKIXG  km  TRAIKSFER  TABLES  AND  PIYOT  BRIDGES 


fw.i 


SOLE  MANUFACTURERS  AND  LICENSEES  OF 

aiFF^RD^S    IISTJECTOI?, 


FOR  FEEDING  BOILERS. 
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MA-CHIIt^ISTS'    TOOLS. 


INDUSTRIAL  WORKS, 

PHILADELPHIA. 


MUmi  IP.  FOMMI  SIM  IF  Uli  iUl  IF  EanFffillS 

Lathes,  Planing,  Shaping,  Slotting,  Boring  and  Turning,  and 
Wheel-cutting  Machines.     Vertical,  Radical,  Horizontal 
and   Suspended   Drills.      Cotter-hole   and  Key- 
seat  Gutting  Machines.     Milling,  Edging, 
Drilling  and  other  Gun  Machinery. 

BOLT  AND  NUT  THREADING  MACHINES. 

DRlflNG-WHEEl  LATHES,  (iUiRTERlNO  IICHMES,  VHEEL  PRESSES 

*  AlTD  OTHSS 

STEAM  KABinXERS, 

Cupolas,  Cranes,  Ladles,  Forges,  Blowers,  Piping,  etc.     Punching 
and    Shearing   Machines.      Bending   Rolls,    Plate- 
planing,  Angle-iron  Cutting  and  other 

With  improTed  hangers  and  pillow-blocks,  having  both  vertical  and 
horizontal  adjustment  and  self-adjustment  ball-bearings. 

PULLET  AND  GEARING  PATTERNS, 
From  which  Castings  or  Finished  work  will  be  furnished. 

BEMENT  &  DOUGHERTY. 
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H.  HOWSON'S 


PHIUDELPHIA. 


t^Hnt  &tHtt§t 


FORREST  BUILDINGS, 
JVo.  119  South  Fourth  Street, 

PHILADELPHIA, 

ASXh 

MARBLE  BUILDINGS, 
No.  460  SEVENTH  ST., 

(Opposite  U.  8.  Patent  Office,) 
WASHINGTON,  D.C. 


WASHINGTON. 


PBINCirAL  OFFICES,  rHILADELFHIA. 

H.  HowsoN  prepares  Specifications,  Drawings,  Assignments,  Agreements,  &c. ; 
conducts  Interferences,  Appeals,  Applications  for  Re-issues,  Extensions,  &c. ; 
attends  to  the  Filing  of  Caveats,  reports  as  to  the  Patentability  of  Inventions,  and 
acts  as  Consulting  Attorney  in  suits  respecting  Patents. 

The  "WASHnroTON  Offices,  in  chai*ge  of  a  trained  and  confidential  clerk  of  the 
establishment,  and  visited  at  frequent  intervals  by  the  proprietor,  enables  the  latter 
«,o  make  preliminary  examinations  promptly,  to  prosecute  rejected  applications 
without  delay,  and  to  retain  in  his  charge  all  cases  entrusted  to  him,  instead  of 
v-esorting  to  the  common  but  dangerous  practice  of  handing  them  over  to  irrespon- 
sible practitioners. 

A  Model  Dsfabtmevt,  in  charge  of  one  of  the  most  expert  mechanics  in  the 
city,  forms  apart  of  the  establishment  in  Forrest  Buildings,  and  affords  to  inventors 
%n  opportunity  of  having  their  models  made  promptly,  secretly  and  at  moderate  oost. 

Parties,  on  application,  can  obtain  pampnlets  relating  to  both  United  States  and 
Foreign  Patents. 


BnrllDgton,  Iowa,  October  2d,  1867. 
DiAB  Sn:  I  take  tliii  ooeaBlon  to  state  to  yoa,  that  for  serernl  years  past  I  hare  been  aoqnainted  with 
the  manner  in  which  yon  have  conducted  yonr  biuiness  as  Paieot  Solicitor.  This  has  always  been  highly 
creditable  to  yonrself  and  satlslbctory  to  the  Patent  Office.  Yon  understood  yonr  cases  well,  and  presented 
them  in  that  intelligible  form  which  generally  insured  success.  I  make  this  Certificate  in  hopes  that  it 
may  be  serrlceable  to  yon  In  continuing  to  find  that  employment  In  your  prefeesion  to  which  yonr  industry, 
iotelligence  and  courteous  bearing  so  juetly  entitle  you. 

Tours,  Tery  truly, 
To  nmT  Howiov,  Bsq.  OHAa  MASON,  Late  Gommissione       Patents. 


Boston,  October   tb,18tt. 
Mt  Diab  Sia  t  It  gives  me  great  pleasure  to  giro  my  testimony  as  to  the  manner  in  which  you  eooduoted 
your  business  as  a  Solicitor  of  Patents,  during  the  four  years  that  I  was  Chief  Clerk  and  Executive  Officer 
of  the  U.  8.  Patent  Office,  and  for  a  considerable  period  Acting  Commissioner. 

During  that  time  your  busineas  at  the  Patent  Office  wss  surpassed  in  extent  tmt  by  one  firm  in  New  Tork. 
The  p^Mirs  presented  by  you,  spedflcationi;  drawings,  correspondence,  ftc.,  were  iuTariablj  models  of  neat' 
neas,  aoeuracy  and  lefnl  predsioo.  They  ware  firequently  pointed  out  to  younger  solidtors  as  among  the 
beat  examples  and  precedents  for  practice  in  the  office.  Your  intercourse  with  the  office  was  so  conducted 
that  all  the  rights  of  yonr  clients  were  secured  without  personal  controTersy.  With  the  best  opportunities 
'4'Judging^  I  do  not  hesitate  to  say,  that  yonr  thorough  knowledge  oi  mechanics  and  patent  law  plasssyou 
IB  Ite  Arrt  nak  of  the  SoUdton  of  Patants  of  the  United  States. 

Tecy  truly,  yonra, 
JOHN  L.  HATBS,  Lata  Chief  Glwk  and  SxaeotlTe  OOcsr  U.  8.  PalSBt  OOBt. 
H.  II«W80V,  Bsq.,  FhOadslphia,  Pa. 


(.. 


Washington,  D.C.,  Nsi?cBb 
I  ftaHy  and  cbeerftally  endorse  the  itatement  made  by  Mr.  Hayci  ia  ttie  above  totter,  a* 
1  to  the  oatxocfage  of  the  laTentors  of  the  country. 

D.  P.  HOLLOWAT,  UCtOamoyss 
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T15ST1M0NIALS. 


SUMMKRLEK  IrO>'  WoRKS. 

Alexander  Morton,  Esq.,  Coatbrtdob,  lith  July,  1869. 

«7  West  Nile  Street,  Glasgow. 

Sir, — We  have  bad  your  **  Ejector  Condenser  "in  operation  for  nearly 
three  months,  and  are  satiBfied  with  its  working. 

Having  tested  the  consumpt  of  fuel,  both  before  and  after  it  was  applied,  we  find 
the  saving  to  he  fully  twenty -aeven  per  cent.  I  am,  Sir,  Yours  truly, 

(Signed;  JOHN  NEILSON. 

Glenoarnock  Works, 
Alexander  Morton,  Esq.,  Dalrt,  Ayrshire,  2Sth  SepUmber,  1869. 

87  West  Nile  Street.  Glasgow. 

DxAiv  Sir, — Tour  **  Ejector  Condenser  "  has  been  working  at  Ryesholm 
Pumping  Pit  since  9th  May  last;  it  g^voa  twelve  pounds  vacuum,  and  saves  above 
tweniy'seven  per  cent,  of  fttelj  and  has  never  been  the  least  out  of  order  during 
that  time.    We  are  highly  satisfied  with  its  working.        Yours  truly, 

(Signed)  ARCHD.  GRAY. 

LuoAR  Iron  Works, 
CUMXOCK,  Atrshirx,  lai  Oeto6«r,^869. 
The  first  of  Morton's  *<  Ejector  Condensers"  was  fitted  upon  Craigston    umping 
Engine,  Lugar,  and  has  now  been  in  constant  use  for  twenty  months,  during  which 
period  we  have  not  required  to  expend  one  penny  in  up-keeping  or  repairs. 

The  Condenser  and  Throat  are  at  this  date  as  h*ee  from  deposit  or  sediment,  and 
as  in  good  condition  as  when  first  fitted  up. 

We  are  unable  to  state  definitely  the  saving  in  fuel  effected,  as  two  other  en|pneB, 
performing  varying  amounts  of  work,  are  connected  with  the  Pumping  Engine  to 
the  same  range  of  boilers. 

We  are  now  so  well  satisfied  (after  such  a  lengthened  trial)  with  the  result*, 
that  we  have  ordered  additional  '*  Ejector  Condensers  '*  from  Mr.  Morton. 

For  EGLINTON  IKON  CO., 

(Signed)        R.  Angus,  Meaiager. 

CoATBANK  Engine  Works, 
Alexander  Morton,  Esq.,  Coatbridge,  ith  October^  1869. 

87  West  Nile  Street,  Glasgow. 

Dear  Sir,— We  have  applied  one  of  your  "  Ejector  Condensers"  to  an 
old  high-pressure  engine  which  was  too  light  for  its  work,  and  also  short  of  boiler 
power.  The  Condenser  has  now  been  working  for  the  last  three  months,  and  giyes 
no  trouble  to  the  attendant  (a  common  laborer) ;  lifts  the  water  11  feet,  giving  an 
average  vacuum  of  23  inches.  The  saving  in  fuel  ie  about  twenty  five  per  eenU, 
the  engine  and  boiler  being  now  equal  to  their  work.         Yours  truly, 

(Signed)  8TRATHERN.  MURRAY  &  -ATERSON. 


PoNTiriCAL  Marine, 
Alexander  Morton,  Esq.,  Ciyita  Yecchia,  Marchf  1869. 

87  West  Nile  Street,  Glasgow. 

This  is  to  certify  that  Morton *s  Patent  Condenser  was  applied  to  the 
twin  screw  steamer  '*  Flora."  built  by  Messrs.  Seath  &  Co.,  ship-buildors,  Clyde, 
and  the  appliance  of  the  same  was  a  complete  success.  Having  been  present  at 
the  trial,  X  had  the  gratification  of  witnessing  the  working  of  the  same,  and  have 
no  hesitation  in  saying  that  as  a  Condenser  it  stands  unrivalled. 

(Signed)        GEO.  THOS.  INGLE,  Chi^  En^nser. 

Alexander  Morton,  Esq.,  Glaboow,  26^A  March,  1869. 

87  West  Nile  Street,  Glasgow. 

Dear  Sir, — We  have  great  pleasure  in  testifying  to  the  satisfactory 
trial  of  your  patent  Condenser  on  board  of  the  twin  screw  steamer  **  Flora,*'  although 
this  being  the  first  fitted  on  board  of  a  steam  vessel.  We  consider  the  trial  highl  j 
satisfactory  in  every  respect,  and  shall  not  fail  to  recommend  it  in  all  cases  coming 
under  our  notice.     We  are,  Dear  Sir, 

(Signed)        T.     .  SSATH  Ss  CO. 
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EE  EJECTOR  CONDENSER. 

MORTON'S  PATENT. 


Fi3.2. 


ISg.  1  is  for  Koglnea  with  one  Cylinder. 


Fig.  2  is  for  Engines  with  two  Cylinders. 


This  Ejector  Condenser  is  applicable  to  all  steflm  enginee  and  to  the  vacuuna 
(Mins  of  sugar  refiners,  when  sufficient  water  for  condensation  can  be  obtained. 
It  dispenses  with  the  air-pumpi  saves  all  the  power  required  for  working  that 
(Kimp,  occupies  much  less  space  than  the  ordinary  jet  condenser  and  air-pump^  and 
hat  no  parts  constantly  in  motion,  thus  obviating  the  necessity  of  skilled  atten- 
tion and  frequent  repairs :  it  can  be  placed  on  any  part  of  the  exhaust  steam  pipe. 

It  can  be  applied  to  many  of  the  existing  non-condensing  steamboat  engines ;  it 
will,  wit&  their  present  consumption  of  fuel,  give  about  a  tenth  more  speed,  or,  at 
the  same  rate  of  speed,  it  will  save  from  20  to  30  pnr  cent  of  their  fuel  with  consid- 
erably leas  boiler  pressure. 

For  a  description  of  the  apparatus,  ^ith  reports  on  its  efficiency  and  theory  of 
its  action,  see  the  Journal  of  the  Franklin  Institute,  of  Philadelphia,  for  Novem- 
ber and  December,  1869. 

Reference  is  also  requested  to  the  accompanying  testimonials,  as  to  the  merits  of 
the  apparatus. 

The  Patentees  have  placed  the  sale  of  the  American  patent  in  the  hands  of  the 
undersigned,  to  whom  application  is  to  be  made. 

DENNISTOUN  &  CO., 
No.  22  Exchange  Place,  New  York. 
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RECENTLY  PUBLISHED  BY 

JByr   X>.    "^^Azx   ISTostx^^tzxcl., 

23  Murray  Street  and  27  Warreti  Street,  New  York. 

A  TREATI8B  OS  ORB  DEPOSITS.  By  Beriihattl  Yoa  Gotta,  Profoisor  of  Geology 
in  the  Boyal  School  of  Mines,  Trelberg,  Saxooy.  Translated  from  the  second  German  edition,  by  Fi«« 
dorick  Prime,  Jr.,  Mining  Engineer.  Revised  by  the  author.  With  numeroas  illnBtrationr.  8  to. 
cloth,  $4.00. 

A  HAH D  BOOK  OF  PRAOTICAIi  TEI^EGRAPHY.  By  R.  S.  Galley,  Engineer  to 
the  Electric  and  International  Telegraph  Company.  Published  with  the  sanction  of  the  Chairman  and 
Directors  of  the  Electric  and  International  Telegraph  Company,  and  adopted  by  the  Department  of  Tele- 
graphs for  India,    Fourth  Edition.    Revised  and  enlarged  vrith  many  illuBtrations.    8  vo.,  cloth,  $5.00 

MODERN  PRACTICE  OF  THE  EI«ECTRIC  TEIiBGRAPH.    A  Hand-Book 

for  Electricians  and  Operators.    By  Frank  L.  Pupe.    Third  Edition.    Illustrated.    8  vo.,  cloth,  $1.50. 

APPI.ICATION  OF  THE  SI^IDE  VAIiVE  A>  I^INK  MOTION  to  SUtionary, 
Portable,  Locomotive  and  varlons  Engines,  with  new  and  simple  methods  for  proportioning  the  pttfta. 
By  W.  S.  Anchincloss,  M.  E.    Illustrated  with  f  8  plate#.    8  vo.,  cloth,  $8.C0. 

Any  of  the  above  works  sent  free  by  mail,  on  receipt  of  ])rice. 


Trautwine's  Engineering  Works. 


New  Editions  of  FIELD  PRACTICE  FOR  LAYING  OUT 
CURVES  FOR  RAILROADS, 

ALSO 

NEW  SYSTEM  OF  CALCULATING  CONTENTS  OF  EXCAVA- 
TIONS AND  EMBANKMENTS  BY  MEANS  OF  DIAGRAMS. 

By  J.  C.  TRAUTWINE.  Civ.  Eng. 

The  above  works  hare  large  and  important  additions  not  contained 
in  the  former  editions.  In  the  latter  work  will  be  found  rales  for 
calculating  Earih  and  Rock  excavations,  with  ready  calculated  tables 
of  the  same.  Price  of  each  book,  $3.00. 

Published  and  for  tale  by 


WILLIAM  HAMILTON, 

Hall  of  the  Franklin  Institute^  Philadelphia^  Pa 
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HUNTOON  GOVERNOR. 

By  its  use  we  Guarantee 

Unvarying  Speed,  Increased  Power,  or  DIrect 

Saving  in  Fuel. 


This  Grovemor  is  now  in  use  on  hundreds  of  Engines,  and 
I  tht  principle  of  its  construction  is  such  that  we  can  warrant 
I  dicm  successful  operation,  even  where  the  best  adjusted  BALL 
I  GOVERNORS  may  have  felled 

In  asserting  the  above  we  are  upheld  by  the  best  mechan- 
ical talent  in  die  country. 

R.  Ke  Huntoon,  J 

J,  Augustus  Lynch,      (  Proprietor!, 
and  others,   3 

103  State  Street,  Boston, 


^firmfH/krnlsbHlJivtft  Partiit  in  ivery  Bnt  $f  tmmmfactttring  htuimtt. 


Digitized  by 


Google 


PEOPLE'S  WORKS. 


Manufaeturers  of 

High  and  Low  Pressure 
Stationary  Steam  Engines,  Sugar 
Mills,  Saw  Mills,  Orist  Mills,  Marine  Rail- 
ways, Blowing  Cylinders,  Pumping  Engines,  Hoist- 
ing,  Stamping  and   Mining   Machinery  in   general, 
Hydraulic  Presses,  Cranes,  Boilers,  Rolls,  Punching  Machines, 
Shafting,  Pulleys,  Hangers,  &;c.,  and  Machinery  of  all  descriptions. 
Steam  Boilers,  Ship  Tanks,  Sugar  Boilers,  Cast  or  Wrought, 
Coolers,  Pans,  &;o.     Soap  Pans  and  Curbs  of  all  sizes, 
either  Cast  or  Wrought.     Retorts,  Meters,  Stills, 
&;c.     Steam  Pipes,  Building. Fronts,  Col- 
umns, &;o.,  fitted  and  put  up. 
We  are  also  prepared  to  execute  all  orders  for  Heavy  and  Light 
Castings,  either  in  green  Sand  or  Loam,  of  Iron  and  Brass,  at  the 
shortest  notice. 

JOHM  HVlffSWORTH, 
JACOB  If  ATI^OR, 

Oor.  GUrard  Avenue  and  Front  Streets, 

KENSINGTON,    PHILA. 

E.  D.  O.  SMITH, 

soLicrroB  of 

AMERICAN  AND  FOREIGN  PATENTS, 


DirwUy  oppMlte'Sutarn  Xntnnee  to  th«  Patent  Office, 


Basiness  of  any  description  relatinjf  to  Fatxvts  will  receive  prompt  and 
thoToagh  attention.    All  letters  of  enqoirvi  enclosing  stamp,  answered  without 
charre. 
Bi?erenoes  in  any  part  of  the  country  Aimished  when  desired. 
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Miller  &  Allen. 


MACHINISTS  AND  BOILER  MAKERS. 

ONKSTKR,  PKNNA. 
MANUFACTURERS  OF 

COBIISS'  STEAM  ENGINES 

Marine,  River  and  Stationary  Steam  Engines, 
BOI&aBS»  SBAVTIHft,  MIU  MABnTQ, 

AND  MACHINERY  GENERALLY. 

xjEWia  mhiLbe.  ilonzo  allxn. 

FEANXLIN"  S.  MILEs7 

IVoi  205  (liiavvy  Stveef  ^ 


^s^w  lp@iMmtii^l>mE^i'f 


SCREWS  OF  BRASS,  ffiOIT,  STEEL  AND  GERMAN  SEVER, 

TRUSS  BUTTONS,  SET  SCREWS  and  CHANGE  WHEEL, 

I'INS  and  BOLLEBS  for  Sewing  Machines, 

Etc.,  etc.,  etc. 


All  8CBJBW8  made  to  wder  from  Samples  fumiehedf 

J«l7,Um. 
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HARRISON  STEAM  BOILER 


VnO>  ffUVAB  KvurtET. 


I  y  iliMi  boOm,  Ipro- 

,._ , , , fewetmt  of  the  ftael  owdftva 

pMMibwrJMT,  to  DMatar,  1868,  to  oompv*  jcmx  bqllMB  iHth  th*  old  obm^  wbkh  «•  took  o«t  ta  Bip- 


air>— iBBylMtOQtoBvaloolioa  to  jovte  nfu4to  fovrfiillj-kii 
■Im4  to  cliFt  ywi,  «t  ft  ft«t««  ttan*  Ite  WMI  owAt  or  AYlac  to  fitL 
X  om  pTtond  to  l»  iMo  to  do  to  BOW,  to  X  kopt  ft  Torr  oloto  ftotf  aeearito  I 


TlwftnioftntornwoinrwtfiABoddftrlaf  ttftttfaMWMltrgtotboaotorboftnft.  TboiliHii  |ft—iii 
VM  ftlmiji  kopt  oTtr  fl(fy  posndi^  ond  «•  won  tkordbro  onablod  to  do  aiora  work  In  ft  shorter  ttint  widi 
Iko  toBo  ftiachlniry  ftad  ftppftrotni  than  with  o«r  old  itaia  bQilor%  In  which  Che  pvwraro,  ftt  tiaiai,  codd 
Ml  bo  kipt  np  higbor  flufti  tiMftty  to  ihbiy  r     * 


ktttoOl  toTiftf  to  tot^  dftfing  thif  tlBM^  WM  OM  OwOMIld  ftod  MftBt^OlM  toof  oCooftL 

Tovntraly, 

eUiTATUB  JISPB, 


.Jr. 

Dtorair>-AlUri 
|litoftro  tofoy  thftt  H 

I  torn  nlit  ftoftm-in 


Wovtoitorf  Ktofty  Vebfwy  l^  ItBH 

lag  OM  oC  yon  flilrtj^OM  boiM  powv  bollon  ilzton  ■wntfao.  It  gfroft  mt  gn^ 
proTod,  in  OTWj  portieiilftr,  wtlToly  wtUiMtofT.  I  hftTO  had  ibbiit  opportni- 
1 1  hftiFO  do»o  win  plooaarft  Wm  ooodobit  to  AioL  It  ozoeli  all  boUero  la  «ft 
r  tiM  ttMUMffMiri  hftfv  tow  MM ;  ftaC  woold  ohwrtolly  ^^ 

T«7fHpoitfbUj7M«b         .   „  ««•«— 
A.  N.  WimUL 


Mbul 
M«wpatl»  H.  H,  IMKWtylTiaaL 
,Jr.,BH. 

Dwrftra-Tovnor  Ja«Mi7ttb,a*teff  tvoptol«ionhoB^ntooBBollor,lfftthaBd.  Wo  toto 
bfti  jMir  biilOT  to  ftMlAoM  toOBthi^  ftftd  II  |^  ■■  pvftel  itlifcltPB  to  ■njokiiiiw  of  niiiH 
itoftift,— dlhoBkniftinof  nmalfttHLMootopftiiiwtlhtboold-ftAioaod  boUotfc  Ov  boUor  doiTS 
ftoloakftdN|kftftdwodoiiolb«Uofott«?«wlU;  aad laalcthoftsh  not  loMl^ovwwtaMtt  ftboatftii 


fto  look  ft  dN|k  ftftd  wo  do  nol  boUofo  it  01 
■•I  ftd  ^bllfod  to  fot  thtir  Utoo  lannd. 


llaaMlu»ftsh  not  IomI^c 


OOfim  4  MOUBfl> 


Storftoi-Tov  awrorof  JoawarjOtboitoodftlftobaMi   tto  f^boMopoworbote^  wbUbwi 

«^^j^^/v,^-^^.  ..-^  .. ir.^-^ ^.. — ^.^ ^^^ j..-^-.  -  Ftlllillft,!!' 

WOtoBiMMNaooawhyltahooldftotooBtlnftolodoao.    Itlatho  only  boUer(aBdw«haTo  had  ftTftRB^af 

MMMfhftlnltodftiftWBtbo^rit.'  Woito  toaltaw  twwbiid  wHh  ao  loakapmi  fcii  wJb  to  wmg 

§L    Wo to«  —if toy Ihal it toiito mow thaa om  wpietoy bm.  Cr«ly7o««, 

_  ,   .  .  abboi;d 

Pv  pttotJM  Md  Otoitoitod  clNftltt,  ft^plj  to 


;DOWHni«*ooi 


JOSSPB  HARRISON, 


SASXUDKMf 


*WORKSt 

gw^#  Jbwy  JImK^ 
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MERRICK  ft  SONS 

OUTHWARS  FOUNDBT, 

PHILADELPHIA, 


For  Iftnd  or  marine  sorvioe;  horiaonteli  beam  or  TortloaL 
OKillAtonofsiiM  ran^ng  m  foUowB;  8x10}  lOzlSi 
14x14;  18x12. 
Soui  MAjrujAcmxBa  iv  Philadxlpbia  aitd  TionrxTTi 
ov  WBIGHT'S  PATENT  YABIABLB  OUT-OPF 
XK6INB,  tho  bert  yet  inirodnoed. 
Bir<   Qylinder,  floe  and  tabular. 

wu^HaiuMnerMf  of  NaaniTtli  or  Davy  stylet,  with  tbe  nioei  rooeat  improf#* 

mentf ,  and  of  all  sisee. 
WlkNi^f  Drill  Orinding  Beet,  and  Twiat  Drill-Holdar. 
Wmg9  ■Loam,  dry  and  green  land,  braM,  Ao. 

^#-Iroa  frames  for  corering  with  slate  or  iron— neat,  dorable  and  eoonomioaL 
i-lToldofVof  ererydeseription.    Bmidsr^  of  HoUUr9/br  0$  FkiMflfMm 

Ga$  WarJU,  of  100  tmd  160/m<  diamtUr. 
Uk§  of  erery  form,  for  sugar  estates,  refineries,  oil,  Ao.  • 

B  Machinery  of  erery  description,  inoloding  Betorti,   Benoh-oastingi, 
Holden  and  Prames,  Pnriflers,  Ooka  and  Obaroeal 
Barrows,  Gas-TalTes,  Gorenioii,  Hoisting  Jfaohlaes^ 
Ae. 
Hanofiicturers  for  the  American  Hater  Company  of  Ihilt 

Patent  Brj  Centre  Yalre  for  changing  pariflen. 
BorM^  PaUni  Wrought  Iron  BetoH-lid— darable^  Ughi  and 
cheap. 
fw  Maehinery,  such  as  Vacuum  Pans  and  Pumps,  Defecators*  BnneBlaeh 
and  Bog  Filters,  Bone-Blaok  Burners,  Washers  and 
Elerators,  Hydraulic  BleTators,  Sugar  and  Bono-Blaek 
Can,  Strike  Heaters,  Open  Steam  Trains,  Ac 
eia—  ^  BmrtoTo  improTement  on  Asplnwall  A  Wodsey^ 

Centrifiigal  Sugar^Draining  ICachines. 
N.  RiUimia^B  Patent  Sugar-Boiliag  ApparatoSi  appllaaUs 

to  Beet-Boot  and  Caaa  Sugar, 
■ole  manoiaotorart  in  tha  Umted  Btates  d  Wmtm§ 
Patent  Self-centering,  Belf-balaadttg  Oattlrllbgal  Snpr 
Draining  'ii'«^i>i«^ 


Hsfiag  had  twHilj  yean  axperienea  in  the  manuliMtafa  of  Sugar  IfanhltMiy 
Oa^  South  America  and  tho  United  States,  thej  nra  piapaNd  10  aonlmi  iv 
^ttiga  and  erection  of  apparatus  for  making  Sugar  from  Bee^Booi  or  Oasii 
tn  refineries  for  either  Sugar  or  Molasses. 

^Hiej  are  also  in  possosaion  of  plans  of  the  most  recent  ImproTamanta  In 
Ainsry  ased  in  France  and  Germany  in  the  manullMtura  of  Beet-Boot  Bigiik 
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MjfajfM 


Manufactured  by  the 

SrmMMr,  femw  Ynat. 


This  Engine  is  nneqnaled  in  design,  simplicity,  and  efficiency ;  ontting  off  ilie 
steam  at  any  point  in  the  stroke  by  the  action  of  the  govemoF ;  it  regulates  per- 
fectly under  varying  conditions  of  load  or  pressure,  giving  the  utmost  x>o68ihl« 
economy,  with  the  simplest  possible  form  of  construction«-in  eflfect  embracing  all 
knowiijRdviuitages  and  improvements  in  the  use  of  steam,  without  the  employment 
of  complicated  mechanism.    • 

These  Engines  are  equally  adaptable  to  the  use  of  MUls,  Factories,  or  Bftines ; 
they  require  no  more  care  than  the  common  engines  and  develop  the  greatest 
Attainable  power  for  the  amount  of  fuel  used. 

Note. — This  improvement  can  be  applied  in  many  eases  to  existing  Bngmss. 

Descriptive  pamphlets  sent  free  on  applioation  to  .the 


FCX)T  OF  WEST  THIRTEENTH  ST.,  NEW  YORK. 
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FOUNDED  1810. 


foindstoBas  for  Hacliuie  Sliops 

In  Oast  Iron  Boxes,  or  Wooden^Frames, 

OF  lEW  CASTLE,  NOVA  SCOTIA,  OR  OHIO  BRIT. 

With  felf-AdJuBting  Platef,  Clamp  Boxes,  and  PuIUm  made  to  order. 

8aw,  Edge  Tool  and  Hail  Ibkexs,  or  File  Grinders  can  ob- 
tain any  size  or  grit,  by  sending  a  |  oz.  sample  by 
mail.    Sendlfor  descriptive  pamphlet. 

FACTORY,  6035  604  and  606  Beacb  Street,  atiove  Green. 

J.  E.  MITCHELL,  Importer,  810  York  At.,  Phila. 

INTHl 

FRNKKLIN  INSTITUE  JOURNAL. 

Which,  haying  a  very  general  circulation  among  those  interested  in 
mechanical  processes,  is  a  valuable  adyertising  medium  to  those  en< 
(tged  in  such  business. 


OIBTBAB.  SnXOVTHB        THUS  X0ITH8 

One  page $60 $82 $18 

Half  page 82 18 14 

Quarter  page 18 14 10 

One  page  1  No.  $10.  i  page,  $6.  i  page,  $4. 
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OIRARD  TUBE  WORKS. 

JOHN  H.  MURPHY  &  BEOS. 

WORK8,  TWBIITT-THZRD  «nd  FZZiBBRT  STRSBTS. 

Ofiloo  and  WarohooMb  No.  42  N.  Fifth  Street, 

PHILADELPHIA. 

luiiT  m  inmi'Tiim  mo  m  cuTum. 

With  Malleable  and  Oaft  Iron  Fittings  to  euit  the  same,  lor  Steam,  6«s,  Wate 
and  ether  purposes ;  Gas  and  Steam-Fitters'  Tools*  Brass  Work,  Ao.   Agents  of  tiia 

•*  GUNPOWDER  COPPER  WORKS.** 

Braders'  and  Sheathing  Sheeto  on  hand.    Fktttem  Sheets  nyil^  ti  order. 

I       ■■       II        ^  ■  ■     II     ■   n     g.iii      11 

STEPHEN  USTICK, 

PATENT  ATTORNEY, 

Office,  108  S.  Fourth  Street,  PbitJid^ilphia. 

M  bndnemilaMag  to  tiroottring 

AMeilaaa  and  Veieiaa  PateflttB» 

Tncliidii^ 

AppeaUfp  B^eoted  ApplioatiOTiB,  Tnterfamnne  Gates, 
Be-i88U6a  anl  EztensionSi . 

SOUBOUTBD  WJTH  OARE  AND  DISPATCH. 


Mr Xho  SatttI  Qffloe,  ■!  WMhisglon,  ^t«d  tttfvsiOjt 


mmswBXtAMB  wam^  wo&ss. 


1H0IU8HART.  WlfiUCISft. 

HART-&-  B^&CK, 

ifAjnnrA0njExsa  ov 

WROUftHT  IJIQH  AND  ftHLyAKIZED  TOBES 

GAB,  STEAM,  WATEE  OR  OHl 
illalUablt  anil  (East  Iron  iUtinga,  Braas  tDorl^ 

GAS  and  STEAM-FITTEBSP  TOOLS,  Sc 

antf  WaMhMAA.  Voe.  7  ft  •  North  Fifth  Street,  Fhiladelpltfa. 
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924  ChMtwut  Street,  JPhil€uU1phia, 

ICJJrUtAOTXTBXBf  AVS  DCFOBTXKl  07 

gUJiVKVlW  OOKPAMU,  XVOUJUUtlP  iUnOIIBT, 

Spectacles,  Microscopes,  Opera  GlasseSi  Spy  Glasses,  Lenses, 
NUMIl®  LANTiBiNS  »THliBiHlQ)HliTi^3» 

HiEGTRICAL  lAGHIHltt  WITI  tUt.  L  E.  R06EB8'  C0NMN8BR8, 
PHILOSOPHICAL  nSTSUMEHTB  AND   SCHOOL  APFAttATUS. 


WJ^lTmiTi  of  the  fbllowiDg  parti  of  our  priced  and  iUaiirtted  Oatalogoe  le&i  U 
iny  addreM,  free  of  charge : 
Fart  1.— Mathematioal  Initnunenti. 

Pari  S.— Optieal  Imtramenli. 

Part  8.— fitereoecopticans  and  Hagic  Lantemi. 

Part  i.— Philoeophioal  Ingbnaum^ 
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J.  EEYNOLDS  &  SOIT, 

H.  W.  Cor.  Iliirteenth  and  Filbert  Streets, 

SOLB  MANUFAOTURKRS  OF  THB  OEL.EBRATBD 

WROUOBT  ZRON  AIR-TZOBT 
Wia  T»tMt  DHMemn.  flnto-Bar  lesta 

Am 

VROUfiHTJRON  RADIATOR. 


This  oC  repreteiite  ow  Heater  nifk'  the  Patent  Wrought  Iron  Radiator 
ittaehed.  It  le  made  of  heajj  iront  well  rireted  together,  and  is  permanentlj 
attaehed  to  the. Heater;  o^pttilnn for  cleacaiDg  from  the  oatside  of  hnck  chamber 
ire  proTi4.4»  so  that  i^  caa  te  done  at  tof  ue  by  any  person.  Our  Heater  has 
andoubte4  and  desidsd  adrintagee  enfff  fnrj  other  Heating  Apparatus  now 
iffsred  for  jale,  emriallj  tJt  burning  IfesESlheus  Coal. 

We  desfcs  to  oau  iio  attention  of  those  te  npant  of  Cooking  Apparatus  to 

OUR  OWN  CELEBRATU  •  INGES  (three  siies). 

HARRISON'S  IMPROVED  EUROnXN  RANGES  (thirty  siies). 

IMPROVED  FSSNCH  RANGES  AND  BROILERS 

For  Hotels,  Restaurants,  ko. 

And  OUR  PATBWT  FLATTOP  HEATING  RANGE. 

UTRORl  HEATERS,  SLATE  MANTELQ, 

lOW.DOWN  ORAt  %  PORTABLE  HEATERS, 

REOISTEU^  VENTILATORS,  dsc^  Aa 

id  te  ei:  ;  of  our  Illustrated  Pamphlets.'^M 
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BABCOCK  &  WILCOX'S 


PATElsrT 


ini^mm^  ^te/jtm-jfttgin^t 


TheM  EDgfnes  are  fitted  with  Flat  Slide  YalTes,  haring  a  oonbtakt 
THROW  ander  all  circamstanceB ;  an 

AVTOMATIG  CUT4)FFt 

qwrated  tbrongh  the  Governor  by  the  direct  action  of  the  steam,  tp 
foppress  the  steam  at  any  desired  point  in  the  stroke,  and  oar 

PARALLEL  ISOCHBOSAL  CM)TERSOB, 

which  gives  the  same  speed  under  all  conditions  of  load  and  pressure  of 
fteaoL    They  are  nneqnalled  for 

Eeonomy  of  Fuel,  Regnlarity  of  Speed,  Simplicity  of  Hedumism. 


MltOCI  &  WILOin  PtTEIT  TUUS  ILER 

IS  STTPEEIOR  TO  IXL  OTHERS  IK 

leonomy,  Meieney,  Dnrablllty  and  ^atetjt 
BABCOCK,  WILCOX  &  CO., 

44  CorOantlt  S»,,  JSew  Tork» 
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SEAMLESS  DBAWN  BBASS  TUBES 


▲ND 


SEAMLESS  OflAWR  COPPER  TUBES. 


FOB 


Locomotive,  Marine  &  Stationary 
BOILERS, 

MAiruiAcrniBED  bt  amebican  tube  wobxs, 


ALSO, 

HEATER  TUBES,  PAPER  ROLLS, 

WORMS  FOR  STILLS,  BILGE  PIPES, 

HAND-RAILS,        .       -       .  STEAM  PIPES,    .. 
PUMP  CHAMBERS,  CONDENSERS, 

FEED  PIPES,        ;   '  PUMP  RAMS. 

SAND'PlPfiS,       ^  PRINTERS^  ROLLS, 

BRASS  TUBES  FOR  PLUMBING  &  OTHER  PURPOSES. 


Office,  lihS  StaU  Street,  BotUm, 

JOSEPH  H.  COnON,  'Treasurer. 

JTew  Torh  Office,  69  Wall  Street, 

W.H.  BAILEY.  AoenL 
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PAPER  MANUFACTURERS 


AND  AGENTS  OF  THE 


mmm  Wt^d  fjipir  ^0^ 


orrxcES  and  wajuckouses: 
No.    27   VOBTH  SIXTH   8TBEET,   FHUiADELFHIA, 

AND 

Vo.  128  WmiAH  STREET,  NEW  TOBK 

Hkva  oa  bud  tai  make  to  oidar,  ■!  dMrt  aotlo% 

•a 

raws  ium  BOOS  VBiinmre  VAiros. 

ALL  QDALirm  ABs  nm. 

MA.ISrilL.L-A.      PAPERS. 

IMPORTERS  OF  CHEMICALS  AND  FELTINGS, 

sy  or  ufujki  nwmraov. 

Oash  Market  Prkwt  Paid  for  all  kinds  of  Paper  Stock. 
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DIlA.TriN"G-. 


THE  Babsoriber  would  respeotfollj  inform  his  friends  and  the  pubtio,  ibat  he 
continuee  to  giro  instraotion  in  MACHINE,  AROHITECTURAL,  TOPO- 
QRAPHICAL  and  LANDSCAPE  DRAWING,  and  PAINTINQ  in  OIL  and 
WATER  COLORS.  Dajr  and  Evening  Classet  at  the  office,  and  inttmetioiif 
^Ten  in  Schools  and  Faouliea.  Drawings  for  Patents  oorreotlj  made  and  De- 
signs famished. 

WM.  E.  KERN, 
No.  229  North  Tenth  Street 


PBOUPTXTSSS I  OOOS  WOBZ I         BIABONABLS  BATSBI 

HEnXOH  Vir.  BZSADLiZ:, 

WASsinaTOH*  d.  o. 

Full  Mbmwtion  In  ragaid  to  PATENTS  aent  frM  to  any  tdintt. 

jr»  Hd  iiumiiiiSid 

Lovo  Btajk  Ratlwat  Bbiboss,  Ibov  Boofv,  Vtmm  Pboo7  BuiLDnros,  end 
other  important  Engineering  or  Arohiteotoral  Works  designedi  and  their  ereetioii 
superintended. 

Office:  426  Walnut  Street,  Philadelphia. 


TBS  SBT8T0HB  BBIDflB  OOBT AHT, 

Office  and  Works,  9th  Ward,  Pittsburg. 

J.  H.  LINVILLE,  Pres.  420  Walnut  St.,  Phlh. 


Oontnuston  and  Bnllders  of  Iron  and  Wooden  Bridges,  FItoI  Bridges,  Ihm 
Boof  Truises,  Tom-Tables,  Ao.  HaTe-the  sole  use  of  the  original  <«  linTille  A 
Piper ''  Patent  <«  Weldless  Cord  Links,"  '<  Wroight  Iron  Qylindrioal  Posto,''  sod 
^  Oempression  Beams"  now  speoilled  for  all imf«taat  bridges.     ^ 
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MACHINE  BELTING 


©raM@  Mm>tik%im, 


ESTABLISHED  1867. 


KAKTTFACTItBEBS  CEUNE'S  PATENT 


rAfii 


1 


Which,  for  mechanical  exactness,  in  running,  economy  of  time  and  labor 
in  case  of  large  belts,  and  durability,  is  considered  superior  to  any  other 
style  of  belting  in  the  market. 

FOSn  PER  CENT.  CHEAPER  THAN  REST  LEATHER, 
AND  NO  STRETCH. 

With  each  belt  we  send  WILSON'S  PATENT  BBLT  HOOKS, 
for  which  we  are  sole  agents. 


JAPAJ!^ESE  MILLS, 

WISmELD,  KASS. 
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f  AIBHOUHT  HAOmiirE  WOSE8-¥ood  Street,  above  Twenty-Fint  Bin* 
fOVEB  LOOM  WOBEB-Oomer  of  Hamilton  and  Twenty-FSnt  ftnelh 

PHILADELPHIA,  PA. 


icANUf AonnxB  or 


^9 

SpooUng,  Windmgi  Baunmg,  I^eing  and  Sismg  Maohiiif^ 
PIadi  tokest  and  Factoricg  fitted  oat  eompleto  with 

SHAFTHITG  AUTD  GnARUBtG, 

PULLETS,   OOUPLINOS   AND   SELF-OILXNG  HANOEKS 

ADJUSTABLE  or  BIQID  BEABINOS,  always  on  hand. 

HAOHINE  and  FOUNDBY  WOBE  in 

all  ita  branches. 


axnrD  spob  xost  ox*  njZJXjjsnrm, 


,n» 
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JOURNAL 


UP  TUI 


PEANKLIN  INSTITUTE 


OF   THE   STATE   OF  PENNSYLVANIA. 


FOR  TOE 


PROMOTION  OF  THE  MECHANIC  ARTS. 


Vol.  LIX.]  APRIL,  1870.  [No.  4. 


pDl 


TORIAL. 


ITEMS  AND  NOVELTIES 

Illinois  and  St.  Louis  Bridge. — Further  particulars  since  our 
last  issue. 

The  east  pier  reached  the  rock  on  the  28th  of  February  95  feet 
below  the  surface  of  the  water;  and  at  this  date,  March  27th,  the 
west  pier  is  within  a  few  inches  of  the  rock.  The  present  heighth 
of  water  is  19  feet  6  inches  below  the  city  directrix,  making  the 
depth  of  the  east  pier  100  feet  and  6  inches  and  the  west  pier  nearly 
72  feet. 

At  a  depth  of  85  feet  it  was  first  noticed  in  the  east  air  chamber 

that  the  flame  of  a  candle  would  immediately  return  when  blown 

out  by  the  breath,  some  times  after  an  interval  of  a  few  seconds ; 

and  that  repeated  blasts  of  the  breath  were  required  to  finally  ex- 

Vol.  LIX.— Third  Serubs.—No.  4.— April,  1870.  28 
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218  Editorial 

tinguish  the  light.  This  phenomenon  is  not  observable  at  the 
present  depth  of  the  west  air  chamber  (over  71  feet.)  The  flame 
of  the  candle  is  perhaps  twice  as  large  as  in  the  normal  atmosphere, 
but  such  large  quantities  of  carbon  (particles  of  lamp  black)  and 
smoke  are  emitted  as  to  constitute  a  serious  annoyance,  requiring 
several  expedients  to  get  rid  of  it.  Two  curious  accidents,  from 
fire,  have  occurred  in  the  east  chamber,  one  of  which  caused  serious 
injury  to  one  of  the  workmen.  This  man  was  engaged  in  passing 
out  cement  from  the  air-lock  into  the  air  chamber  vfhen  his  coat 
skirts  came  in  contact  with  a  candle  in  the  lock,  and  although  his 
garments  were  woolen^  one  leg  and  arm  were  badly  burned  before 
the  flames  could  be  extinguished.  In  the  other  case  the  under 
clothes  of  the  man  saved  him  from  injury,  the  external  ones 
about  the  waist  being  badly  burned,  and  only  extinguished  by  his 
fellow  workmen  throwing  him  down  into  a  pool  of  water  in  the 
bottom  of  the  chamber.  Candles  are  the  only  lights  permitted 
within  the  air  chambers,  being  least  liable  to  cause  accidents.  About 
4  atmospheres  are  now  contained  within  the  east  air  chamber,  the 
pressure  being  about  44  pounds  above  the  normal  one. 

Within  the  last  few  days  several  of  the  workmen  employed  in 
filling  the  east  chamber  with  concrete  have  been  severely  attacked 
with  paralysis.  No  death  from  this  cause  occurred  until  after  the 
depth  worked  in  was  over  95  feet.  3  or  4  have  occurred  within 
the  past  ten  days  which  were  believed  to  have  been  superinduced  by 
the  severe  air  pressure.  At  the  coroner's  inquest,  held  on  the  last 
one,  two  distinguished  physicians  present  attributed  the  abnormal 
developments  exhibited  hypost  morlen  examination  to  diametrically 
difierent  causes.  One  to  a  too  sudden  change  from  the  normal  to  the 
dense  atmosphere;  and  the  other  to  the  too  rapid  transition  from  the 
dense  to  the  normal  pressure.  Neither  of  these  are  correct,  as  the 
lock- tenders  have  never  been  thus  affected,  while  they  are  alternately 
under  the  pressure  15  to  20  times  during  a  watch  of  2  hours  while 
passing  the  workmen  in  and  out.  It  is  probable  that  the  duration 
of  time  to  which  the  system  is  subjected  to  the  unnatural  pressure 
is  the  chief  cause  of  the  paralysis  induced,  as  many  hundreds,  in- 
deed thousands,  of  visitors  have  entered  and  remained  in  the 
chamber  from  30  minutes  to  an  hour  and  a-half,  without  one  of 
them  being  thus  affected.  The  Chief  Engineer  forbade  the  work- 
men remaining  longer  than  one  hour  at  a  time  in  it.  After  thus 
working  for  four  days,  the  workmen  themselves  protested  and 
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petitioned  against  this,  and  two  hour  shifts  have  been  since  insti- 
tuted in  consequence  of  their  expressed  desire. 

The  filling  of  the  east  chamber  is  progressing  satisfactorily  and 
is  about  half  complete. 

The  Tehuantepec  Canal  Scheme  vs.  The  Darien  and 
Nicaragua  Soutes. — Mr.  Fenton  submitted  the  other  day,  in  the 
United  States  Senate,  the  following  resolution,  which  awaits  the 
action  of  that  body  : — 

Whereas  the  commerce  of  the  world,  and  more  especially  that 
of  the  Western  hemisphere  renders  it  important  that  a  ship  canal 
should  be  constructed  across  the  American  Isthmus  ;  and  whereas 
the  government  of  the  republic  of  Mexico  has  conceded  to  an 
American  company  the  privilege  of  opening  interoceanic  commu- 
nication by  means  of  a  railway  across  the  Isthmus  of  Tehuantepec, 
and  now  proposes  to  add  thereto  a  concession  for  a  ship  canal, 
therefore  be  it 

Besolved,  That  if  the  President  of  the  United  States  shall  obtain 
the  assent  of  the  government  of  Mexico,  then  the  Secretary  of  War 
is  hereby  authorized  to  detail  a  corps  of  engineers  to  make  a  sur- 
vey of  the  summit  of  the  Isthmus  of  Tehuantepec,  to  ascertain  if 
there  be  sufficient  water  at  the  summit  of  said  Isthmus  for  a  ship 
canal;  and,  if  it  should  be  found  on  examination  that  there  is  suffi- 
cient water,  then  a  survey  of  the  Isthmus  for  a  ship  canal  shall  be 
made,  from  the  Gulf  of  Mexico  to  the  Pacific  Ocean,  together  with 
the  complete  plans,  profiles  and  estimates  for  the  same,  under  such 
regulations  and  with  such  provisions  as  the  committee  on  foreign 
relations  may  recommend. 

This  resolution,  we  presume,  has  been  oflered  on  the  application 
of  the  company  concerned.  We  apprehend,  however,  that  no 
corps  of  engineers  will  be  necessary  to  establish  these  two  points — 
first,  that  on  the  summit  level  of  the  Tehuantepec  route  there  is 
not  sufficient  water  to  supply  a  ship  canal,  and  second,  that,  even 
with  sufficient  water,  the  length — nearly  two  hundred  miles — of  said 
canal,  and  the  costs  of  construction  and  the  lockages  of  the  route, 
would  render  the  scheme  impracticable.  If  we  are  not  mistaken 
these  conclusions  were  reached  by  President  Buchanan  after  a 
careful  examination  of  the  difficulties  of  the  route  for  the  purposes 
of  a  canal.  For  our  part,  of  all  the  proposed  American  Isthmus 
routes  for  a  ship  canal,  this  of  Tehuantepec  seems  the  most  imprac- 
ticable and  visionary. 


Digitized  by 


Google 


220  Editorial. 

We  entertain  a  hope  that  the  United  States  surveying  expedition 
recently  sent  out  from  this  port  to  explore  the  Isthmus  of  Darien, 
in  order  to  find  out  whether  in  that  quarter  there  is  or  is  not  a 
short  and  feasible  route  for  a  ship  canal  between  the  two  oceans, 
will  discover  the  very  route  desired.  Should  the  explorations  of 
this  expedition,  however,  result  in  establishing  the  fact  that  there 
is  no  practicable  route  across  the  Darien  Isthmus  for  a  ship  canal 
without  expensive  locks  or  tunnels,  then  the  favorite  route  of 
Louis  Napoleon — the  Nicaragua  route — will,  we  have  no  doubt,  be 
the  route  adopted. 

We  have  before  us  a  handsomely  printed  and  illustrated  London 
book,  issued  in  1863,  and  entitled  "  The  Gate  of  the  Pacific,"  by 
Commander  Bedford  Pym,  R.  N.,  in  which  we  find  a  very  interest- 
ing chapter  devoted  to  the  project  of  a  Nicaragua  ship  canal. 
Commander  Pym  prefers  this  route  as  the  Pacific  gate  for  a  rail- 
road, but  he  also  makes  a  strong  case  for  it  in  favor  of  a  canal. 
The  reader,  in  turning  to  the  map  of  Nicaragua,  will  observe  that 
the  continent  here  in  a  direct  line  is  not  much  over  a  hundred  miles 
wide,  but  that  by  the  line  proposed  the  canal  will  be  nearly  two 
hundred  miles  in  length,  from  sea  to  sea.  He  will  observe,  how- 
ever, that  the  proposed  line  is  that  of  the  San  Juan  river  (a  navi- 
gable stream  for  small  steamboats  most  of  the  way)  and  through 
Lake  Nicaragua  (fully  half  the  size  of  Lake  Ontario)  and  thence 
by  a  canal  of  some  fifteen  or  eighteen  miles  to  San  Juan  del  Sur» 
on  the  Pacific,  or  the  canal  from  Lake  Nicaragua  may  be  continued 
northward  up  the  connecting  river  to"  Lake  Monagua  (another  fine 
body  of  fresh  water)  and  thence  across  to  Port  Raelejo,  on  the 
Pacific.  In  a  pamphlet  written  in  1847  Louis  Napoleon  says  of  a 
ship  canal  by  this  route,  and  referring  to  Massaya,  a  thrifty  town 
between  Lake  Nicaragua  and  Monagua,  that  "as  Constantinople  is 
the  centre  of  the  ancient  world,  so  is  the  town  of  Leon,  or  rather 
Massaya,  the  centre  of  the  new,  and  if  the  tongue  of  land  which 
separates  its  two  lakes  from  the  Pacific  Ocean  (fifteen  miles)  were 
cut  through  she  would  command,  by  her  central  position,  the  entire 
coasts  of  North  and  South  America.  ♦  *  *  The  state 
of  Nicaragua  can  become,  better  than  Constantinople,  the  necessary 
route  for  the  great  commerce  of  the  world ;  For  it  is  to  the  United 
States  the  shortest  route  to  China,  and  for  England  and  the  rest  of 
Europe  to  New  Holland,  Australia,  Polynesia  and  the  whole  western 
coast  of  America." 
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This  is  Louis  Napoleon's  opinion.  This  canal,  too,  from  the 
Atlantic  side  to  Lake  Nicaragua  can  be  made  by  dams  and  locks 
in  the  San  Juan  river.  Commander  Pym  estimates  the  cost  of  the 
canal  from  sea  to  sea,  including  a  regular  canal  along  the  bank  of 
the  San  Juan  up  to  the  lake,  at  four  million  five  hundred  thousand 
pounds,  or  say  twenty  two  million  five  hundred  thousand  dollars. 
Commander  Vanderbilt  has  proved  on  this  Nicaragua  route  that 
with  only  the  fifteen  miles  from  Lake  Nicaragua  or  Monagua  to 
the  Pacific  cut  through  with  a  ship  canal,  Louis  Napoleon's  opinion 
of  this  route  would  soon  be  confirmed. 

We  say,  then,  that  should  it  appear  that  there  is  across  the  Da- 
rien  Isthmus  no  available  route  for  a  ship  canal,  the  Nicaragua 
route  will  be  the  route  adopted,  and  in  the  saving  of  six  or  seven' 
hundred  miles  over  the  Darien  route  this  shorter  line,  in  any  event 
will  perhaps  be  the  ultimate  route  for  the  United  States. 

Titanic  Iron. — Ilmenite,  or  titaniferous  iron,  has  been  mined 
more  or  less  in  Norway  for  some  time,  and  brought  to  England 
for  fettling  puddling  furnaces,  for  which  purpose  it  is  especially 
adapted.  But  this  did  not  pay,  and  as  chemists  have  failed  to 
smelt  it,  except  at  too  great  cost,  the  mines  were  given  up.  Ee- 
cently  attempts  were  made  to  make  bricks  with  this  ore  in  combi- 
nation with  fire-clay,  for  the  purpose  of  lining  furnaces.  Some  of 
the  prepared  bricks  were  placed  on  the  bridge  of  a  furnace  to  try 
them  ;  but  as  soon  as  the  ingredients  of  the  clay  were  reduced  the 
bricks  disappeared.  Ilere  was  a  clue  to  the  flux  required ;  and 
now  the  ore  is  regularly  smelted,  producing  a  remarkably  fine  kind 
of  iron,  superior  even  to  Swedish. 

Experimental  Test  of  Bar  Iron.— By  William  H.  Shock, 
C.  E.,  U.  S.  N. — I  was  called  upon  to  examine  and  test  some  sam- 
ples of  rolled  bar  iron  furnished  to  the  government,  under  contract. 

In  the  lot  submitted,  there  was  a  sample  cut  from  a  four  (4)  inch 
bar,  from  which  twenty-eight  (28)  specimens  were  prepared,  under 
seven  (7)  different  conditions,  as  will  be  seen  by  the  annexed  draw- 
ings. As  was  to  be  expected  No.  4  series  gave  the  highest  results, 
having  been  reworked  on  the  anvil. 

The.se  experiments  develop  the  absence  of  homogeneousness  in 
rolled  bars,  and  imperfect  welding,  as  shown  by  some  of  the  ex- 
periments in  No.  4  series.  The  average  tensile  strength  of  the  iron 
may  be  considered  good,  nevertheless. 
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Specimens  cut  from  Centre  of  Sample  Bar. 
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Specimens  cut  from  Sides  of  Sample  Bar, 


•800 
•805 
•810 
•^05 


•6026 
•6089 
•5153 
•5089 


-8r0  I  -5026 

•8U6  I  -5089 

•805  I  -5089 

•805  -5089 


I  27,525 
8 1, CO) 
81,650 
23,151) 

30,250 
29.850 
28,(100 
3 1.0  JO 


547G5-2 
00915-5 
61420  5 
59245-4 

601870 
5865-3-9 
55020-6 
62487-7 


j,A      /  j     Specimens  cut  across  Sample  Bar. 

yy^  I         I         I 


•805 

5089 

20,000 

39300-4 

1-407 

1-4097 

16,000 

11349-9 

•805 

•5089 

19,175 

37679-3 

•805 

•5089 

17,375 

34242-2 

•810 

•5153 

21, COO 

40762  9 

1-413 

1-5681 

1 7,000 

10834-1 

•810 

•5153 

20,650 

40J73  7 

-810 

•5153 

20,0J0 

38812-3 

Speciinens  forged  from  Sample  Bar. 
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East  River  Bridge.— This  huge  work  is  fairly  under  way,  and 
its  progress  is  looked  upon  with  an  intense  interest  by  the  public  at 
large.  All  the  energy  of  the  company  is  concentrated,  for  the  present, 
on  the  foundations  for  the  eastern  abutment,  during  the  course  of 
which  some  interesting  experiences  are  to  be  noticed.  A  rather  novel 
and  highly  successful  mode  of  submarine  blasting  has  been  adopted, 
and  I  am  indebted  to  Mr.  Collingwood,  Assistant  Engineer,  for  the 
following  particulars.  In  preparing  the  river  bottom  for  the  re- 
ception of  the  '* caisson,"  there  developed,  shortly  after  the  dredges 
were  put  to  work,  an  exceedingly  hard  ridge  of  material  through 
the  centre  of  the  proposed  excavation.  This  ridge  was  composed 
of  boulders  of  all  sizes,  imbedded  in  a  compact  clay.  On  this  the 
dredges  could  make  no  impression,  and  it  was  determined  to  try 
blasting  in  the  following  manner :  A  solid  bar  18  feet  long  and  6 
inches  in  diameter  was  shod  w^ith  a  steel  point,  and  a  ring  was 
attached  to  the  upper  end  of  the  bar  for  convenience  of  handling. 
This  bar  was  driven,  by  means  of  an  ordinary  pile  driver,  down 
to  the  desired  depth — when  withdrawn,  a  hole  was  left  the  size  of 
the  bar,  in  which  was  placed  a  tin  cannister  containing  about  13 
pounds  of  powder,  which  was  done  by  means  of  a  diver  in  subma- 
rine armor.  The  charge  was  fired  by  means  of  a  battery,  resulting 
in  the  displacement  of  a  large  quantity  (comparatively)  of  material. 
The  experiments  with  a  single  bar  proved  so  successful,  that  two 
other  bars  were  procured,  one  of  which  was  six  inches  in  diameter, 
and  both  22  feet  long.  By  means  of  these  additional  piles,  two 
pile  drivers  and  crews,  one  diver  and  an  assistant,  from  20  to  40 
blasts  per  day  were  effected  at  a  depth  of  eighteen  (18)  feet  below 
mean  high  tide. 

After  the  bottom  had  been  gone  over  in  this  way,  the  dredges 
would  excavate,  in  a  single  day,  from  50  to  120  yards  of  material. 
It  will  be  noticed  that  there  is  a  large  economy  in  the  above  method 
of  submarine  blasting  over  drilling.  Occasionally  a  pile  would  get 
immovably  fast  between  the  boulders,  when  it  had  to  be  loosened 
by  adjacent  blasting.  Without  having  tabulated  the  items  of  ex- 
pense, it  is  supposed  that  the  cost  of  moving  the  material  will  not 
exceed  §4  per  yard,  and,  possibly,  not  $3. 

The  caisson  was  launched  without  a  mishap  on  the  19th  of  March, 
in  the  presence  of  a  large  concourse  of  spectators.  It  was  an  in- 
teresting sight  to  see  the  unwieldly  block  slide  off'  her  ways,  and 
although  weighing  nearly  4000  tons  hardly  glide  two   hundred 
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feet  into  the  river  before  being  brought  to  rest.  To  prevent  the  possi- 
ble contingency  of  pitching  into  the  mud  before  it  cleared  the  ways, 
the  outside  end  was  artificially  buoyed  up  by  casing  in,  as  it  were, 
the  forward  part  of  the  air  chamber,  which  had  the  eflfect  of  canting 
it  up  as  it  struck  the  water.  The  whole  operation  lasted  hardly  ten 
minutes,  and  there  fortunately  proved  to  be  no  use  for  the  half 
dozen  steam  tugs  in  waiting,  which  had  been  provided  in  case  the 
caisson  stuck  on  her  ways.  In  a  few  days  the  excavation  will  be 
ready,  when  we  may  expect  to  see  active  times  in  the  neighborhood 
of  Fulton  Ferry.  A.  p.  B. 

The  Clip  Pulley. — At  a  late  meeting  of  the  Franklin  Institute, 
mention  was  made  of  the  successful  application  of  this  improvement 
at  the  inclined  plane  at  Tipton,  in  connection  with  the  iron  mines 
there  located  upon  the  Gregory  tract. 

This  invention  has  been  introduced  from  England,  where  it  has  been 
successfully  used  and  highly  commended  for  its  many  advantages. 
The  following  is  a  short  description  of  its  construction  and  action. 
The  circumference  of  the  pulley,  driving  the  wire-rope,  is  set 
throughout  its  whole  extent  with  numerous  pairs  of  movable  jaws, 
each  pair  being  separated  from  the  next  following  by  an  interval 
sufficient  to  admit  of  mutual  freedom  of  motion.  A  transverse  sec- 
tion of  the  rim  of  the  pulley  is  represented  in  the  figure — showing  the 
construction  and  disposition  of  the  movable  jaws  or  clips  by  which 
its  peculiar  action  is  obtained.  The  letters  A  and  B  indicate  the 
jaws  attached  loosely  upon  the  pivots  a  and  6,  while  the  depression 
is  occupied  by  the  rope  c. 

It  will  be  noticed  that  any  strain  or  pressure,  applied  in  the  de- 
pression, will  produce  a  downward  and  inward  motion  in  the 
lower,  and  like  motion  in  the  upper  extre- 
mities of  the  jaws,  bringing  these  nearer 
each  other ;  the  result  of  the  whole  motion 
being  that  the  body  producing  the  strain 
will  be  tightly  clutched  and  held  immovable. 
It  is  evident,  too,  that  the  amount  of  the 
jnotion  o^f  the  jaws,  And  hence  the  amount 
of  the  clutch  to  which  the  pressing  body 
will  be  subjected,  is  directly  proportional  to 
the  pressure  or  strain  which  it  exerts  upon  the  depression.  This 
is  precisely  its  action  upon  the  wire-rope,  the  movement  being  in- 
dicated in  the  figure  by  the  dotted  lines. 
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This  peculiarity  of  the  clip-pulley  permits  of  the  application  of  a 
wire-rope  driven  at  a  low  speed,  which,  as  machinery  of  this  kind, 
requires  to  be  kept  constantly  in  motion,  to  avoid  the  troublesome 
delay  of  repeated  startings,  implies  a  decided  economy  of  power,  in 
as  much  as  the  force  expended  in  driving  the  rope  while  the  ma- 
chine is  idle  is  reduced  to  a  small  figure ;  while,  when  employed, 
the  speed  of  the  rope  remains  unaltered  and  unaffected  by  the  speed 
of  lifting,  the  eflfect  of  any  change  in  the  latter  being  merely  to 
increase  or  decrease  the  strain  upon  the  rope. 

In  addition  to  the  advantage  of  low  speed,  it  is  remarked  of  the 
clip-pulley  "  an  important  practical  advantage  attending  its  use,  is 
that  it  entirely  does  away  with  the  sawing  action  of  the  rope  in  the 
ordinary  V  groove  of  a  pulley — the  clips  laying  hold  of  the  rope 
with  an  amount  of  grip  proportionate  to  the  pull  upon  the  rope, 
holding  it  absolutely  fast  for  the  moment  and  afterwards  completely 
releasing  it  as  soon  as  it  arrives  at  a  point  where  it  is  tangent  to 
the  pulley.  By  this  means,  any  power  that  is  desired  can  be  trans- 
mitted by  the  clip-pulley,  without  involving  either  the  loss  from* 
friction  or  the  wear  and  te.ar  of  rope  attending  the  use  of  the  ordi- 
nary grooved  pulley." 

Carbonic  Acid  Apparatus.— Of  the  numerous  contrivances 
designed  for  the  quantitative  determination  of  carbonic  acid  (nearly 
20  have  been  described)  there  are  none  which,  with  very  satisfactory 
results,  combined  more  simplicity  of  construction  and  ease  of 
operating  than  that  here  figured. 

It  is  upon  the  plan  of  Mohr's  well  known  apparatus— the  main 
difference  between  the  two  being,  that  in  the  latter  both  the  acid 
and  drying  tubes  are  introduced  into  a  single- 
necked  flask,  through  a  doubly  perforated 
caouchouc  cork,  while  in  the  apparatus 
figured  here  the  two  are  introduced  by  sepa- 
rate peeks,  by  which  means  the  greatest  ease 
and  security  in  fitting  together  and  taking 
apart  is  attained,  without  materially  adding 
to  the  complication ;.  but  in  these  and  other 
respects  adding  much  to  convenience.  The  bulb  in  the  tubulus 
of  the  flask  is  furnished  with  a  loose  wad  of  cotton,  which  seTVcs 
the  purpose  of  retaining  much  of  the  vapor  evolved  during  an 
operation,  before  it  can  reach  the  ordinary  drying  tube.  If  the  acid 
used  in  the  analysis  is  hydrochloric,  the  ordinary  drying  tube  is 
.    Vol.  LIX.—TniRD  Series.— No.  4.— April,  1870.  29 


Digitized  by 


Google 


226  Editorial 

laid  aside,  generally,  for  oiie  of  similar  construction,  but  containing 
chloride  of  calcium  in  the  one  half,  and  bits  of  pumice,  saturated 
within  and  without  with  anhydrous  sulphate  of  copper,  in  the  other. 
The  two  substances  kept  apart  by  a  layer  of  asbestus.  The  details 
of  the  apparatus  and  its  operations  will  be  evident  from  the  figure. 

The  ends  of  tubes  are  closed  by  means  of  short  pieces  of  rubber 
tube,  fitted  with  fragments  of  glass  rods.  w.  ii.  w. 

Corrosion  of  Iron  Water  Pipes.— We  are  indebted  to  Mr. 
Fred.  Graflf,  Chief  Engineer  of  the  Philadelphia  Water  Department, 
for  the  following  curious  item.  Two  wrought  iron  pipes,  seven 
feet  in  diameter,  have  been  laid  on  the  aqueduct  bridge,  by  which 
the  Croton  water  is  carried  over  the  Harlem  River  and  much  trouble 
has  been  experienced  from  their  rusting,  but  on  examination  it 
appears  that  at  each  joint,  where  a  lap  of  some  15  inches  is  made, 
no  notable  amount  of  rust  is  formed  on  the  entire  belt  under  the 
lap.  It  was,  at  first,  supposed  that  some  molecular  change,  pro- 
duced by  the  riveting  (which  is  double)  was  the  origin  of  this  pro- 
tection, but  this  idea  is  opposed  by  the  fact  that  the  rivets  in  other 
parts  show  no  such  action,  and  that  the  protection  in  the  laps  is 
not  concentric  with  the  rivets  but  stops  abruptly  with  the  edge  of 
the  lap.  Mr.  Graff  also  informs  us  that  the  plan  of  painting  the 
pipes,  when  hot,  with  boiled  coal  tar  has  met  with  uniform  success 
in  his  experience,  and  also  at  Boston,  where  very  serious  difficulty 
was  before  experienced  by  stoppage  from  accumulation  of  rust. 
An  attempt  to  protect  the  Croton  pipes,  by  strips  of  zinc,  entirely 
failed. 

High  Pressure  Converter. — Mr.  Bessemer  has  patented  a 
method  of  conducting  his  process  under  pressure,  by  means  of 
which,  sufficient  heat  is  produced  to  retain  complete  fluidity  in  the 
steel  until  it  is  poured  into  moulds.  For  this  purpose  he  makes 
the  converting  vessel  of  great  strength  and  as  air  tight  as  possible, 
and  makes  the  mouth  of  it  circular  instead  of  oval  and  of  smaller 
size  than  usual,  lining  this  mouth  with  a  ring  of  well  burnt  fire-clay 
or  a  composition  of  clay  and  plumbago.  Mr.  Bessemer  statas  that 
for  the  conversion  of  the  purer  kinds  of  Swedish  charcoal  pig  iron 
and  for  mottled  or  white  hematite  pig  iron  mixed  with  grey,  a  back 
pressure  in  the  vessel  of  from  8  to  15  lb.  on  the  square  inch  will 
give  good  results,  and  in  but  a  few  cases  will  a  pressure  of  20  lb. 
per  square  inch  be  necessary  ;  while  a  pressure  as  low  as  3  or  41b. 
will  be  of  little  practical  advantage,  and  below  2  lb.  per  square 
inch  he  lays  no  claim  to  an  useful  effect. 
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Petroleum  for  Heating  Locomotive  Boilers.— Two  engines 
on  the  Strasbourg  line  have  been  fitted  with  M.  Deville's  furnaces, 
and  are  employed  in  the  goods  traffic.  The  consumption  of  oil  in 
the  engines  drawing  heavy  trains  is  stated  to  have  been  from  three 
and  a  half  to  five  kilogrames  for  every  kilometer  traversed,  or 
(say)  from  8  lb.  to  12  lb.  for  every  two-thirds  of  a  mile.  The  oil 
is  said  to  be  very  completely  burnt,  and  there  is  no  smoke  and 
consequently  no  waste.  Another  advantage  claimed  is,  there  be- 
ing no  sulphur  in  the  oils  the  atmosphere  of  the  tunnels  would  be 
free  from  that  most  disagreeable  and  obnoxious  contamination, 
sulphurous  acid. 

A  New  Method  for  Drying  Vegetable  and  Animal  Sub- 
stances.— This  consists  in  filling  a  vessel  half  full  with  fused 
chloride  of  calcium,  pouring  ether  upon  it,  and  then  placing  above 
it  a  vessel  containing  the  material  to  be  dried.  The  vessel  is  placed 
upon  a  glass  plate,  and  over  this  a  bell  glass,  fitting  completely  to 
its  surface.  The  chloride  of  calcium  abstracts  the  moisture  from 
the  ether,  which  then  constantly  takes  away  a  new  quantity  from 
the  substance  in  the  vessel  above,  until  it  is  quite  dry.  Articles 
dried  in  this  manner  have  quite  a  different  appearance  from  those 
from  which  the  moisture  is  removed  by  the  ordinary  process; 
vegetables  retaining  their  natural  color  and  animal  substances  their 
elasticity  and  flexibility. 

The  ether,  perhaps,  dilutes  the  pores  or  fibres  and  thus  assists 
the  removal  of  moisture.  Its  shrinking  action  or  sponge  is,  how- 
ever, opposed  to  this  theory. 

Test  for  Impurities  in  Alcohol. — The  use  of  impure  alcohol 
for  the  solution  of  aniline  dyes  has  a  marked  effect  on  the  colors. 
If  empyreumatic  oil  is  present  much  of  the  brilliancy  is  destroyed, 
and  the  presence  of  aldehyde  has  a  still  more  prejudicial  effect,  one- 
quarter  per  cent,  being  sufficient  to  decolorize  the  violet  dye  in  a 
very  marked  degree.  A  simple  test  for  ascertaining  the  purity  of 
the  alcohol  is  to  put  some  in  a  test  tube  with  a  little  piece  of  caus- 
tic potash,  when,  if  impure,  the  alcohol  will  become  more  or  less 
yellow.  Another  test  is  to  make  two  solutions  of  the  color  of  the 
same  strength  (1  in  50),  one  with  alcohol  of  knoWn  purity,  and  the 
other  with  the  suspected  alcohol,  and  then  compare  the  intensity 
and  shade  of  the  solutions. 

A  new  Hydrometer  has  been  invented  by  M.  Baudin,  in  which 
the  strength  of  the  spirit  is  measured  by  its  expansibility. 
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PHYSICAL  CONSTITUTION  OF  THE  SUN. 

Editor  of  the  Franklin  Institute  Journal. 

Sir  : — In  November  last  I  presented  to  the  Academy  of  Arts  and 
Sciences  in  Boston,  a  summary  of  the  arguments  which  had  con- 
vinced me  of  the  general  correctness  of  Mr.  Faye's  theory  of  the 
sun's  constitution  ;  and  added  some  new  considerations  which  had 
suggested  themselves,  regarding  the  nature  of  the  chromosphere 
and  the  probable  age  of  the  sun.  Some  of  these  ideas  were  also 
given  in  a  letter  to  Mr.  Faye,  from  which  he  has  published  extracts 
in  the  Comptes  Rendus  of  the  Paris  Academ}'',  and  others  are  in  my 
report  to  Prof.  Coffin,  on  the  eclipse  of  last  summer  ;  but,  perhaps, 
it  may  not  be  amiss  if  I  reproduce  them  somewhat  more  fully  at 
present. 

The  solar  atmosphere,  consisting,  apparently,  of  such  portion  of 
the  sun's  exterior  as  has  not  suffered  condensation  into  the  incande- 
scent form,  is  not  dense  nor  hot  enough  to  manifest  its  glow  to  the 
eye,  nor  to  the  photographic  plate  except  during  a  total  eclipse 
after  long  action  in  the  focus  of  a  large  object  glass ;  notwithstand- 
ing the  richness  of  the  hydrogen  light  in  photolytic  rays.  But 
where  those  elements  which  are  continually  replenishing  the  pho- 
tosphere are  ut^dergoing  their  condensation,  this  atmosphere  becomes 
luminous  by  reason  of  their  light.  Jets  of  hydrogen  mingled  with 
vapor  of  other  and  more  condensible  metallic  elements  are  driven 
out  from  the  sun's  interior  between  the  granules  of  the  photosphere, 
and  through  the  "pores,*'  or  round  dark  points  so  thickly  scattered 
over  the  surface,  and  present  the  phenomena  of  the  protuberances. 
Rising  to  a  greater  or  less  height  before  condensation,  according  to 
the  force  with  which  they  are  ejected,  and  thus  producing  the 
widely  different  types  of  shape  which  the  protuberances  exhibit, 
they  gradually  disseminate  themselves  over  the  visible  surface  of  the 
sun,  both  by  the  direct  action  of  gravity  after  their  condensation, 
and  by  their  diff^usion  as  gases  before  and  during  this  process. 
Acquiring  brilliancy  by  virtue  of  their  change  from  the  gaseous 
to  a  more  radiant  form,  they  illuminate  whatever  region  they  may 
occupy.    Especially  when  falling  as  a  fiery  rain,  around  the  larger 
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fountain-like  protuberances,  they  appear  as  the  fleecy  aggregations 
frequently  manifested  during  total  eclipses  and  so  much  more  dis- 
tinctly upon  the  photographs  than  to  the  eye.  Thus  the  aggregations 
of  luminous  matter  seen  during  the  total  eclipse  of  last  August,  at  va- 
rious parts  of  the  sun*s  limb,  but  especially  in  the  region  near  the  an- 
telope-horn protuberance,  (which  in  the  more  delicate  photographs 
presents  a  truly  fountain-like  appearance}  would  bo  explained  as 
resulting  from  protubecance" material  projected  to  a  greater  height 
than  ordinary,  and  in  proeesB  of  subsidence  during  condensation; 
a  phenomenon  similar  in  kind  to  those  protuberances  which  appear 
to  float  like  clouds  above  the  surface  of  the  sun,  without  exhibiting 
any  points  of  attachment. 

It  is  natural  to  assume  that  hydrogen,  being  probably  the  light- 
est, and  certainly  among  the  lightest,  vapor  in  the  sun,  would  con- 
stitute a  large  portion  of  the  permanent  atmosphere  outside  the 
luminous  shell  or  photosphere.  This  outer  atmosphere  must  con- 
tain in  its  lowest  strata  all  those  elements  whose  lines  appear  dark 
in  the  solar  spectrum,  yet  it  ought  not  to  be  expected  that  with  its 
relatively  feeble  luminosity  it  should  exhibit  all  the  corresponding 
bright  lines. 

Thus  we  should  obtain  the  phenomenon  observed  by  Janssen 
and  Lockyer  as  the  "  chromosphere," — a  shell  or  envelope  of  lumi- 
nous material  outside  the  photosphere,  exhibiting  the  hydrogen 
spectrum  combined  with  that  of  other  metals,  and  identical  in  sub 
stance  with  the  protuberances.  Thus  we  should  find  its  surface 
distorted  and  billowy  in  the  neighborhood  of  the  larger  protuber- 
ances, and  its  height  varying  greatly  in  diflferent  regions  and  at 
different  times.  Thus  on  the  photographs  of  short  exposure  it 
would  be  found  to  exhibit  protuberance-like  aggregations,  where 
the  red  jets  were  unrecognized  by  the  eye,  and  where  to  the  spec- 
troscope its  surface  might  appear  approximately  parallel  to  the 
visible  contour  of  the  photosphere.  Thus  the  same  influences 
which  render  the  protuberance-jets  infrequent  near  the  poles  would 
make  the  height  of  the  chromosphere  there  a  minimum  likewise. 
And  thus,  moreover,  the  diflferent  degrees  of  density  in  the  solar 
atmosphere  at  diflferent  altitudes,  the  diflference  in  amount  of  the 
readily  condensible  material  emitted  at  the  several  parts  of  the 
limb  at  diflferent  times,  and  the  diflference  of  force  with  which  the 
emission  is  effected,  would  give  totally  diflferent  outlines  to  the 
chromosphere,  according  as  it  should  be  seen  by  means  of  a  rapidly 
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taken  and  strongly  intensified  photograph  during  eclipse,  or  by  the 
spectroscope,  or  by  a  protracted  exposure  in  a  small  and  intense 
focus. 

The  approximate  similarity  of  the  general  outline  of  the  glow 
around  the  sun  during  totality,  in  its  polar  deficiency,  seems  to 
show  that  all  the  photographs,  however  dissimilar,  offer  views  of 
one  and  the  same  object.  This  object  seems  to  be  that  which  the 
spectroscope  shows  as  an  envelope  of  varying  yet  comparatively 
narrow  thickness  around  the  sun.;  and  the  outer  limit  of  this  visi- 
ble envelope  seems  to  be  what  we  might  call  a  surface  of  equal 
condensation,  and  possibly  is  the  upper  limit  for  some  one  or  more 
of  the  more  conspicuous  metals. 

The  wide  distinction  between  this  luminous  atmosphere  and  the 
apparently  larger  and  differently  formed  corona  has  been  commented 
upon  in  a  former  communication.  A  complete  criterion  for  dis- 
tinguishing between  the  two  phenomena  is  afforded  by  the  very 
marked  diminution  of  the  one  near  the  extremities  of  the  sun's 
axis  of  rotation, — a  characteristic  which  found  no  analogy  in  the 
visible  corona  last  August,  so  far  as  may  be  inferred  from  the 
drawings,  no  matter  how  crude  or  hasty,  which  have  come  to  my 
knowledge.  There  seems  room  for  no  other  conclusion  than  that  two 
phenomena  are  superposed ;  the  one,  and  the  smaller  in  angular 
magnitude,  being  intimately  connected  with  the  solar  rotation, 
while  the  other  is  entirely  independent  of  it,  and  possibly  even  of 
telluric  origin. 

The  researches  of  Helmholtz  and  Thomson  regarding  the  age  of 
the  sun  as  a  source  of  cosmical  heat  have  shown  us  limits,  within 
which,  in  the  absence  of  more  decisive  evidence,  we  must  restrict 
our  theories  as  to  the  length  of  time  during  which  he  has  warmed 
the  earth.  The  contraction-theory  has  been  most  ably  discussed 
by  these  eminent  physicists,  and  seems  to  afford  the  only  satisfactory 
mode  of  accounting  for  the  solar  light  and  heat,  now  that  we  know 
both  that  the  meteors  generally  revolve  in  cometary  orbits,  and 
that  the  habitability  of  the  earth,  as  well  as  the  apparently  un- 
changed mutual  attraction  of  the  planets,  bears  testimony  to  the  in- 
correctness of  the  meteoric  theory.  From  Pouillet's  data,  (derived 
from  experiments  which  ought  to  be  repeated  in  some  year  when 
the  solar  spots  arc  at  a  minimum,)  Helmholtz  has  shown  that,  even 
were  the  sun's  density  uniform,  a  contraction  of -,'5  of  1  per  cent 
in   his  diameter  would  evolve  20,000  times  the  present  annual 
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supply  of  solar  heat.  But  when  the  sun  was  hotter  the  same  pro- 
portional contraction  would  have  evolved  yet  more  heat ;  so  that 
we  must  consider  the  above  estimate  as  a  minimum. 

The  expansibility  of  hydrogen  gas  for  100°  C.  is  0-3()61.  No  gas 
appears  to  have  so  small  a  coefficient  as  0*360,  which  would  cor- 
respond to  a  linear  expansion  of  0*108.  The  expansibility  of  glass, 
the  smallest  known,  I  believe,  even  for  a  solid,  is  about  y  J^  part  as 
great;  say  0*00244  in  volume,  or  000081  linear.  Therefore  for 
glass  even,  a  contraction  of  1  per  cent,  in  diameter  would  imply  a 
fall  of  temperature  by  1230°  C,  and  a  mean  specific  heat  of  218. 
This  seems  certainly  a  minimum  value. 

But  if  we  suppose  the  expansion-coefficient  to  be  as  large  as  that 
of  hydrogen,  a  contraction  of  1  per  cent,  would  correspond  to  a 
change  of  temperature  by  8*2°  C.  or  a  mean  specific  heat  of  32700, 
if  equivalent  to  20,000  years'  supply.  This  is  out  of  the  question. 
Now  Thomson  has  computed  that  bodies  smaller  than  the  sun, 
falling  from  a  state  of  relative  rest  at  mutual  distances  which  are 
large  in  comparison  with  their  diameters,  and  forming  a  globe  equal 
to  the  sun,  would  generate  20,000  times  the  present  annual  supply. 
This  would  be  greater  did  we  consider  the  unquestionable  increase 
of  the  sun's  density  toward  his  centre.  And  since  it  seems  out  of 
the  question  that  resistance  and  previous  minor  impacts  could  have 
consumed  more  than  one-half  the  heat,  he  inferred  ten  million  times 
a  year's  supply  to  be  the  lowest,  and  one  hundred  million  times  to 
be  the  highest,  estimate  of  the  sun's  initial  heat. 

Now  we  have  every  reason  for  the  belief  that  radiation  is  pro- 
portional to  temperature.     Assuming  this  and  taking  the  tempera- 
lure  of  the  sun's  photosphere  as  14,000°  C, 
10,000,000  times  the  present  annual  supply  would  be  radiated 
in  3,650,000  years  if  the  specific  heat  were  218, 
in  7,280,000      "  **         ''  ''        "     1000. 

100,000,000  times  the  present  annual  supply  would  be  radiated 
in    8,250,000  years  if  the  specific  heat  were  218, 
in  25,500,000      "  "         "  **         "     1000. 

500,000,000  times  the  present  annual  supply  would  be  radiated 
in  11,700,000  years  if  the  specific  heat  were  218, 
in  38,900,000      "  "         "  **        "     1000. 

For  vapors,  other  than  hydrogen,  the,  greatest  known  specific 
heat,  so  far  as  I  am  aware,  is  0*508,  (ammonia);  and  hydrogen, 
which  has  less  than  3*5,  cannot  form  any  considerable  portion  of 
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the  sun's  mass.*  A  specific  heat  so  high  as  1000  seems  altogether 
out  of  the  question ;  yet  it  will  be  seen  that  even  on  this  supposi- 
tion, an  amount  of  initial  heat  equal  to  500,000,000  times  the  present 
annual  supply,  would  have  been  radiated  in  less  than  forty  million 
years,  were  the  sun's  radiative  capacity  proportional  to  his  tempera- 
ture. Taking  the  more  probable  age,  10,000,000  years,  we  should 
find  226  million  times  the  present  annual  supply  to  have  been  ra- 
diated within  this  period  if  the  specific  heat  were  not  greater  than 
218 ;  and  even  were  the  specific  heat  as  high  as  1000,  the  total  ra- 
diation would  have  been  18  million  times  a  year's  radiation  at  present. 

Thus  the  limit  given  by  Thomson,  although  so  vastly  below  that 
afforded  by  the  speculations  of  some  geologists,  would  appear  it- 
self to  demand  a  considerable  additional  reduction.  And  I  cannot 
see  how  we  can  well  suppose  the  sun  in  its  present  form  to  have 
radiated  heat  for  more  than  twenty  millions  of  years,  while  three 
or  four  millions  would  seem  to  be  a  far  more  probable  estimate, 
unless  the  thermic  laws  be  totally  different  in  those  exalted  tem- 
peratures which  we  must  suppose  to  have  existed  at  some  past 
epoch. 

The  very  great  diversity  of  the  limiting  values  for  the  specific 
heat  seems  to  afford  ample  scope  for  every  needful  allowance  on 
account  of  the  natural  action  of  the  particles  within  the  body  of 
the  sun,  even  conceding  to  this  the  immense  effect  (analogous  to 
the  increase  of  specific  heat)  which  has  been  assigned  to  it  by  some 
investigators.  Even  did  we  concede  a  primitive  heat  equal  to 
200,000,000  times  the  amount  now  yearly  radiated,  and  a  specific 
heat  10,000  times  as  great  as  is  possessed  by  any  known  gaseous 
body  excepting  hydrogen,  we  could  not  deduce  so  long  a  period  as 
80,000,000  of  years  for  the  past  duration  of  the  sun's  heat. 

Yours,  &c.,  B,  A.  Gould. 


Steel  Engine  Cranks.— Vickers  &  Co.,  Sheffield,  have  cast  the 
second  of  the  two  largest  steel  cranks  ever  made.  Its  weight  was 
38,500  pounds.  Five  hundred  and  fifty  crucibles  were  poured  in 
regular  order  in  making  it. 

*  It  seems  to  form  certainly  not  more  than  lliu  18,00rth  part  of  the  luasa  of  the 
earth 
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BELTING  FACTS  AND  FIGURES. 

By  J.  H.  Cooper. 
(Continued  from  page  197.) 

Varieties  of  Belting. 

"  An  examination  of  the  diflFerent  leather  departments,  and  the 
varieties  of  belting  in  actual  use,  reveals  a  tendency  on  the  part  of 
manufacturers  to  improve  the  quality  of  wide  belts  by  securing  2 
inch  strips  along  their  edges.  Specimens  of  this  character  are  ex- 
hibited by  Messrs.  Webb  &  Son,  Stowmarket,  England;  Mr.  Wil- 
liam Euland,  of  Bonn,  Prussia;  H.  Lemaistre  &  Co.,  Brussels, 
Belgium ;  Placide  Peltereau,  32  Rue  d'Hauteville,  Paris ;  Poullain 
Brothers,  99  Rue  de  Flandre,  Paris ;  and  others,  of  less  note. 

The  material  forming  these  strips  is  (with  a  single  exception) 
leather  of  the  same  quality  as  the  belt.  The  methods  of  attach- 
ment are  variable,  as  laces,  threads,  rivets,  eyelets,  and  brass 
screws.  The  English  use  the  threads,  Prussians  the  laces,  and  the 
French  all  the  varieties  enumerated.  Mr.  P.  Peltereau,  proprietor 
of  one  of  the  largest  houses  in  France,  makes  a  remarkable  display 
not  only  of  belts  and  their  mountings,  but  of  different  kinds  of 
leather,  such  as  tanned  elephant  hide,  varying  in  thickness  from  J 
to  }  an  inch,  and  hippopotamus  hide  from  1  inch  to  IJ  inches  in 
thickness. 

His  8-inch  and  10-inch  belts  have  leather  facings  2  inches  wide 
on  their  edges.  Each  of  these  facings  is  attached  by  two  leather 
laces,  whose  stitches  have  |  of  an  inch  span,  and  run  in  parallel 
lines  separated  by  1|  inch. 

The  "  inextensible  belt,"  for  which,  at  a  previous  exposition, 
he  received  a  gold  medal,  has  steel  instead  of  leather  edging  strips. 
These  strips,  for  a  10-inch  belt,  are  2  inches  wide  by  ^^  of  an  inch 
in  thickness,  and  are  attached  by  two  rivetted  rows  of  copper  tacks. 
These  tacks  are  \  inch  diameter  and  placed  3  J  inch  between  centres* 

Messrs.  Poullain  Brothers  join  their  single  and  compound  their 

double  belts  with  headless  \  inch  brass  screws.  This  is  accomplished 

by  a  very  ingenious  machine,  of  which  there  are  several  types  in 

the  French  department.     It  carries  a  coil  of  plain  brass  wire,  which, 
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while  being  fed  to  the  work,  passes  through  a  die  of  28  threads  to 
the  inch.  The  screw  thus  formed  enters  the  belt  at  a  point  closely 
clamped  by  a  foot-lever,  and  having  passed  through  is  cut  off. 
Finally,  the  belt  being  placed  on  a  surface  plate,  the  points  of  all 
the  screws  are  slightly  riveted.  The  most  compact  and  expeditious 
of  these  machines  is  the  invention  of  Mr.  Cabourg,  74  Rue  St. 
Honore,  Paris. 

Mr.  E.  Scellos,  of  74  Boulevard  du  Prince  Eugene,  exhibits  what 
he  terms  a  "  homogeneous  belt,"  for  150  horse-power.  This  belt  is 
19  J  inches  wide  by  f  inch  in  thickness. 

It  is  composed  of  104  leather  strips  |  inch  wide,  laid  horizontally 
with  reference  to  the  belt,  and  laced  transversely;  the  distance  be- 
tween laces  is  1^  inches,  and  diameter  of  lace  ^'^  of  an  inch.  The 
advantage  of  edge-bound  wide  belts,  where  frequent  slipping  is  an 
essential,  we  think  will  be  readily  conceded ;  and  to  what  extent 
they  can  supplant  double  belts  is  a  subject  worthy  of  experimental 
inquiry.  The  use  of  very  wide  belts  is  seldom  resorted  to  in  the 
machinery  department.  One  of  the  stationaries  has  two  central 
ribbed  pulley  rims  bolted  to  the  arms  of  its  fly-wheel,  on  these  run 
4  belts  6  inches  in  width ;  another  has  two  12-inch  edged  belts,  and 
so  on — the  inclination  was  always  to  increase  the  number  rather 
than  the  width  of  the  belts. — Report  on  Steam  Engineering^  Paris 
Exposition^  1867. —  W.  S.  Auchinchss. 

(To  be  Continued.). 


LONG  SPAN  BRIDGES. 

[Thb  following  letters,  of  which  only  a  few  printed  copies  have 
been  circulated,  possess  so  wide  an  interest  that  we  think  them  well 
worthy  of  a  place  in  our  pages. — Ed.] 

U.  S.  Engineer's  Office,  St.  Paul  Minn,,  Dec.  21,  1868. 

To  Mr.  W.  W.  Evans,  Chief  Engineer,  and  others, 
Memhers  of  a  Convention  held  at  St.  Louis  in  August,  1867. 

Gentlemen  : — I  respectfully  request  your  consideration  of  the 
use  that  has  been  made  of  your  report  in  a  pamphlet  circulated 
among  members  of  Congress  at  the  last  session,  and  would  like  to 
be  informed  by  you,  individually,  how  far  you  intended  to  decide 
the  question  of  bridging  the  great  navigable  western  rivers.  It  did 
not  seem  to  me  that  anything  more  was  intended  by  the  Convention 
than  to  "recommend  to  the  parties  in  interest,"  viz:  "the  Bridge 
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Company,"  what  you  deemed  was  for  their  interest,  and  I  think 
that  may  be  clearly  inferred  from  your  report.  Nevertheless,  there 
are  expressions  used  in  different  places  in  it  which  seem  to  indi- 
cate that  the  conclusions  reached  were  general  in  their  application, 
and  I  have  thought  it  best  to  refer  the  matter  to  you.  I  have  taken 
from  the  pamphlet,  to  which  I  call  your  attention,  its  title  page, 
and  all  there  is  quoted  from  your  report. 

In  order  that  you  may  understand  why  it  is  that  /bring  this  mat- 
ter before  you,  I  will  state : 

That  in  August,  1866,  I  was  assigned  to  the  duty  of  collecting 
information  in  relation  to  bridging  the  Mississippi  River  between 
St.  Paul,  Minn.,  and  St.  Louis,  Mo.,  under  a  joint  resolution  of  Con- 
gress past  just  previous  to  my  being  thus  assigned.  I  have  been 
engaged  upon  this,  with  other  duties,  ever  since,  reporting  progress, 
from  time  to  time,  to  the  Chief  of  Engineers,  U.  S.  Army,  and  con- 
ferring and  communicating  with  the  Senate  Committee  on  post 
offices  and  post  roads,  at  each  session. 

At  the  last  session,  the  question  of  bridging  the  Ohio  River  was 
brought  prominently  forward,  and  I  was  consulted  by  this  same 
committee  in  relation  thereto.  The  report  of  this  committee  you 
can  probably  obtain  by  writing  to  a  member  of  Congress.  It  forms 
printed  Sen.  Rep't,  Com.  No.  168,  40th  Congress,  2d  session. 

The  substance  of  what  I  am  responsible  for  in  that  report,  is  that 
a  500  feet  span  (not  a  suspension  one)  is  practicable,  and  with  the 
contiguous  spans  of  the  ordinary  length,  with  single  track,  at  an  ex- 
pense not  greater  than  for  such  bridges  already  built  in  this  country, 
and  that  the  interests  of  the  navigation  should  determine  whether 
such  long  spans  were  necessary,  as  it  might  be  in  some  cases  and 
not  in  others.  I  did  not  then  think  that  I  was  at  variance  with  the 
St.  Louis  Convention ;  that  Convention  had  decided  the  question  as 
far  as  it  related  to  the  Bridge  Company's  interest,  and  to  the  effect, 
that  the  cheaper  the  bridge  the  better  for  them,  while  I  had  given 
my  opinion  that  the  necessities  of  navigation  should  decide  it,  pro- 
vided these  were  not  so  exacting  as  to  be  practically  prohibitory 
to  bridges. 

The  debates  on  the  subject  in  the  Senate  on  July  16th,  17th, 
21st  and  22d,  (see  Globe^)  show  that  very  considerable  importance 
was  given,  in  the  minds  of  some  members  of  the  Senate,  to  the 
extracts  from  the  report  of  the  St.  Louis  Convention,  one  Senator 
using  the  following  language :  "  I  wish  to  read  a  few  extracts  from 
"  a  longer  report  now  in  the  hands  of  the  Senator  from  Indiana.  As 
"  we  cannot  get  any  other  reports  to  know  whether  this  [the  report 
"  of  the  Senate  committee]  is  right  or  wrong,  I  shall  be  inclined  to 
"  rely  on  this  report  of  25  civil  engineers,  one  of  them,  however,  be- 
"  ing  from  the  United  States  Army."  Extracts  were  then  read 
from  this  pamphlet,  and  the  Senator  concluded :  "  Mr.  President,  I 
*'  am  bound  to  believe,  until  I  see  something  to  the  contrary  from 
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"some  authoritative  source  that  this  idea  of  a  five  hundred  feet 
"span,  is  a  mere  notion,  gotten  up  by  one  opposing  interest  against 
"  another." 

I  hope  you  will  not  take  this  reference  of  the  matter  to  you,  by 
me,  as  an  unwarrantable  intrusion.  I  would  be  obliged  to  you  for 
such  answers  as  you  choose  to  make,  and  I  would  like  to  have  them 
sent  me  with  the  understanding  that  they  may  be  officially  used  by 
me  in  my  reports. 

I,  myself,  attach  the  highest  value  to  the  decision  of  a  body  com- 
posed of  such  distinguished  engineers  as  constituted  that  Convention, 
and  as  it  is  not  a  permanently  organized  body,  I  have  addressed  this 
to  you  individually.  The  weight  which  your  decision  must  carry 
with  it,  must  be  my  excuse  for  endeavoring  to  ascertain  "  authorita- 
tively "  what  that  decision  practically  was,  and  its  extent  and  appli- 
cation. The  question  hag  not  yet  been  disposed  of  in  Congress. 
Yours,  respectfully,  G.  K.  WAKEEN, 

Major  Engineer  J  U,  S,  A. 


New  York,  January  5,  1869,  47  Exchange  Place. 

General: — lam  in  receipt  of  your  circular  letter  in  reference 
to  the  report  of  the  convention  held  in  St.  Louis,  in  August,  1867, 
to  consider  the  subject  of  the  construction  of  a  Rail  and  Highway 
Bridge  across  the  Mississippi  Eiver,  at  St.  Louis.  In  answer,  I 
would  say,  that,  although  my  name  appears  as  one  of  the  Conven- 
tion, I  was  not  present,  and  did  not  see  the  report  until  after  it 
appeared  in  pamphlet  form.  The  President  of  that  Convention 
was  my  chief  for  a  number  of  years,  and  having  always  had  the 
most  exalted  opinion  of  his  great  Engineering  ability,  I  told  him 
that  I  would  sign  the  report ;  that  I  would  sign  anything  that  he 
would  put  his  name  to.  In  this  way  my  name  became  attached  to 
the  report.  I  beg  now  to  say,  in  reference  to  the  question  asked, 
that  I  fully  believe  in  the  practicability  of  building  Girder  Bridges 
of  500  feet  clear  spans ;  but,  I  do  not  believe  in  the  propriety  of 
them  in  any  case  or  under  any  circumstances ;  but,  I  do  believe 
in  the  propriety,  the  economy,  the  reliability,  and  the  usefulness  of 
bridges  of  suspension  for  railway  and  highway  purposes,  of  spans 
ranging  from  500  feet  to  3,000  feet.  Why  the  law  should  have 
been  framed  to  exclude  the  Suspension  principle  is,  to  me,  inexpli- 
cable, when  we  have  in  existence  a  railway  bridge  of  much  greater 
span  which  has  given  satisfaction.  That  bridges,  on  the  girder 
principle,  of  500  feet  spans  can  be  built  there  is  now  no  longer 
reason  to  doubt,  with  the  knowledge  we  have  of  the  construction 
of  the  Britannia  Bridge,  459  feet  3  inches  span,  and  the  bridge  just 
constructed  over  the  Lek,  at  Kuilenberg,  in  Holland,  of  492  feet 
span,  and  another  over  the  Moldau,  at  Prague,  in  Austria,  of  the 
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eame  span,  but  I  would  ask,  What  engineer  is  there  in  the  United 
States  bold  enough  to  recommend  such  bridges  for  construction 
here,  when  he  has,  staring  him  in  the  face,  the  figures  2,12S  as  the 
tons  of  iron  and  steel  used  in  the  construction  of  one  span  of  492 
feet,  and  the  figures  3,000  as  representing  the  tons  of  iron  used  in 
one  span  of  the  Britannia  bridge  of  less  than  460  feet,  and  then 
compare  these  figures  with  the  400  tons  of  iron  and  less  than  600 
tons  of  wood  used  by  Eoebling  in  the  construction  of  the  Niagara 
Suspension  Bridge,  of  over  800  feet  span  ?  I  am  fully  convinced, 
after  years  of  investigation,  that  bridges  of  600  feet  span,  of  iron 
and  steel,  for  railway  purposes,  having  no  curved  lines  in  any  of 
the  chief  members,  and  having  as  much  rigidity  as  the  Britannia 
Bridge,  can  be  built,  and  successfully  built,  on  the  Truss  Suspen- 
sion principle,  with  much  less  than  700  tons  of  metal.  Fink's 
Patent  Suspension  Truss  Bridge  as  now  built  by  an  eminent  engi- 
neering firm  of  Baltimore,  and  very  extensively  used  throughout 
the  country  in  spans  of  250  to  400  feet,  combines  many  of  the 
features  required  in  a  railway  bridge.  This  plan  may,  in  my 
opinion,  be  improved  for  very  long  spans  by  introducing  a  plan 
for  keeping  the  main  suspension  members  in  straight  lines  by  aux- 
iliary chains,  as  supporters  of  the  sag  which  would  naturally  take 
place,  this  feature  in  bridge  building  will,  before  long,  be  under- 
stood, appreciated  and  used  for  railway  bridges  of  very  long  spans. 
I  see  no  good  reason  why  railway  bridges  of  1,000  or  1,500,  or  even 
3,000  feet  span  should  not  be  built  when  occasion  and  circumstances 
call  for  them ;  but,  spans  of  these  dimensions  evidently  cannot  be 
built  when  the  chief  members  are  arches,  depending  on  compression 
for  strength ;  bars,  or  beams,  or  columns,  beyond  a  certain  length, 
cannot  be  depended  on  for  strength  without  much  lateral  bracing 
and  propping  on  every  side,  and  even  then  no  man  can  tell  when 
and  where  buckling  and  doubling  up  will  take  place,  while  a  bar 
or  chain  of  iron  or  steel,  or  cable  of  wire,  has  a  known  strength  no 
matter  what  the  length,  and  can  be  relied  on. 

The  suspension  principle  is  fully  understood  and  appreciated  by 
the  leading  engineers  of  the  United  States,  and  it  is  folly  for  legis- 
lators and  others  at  the  present  day  to  ignore  its  great  merits.  Mr 
Roebling  deserves  much  praise  and  lasting  honors  for  the  boldness 
exhibited  in  design,  and  the  skill  developed  in  execution  of  rail- 
way bridges  of  suspension,  and  that,  too,  after  the  matter  had  been 
discussed  and  condemned  by  the  Institution  of  Engineers  in  England. 
It  is  shown  by  actual  results  that  the  deflection  of  the  Niagara 
Suspension  Bridge,  which  has  a  span  of  821  feet  4  inches,  is  about 
the  same  in  proportion  to  the  span,  as  that  of  the  Britannia  Bridge, 
a  rigid  Iron  Plate  Girder  of  459  feet  3  inches,  when  each  are  loaded 
with  300  tons.  When  the  Niagara  Suspension  Eailway  Bridge  be- 
came a  fixed  fact,  European  Engineers  made  it  the  subject  of  much 
discussion;  many  of  the  routine  Engineers,  those  that  had  been 
brought  up  in  a  groove,  could  not  believe  in  it,  and  do  not  believe 
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in  it  to  this  day ;  but  one  amon^r  them,  a  well-known  writer  on  the 
strength  of  materials,  Peter  W.  Barlow,  packed  his  valise  and  came 
to  this  country  to  look  at  this  wonder  after  it  had  been  in  existence 
over  five  and  a  half  years.  It  may  be  interesting  to  quote  some  of 
his  opinions  and  conclusions  taken  from  a  pamphlet  published  on 
his  return  to  England,  a  copy  of  which  he  sent  to  rae.  On  page  6 
he  says  :  "  The  suspension  principle,  if  correctly  carried  out,  is  the 
"  safest,  as  well  as  greatly  the  most  economical  application  of  iron 
"  to  railway  structures."  On  page  18 :  "  Oxidation  is  slow  where 
"  every  part  can  be  got  at  and  painted.  Tube  Bridges,  with  cells, 
"  diflBcult  to  be  got  at,  will  be  more  liable  to  loss  of  strength  from 
"  this  cause."  Page  19 :  "  The  durability  of  the  Niagara  Bridge 
"  Cables  will  not  be  less  than  the  masonry  of  which  the  towers  are 
"  built."  At  page  22  he  shows  the  ratio  of  strength  to  strain,  by 
"  weight  of  bridge,  to  be  in  the  Niagara  Bridge,  65  to  1 ;  in  the 
"  Britannia  Bridge,  3-4:  to  1 ;  the  Conway  Bridge,  3-8  to  1,  and  the 
"  Satash  Bridge,  5*  to  1.  Page  30  :  The  Niagara  Bridge  is  the  safest 
"  and  most  durable  railway  bridge  of  large  span  that  has  been  con- 
"structed;  had  wrought  iron  been  used  for  trussing,  the  total 
"  weight  would  not  have  exceeded  800  tons,  the  deflection  of  the 
"  wave  reduced  to  2  inches,  and  the  strain  on  the  cables  to  \  of 
"  their  ultimate  strength.  It  is  clear,  therefore,  that  820  feet  is  not 
**  the  limit  of  the  opening  that  can  be  crossed  by  this  principle,  but 
"  that  spans  as  high  as  3,000  or  5,000  feet  can  be  carried  out  for 
"  railways  without  exceeding  the  safe  limit  of  strain  on  the  wire 
"cables,  and  at  a  cost  which  would  render  remunerative  con- 
"nections  and  communications,  which  are  now  considered  im- 
"  practicable."  Mr.  Barlow  then  goes  on  to  estimate  the  dimensions 
strength  and  cost  of  a  suspension  bridge  of  3,000  feet  span,  which 
he  proposed  to  build  between  Liverpool  and  Birkenhead.  From 
the  foregoing  notes  and  opinions  of  one  of  the  first  of  English 
Engineers,  together  with  what  we  know  and  can  see  for  ourselves, 
who  is  there  that  can  doubt  ?  W  ho  is  there  bold  enough  to  ignore  the 
strength,  the  economy,  the  safety,  the  durability,  and  the  great 
merits  of  the  suspension  principle  for  railway  bridges  of  great  span? 
I  am  in  the  belief  that  a  very  large  portion  of  the  educated  people 
of  this  country  are  ignorant  of  what  can  be  done  with  steel,  and 
how  differently  it  will  act  under  certain  circumstances  of  tension 
and  compression.  It  is  common  among  Engineers  to  demonstrate 
facts,  ana  show  differences  by  caricatures.  Let  us  take  this  method 
to  show  what  steel  can  do  in  tension,  and  what  it  cannot  do  in 
compression. 

Suppose  steel  wire  to  have  a  tensile  strength  of  more  than  150, 
000  pounds  to  the  square  inch,  also  that  one  inch  cube  will  have  a 
compressive  strength  of  more  than  150,000  pounds,  (there  is  plenty 
of  steel  to  be  found  that  can  exceed  these  figures,)  now  let  us  sup- 
pose that  four  cubic  inches  will  weigh  one  pound,  which  in  round 
numbers  is  not  far  from  the  truth,  there  will  be  50,000  feet  of  solid 
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steel  wire,  one  square  inch  area,  in  150,000  pounds,  and  there  will 
be  tensile  strength  enough  in  the  first  inch  at  top,  if  in  one  piece, 
to  hold  itself  if  suspended  from  a  point  50,000  feet  above  the  earth 
and  hanging  in  a  straight  line ;  now  suppose  we  rest  the  lower  end 
on  a  well  prepared  foundation  and  let  go  of  the  upper  end,  what 
will  become  of  the  50,000  feet  when  you  come  to  depend  on  its 
compressive  strength  ?  Is  it  not  clear  that  it  will  double  up  in  a 
thousand  folds  and  twist  and  come  down  to  the  earth  with  a  rush, 
and  yet  the  first  cubic  inch  at  the  bottom  was  prepared  to  hold  the 
whole  of  it  without  crushing.  Suppose  we  take  8,000  feet  of  this 
one  inch  square  solid  cable  of  steel  wire  and  hang  it  on  a  hook 
8,000  feet  above  the  earth.  What  will  it  hold  ?  Why  it  will  hold 
itself,  which  will  weigh  9,000  pounds,  and  a  ball  of  141,000  pounds, 
which  is  the  balance  of  the  150,000 ;  but  what  will  become  of  the 
3,000  feet  if  compression  is  depended  on,  to  say  nothing  of  the  141, 
000  pound  ball  ?  Why  it  will  come  down  as  before.  What  will 
become  of  10  feet  of  this  cable,  or  5,  or  even  2  feet,  if  it  were  set  up 
and  the  141,000  pound  ball  or  the  tenth  part  of  it  were  placed  on 
top  ?  Why  it  would  buckle,  and  the  ball  would  have  a  tumble. 

This  is  not  a  very  scientific  way  of  writing.  General,  but  it  is  one 
everybody  can  understand,  and  I  only  write  in  a  caricatured  light 
to  show  in  this  ridiculous  way  the  true  difference  between  com- 
pression and  tension  in  long  span  bridges,  where  economy  and  re- 
liability are  considered,  and  where  the  Engineer  is  performing  his 
chief  function,  of  making  the  most  out  of  the  least. 
I  remain,  General,  your  obedient  servant, 

W.  W.  EVANS. 

To  General  G.  K.  Warren, 
U.  S.  Engineers, 

In  charge  of  Mississippi  Eiver  Surveys  and  Bridges. 


Slate  Pencils  for  the  Million.— A  Eutland  (Vt.)  Slate  Pen- 
cil Company  has  recently  put  up  a  machine  which  will  cut,  it  is 
said,  20,000  pencils  in  an  hour. 

A  New  Explosive  has  been  invented  by  Mr.  Nobel,  inventor 
of  nitro-glycerine  and  dymanite,  which  he  calls  dualine.  It  consists 
principally  of  nitrate  of  ammonia  and  very  fine  saw  dust,  which  has 
.been  acted  upon  by  nitro-sulphuric  acid.  It  is  said  not  to  be  de- 
compoded  by  accidental  contact  with  acids,  will  not  congeal  or  lose 
any  of  its  properties  during  cold  or  hot  weather.  Its  explosion 
does  not  produce  any  noxious  gases,  and  it  will  burn  in  the  open 
air  without  exploding. 
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PUMPING  ENGINES. 

^Y  H.  P.  M.  BiRKINBINEi  EnGII^EER. 

On  page  19  of  the  January  number  of  the  Journal,  appears  an 
article  under  the  head  of  "  Performance  of  Engines,"  in  which 
there  are  statements  of  the  duty  of  a  number  of  rotative  engines, 
driving  elastic  loads,  brought  into  comparison  with  the  perform- 
ance of  Cornish  pumping  engines;  as  an  answer  to  former  commu- 
nications. 

The  question  discussed  in  the  Journal  is  not  that  no  other  form 
of  steam  motor  could  possibly  give  as  high  a  duty,  but  simply  that 
for  pumping  water  the  Cornish  engine  is  the  best  adapted  to  the 
work,  and  that  it  will  raise  more  water,  with  a  given  amount  of 
fuel,  than  any  other  known  form  of  engine. 

America  may  be  proud  that  her  mechanics  have  done  so  much 
to  improve  the  efficiency  and  workmanship  of  the  steam  engine, 
and  that  those  made  by  them  compare  favorably  in  proportion, 
finish  and  performance  with  the  best  productions  of  other  countries ; 
yet,  for  pumping  water,  we  have  not  succeeded  in  making  any 
engines  which  equal  in  duty  the  Cornish  engines  instanced,  viz: 

Fowey  Consols 1,160,714  foot  pounds. 

Rowans 1,767,851  foot  pounds. 

But  little  confidence  can  be  placed  in  mere  experimental  results 
as  exhibiting  the  economical  value  of  an  engine,  for  they  are  gen- 
erally by  or  in  the  interest  of  the  maker  so  as  to  give  the  utmost 
duty  possible  under  the  most  favorable  circumstances. 

In  the  trial  of  a  pumping  engine  in  one  of  our  cities,  two  set  of 
experiments  were  made,  one  for  duty  and  another  for  capacity. 
In  another  city  more  than  one-third  of  the  coal  used  during  the 
trial  is  charged  to  banking  fires,  etc.  These  two  instances  show 
the  unreliability  of  some  claimed  duties.  In  the  performance  of  the 
various  engines  of  the  Philadelphia  Water  Works,  in  the  report, 
all  the  coal  purchased  was  charged,  and  the  average  month's  or 
year's  work  given.  This  makes  them  appear  to  disadvantage 
when  brought  into  comparison  with  mere  experimental  results. 

The  variety  of  opinions  in  regard  to  the  most  efficient  form  of 
pumping  engines  is,  in  some  instances,  due  to  the  want  of  know- 
ledge and  experience  of  those  called  upon  to  select,  design  or  con- 
struct them,  and,  in  others,  to  an  unwillingness  to  pay  for  the 
proper  kind  of  machinery. 
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The  author  of  the  article  referred  to  says  "  several  writers  have 
distinctly  stated  in  the  Journal^  that  the  weight  of  the  moving 
parts  is  the  principal  cause  of  the  superiority  of  this  form  of  engine 
(Cornish)  etc."  These  statements,  if  made,  have  escaped  my  notice ; 
what  has  been  asserted  is  that  the  weight  of  the  moving  parts  makes 
a  higher  degree  of  expansion  possible,  and  so  far  as  this  affected 
the  duiy^  it  was  a  valuable  consideration. 

Steam  Jackeiiing. 

My  paper  on  ^^ steam jacketting  the  cylinders  of  Cornish  engines'" 
simply  presented  a  few  practical  statements  and  was  written  with 
the  hope  that  some  one  with  more  time,  patience  and  ability  would 
consider  the  subject  worthy  of  an  exhaustive  paper ;  for  if  these 
expensive,  and  often  troublesome,  appendages  to  an  engine  are  of 
little  or  no  practical  value  it  would  be  better  to  dispense  with  them. 

No  reference  was  made  in  my  article  to  the  value  of  steam  jacket- 
ting  any  but  Cornish  engines. 

The  array  of  names  of  world  wide  reputation  to  which  my  position 
is  claimed  as  antagonistic  certainly  appear  to  be  sufficient  to  settle 
the  question ;  yet,  accepting  their  theories  as  correct,  some  cir- 
cumstances may  occur  in  practice  to  modify  them,  and  still  render 
my  position  tenable.  Thus  the  statement  given  to  show  that  there 
would  be  a  difference  in  the  diameter  of  the  ends  of  the  cylinder 
in  not  using  a  steam  jacket  is  theoretically  correct ;  but  the  differ- 
ence between  the  steam  and  exhaust  ends  would  not  be  0*1  inch 
as  stated,  for  the  temperature  of  the  exhaust  end  would  not  bo  that 
of  the  condenser  stated  as  (90°)  (?)  and  although  it  is  affected  by 
the  refrigerating  influence,  it  is  doubtful  if  it  is  ever  below  200°. 

The  conductive  power  of  the  metal  of  the  cylinder,  the  retentive 
power  of  its  clothing  and  the  fact  that  the  entire  cylinder  becomes 
at  every  stroke  alternately  steam  and  exhaust,  will  place  at  least 
one  cipher  before  the  figure  given,  thus  making  the  difference  in 
diameter  -01  inch.  A  cylinder  eighty  (80)  inches  in  diameter  and 
fourteen  (14)  feet  long  which  could  be  bored  with  no  greater  vari- 
ation in  diameter  than  this,  would  be  pierfectly  satisfactory ;  indeed 
such  accuracy  is  rarely,  if  ever,  attained  in  practice.  Therefore,  the 
position  that  practically  there  would  be  no  difference  in  the  dia- 
meters of  the  ends  of  the  cylinders  is  a  true  one. 

The  instance  of  an  engineer  attempting  to  start  an  eighty  (80) 
Vol.  LIX-— Third  Series.— No.  4.— April,  1870.  31 
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inch  cylinder  engine  without  warming  it  up,  simply  shows  that 
the  person  in  charge  was  unfit  to  take  care  of  so  important  a  piece 
of  mechanism,  and  it  is  a  miracle  that  the  jacket  was  not  broken. 
No  remarks  are  necessary  upon  the  other  engines  instanced,  as  the 
same  erroneous  assumption  forms  the  basis  of  calculation. 

There  is  a  practical  limit  to  expansion,  and  if  the  full  amount  de- 
sirable or  safe  can  be  affected  without  a  jacket,  there  cannot  be  any 
necessity  for  carrying  it  further.  There  are  few  Cornish  engines 
in  which  the  steam  is  used  in  the  cylinder  at  a  greater  pressure  than 
45  pounds  +  the  atmosphere.  By  maintaining  a  pressure  suffi- 
ciently above  this  in  the  boiler  to  counteract  the  loss  of  heat  from 
various  causes  in  working  the  steam,  may  not  all  the  benefits  of  a 
jacket  be  secured  in  this  way? 

AVhile  the  formula  given,  and  the  calculations  based  upon  it, 
show  great  advantages  from  jacketting,  it  does  not  appear  to  be 
realized  in  practice.  In  Wicksteed's  experimental  inquiry  into  the 
Cornish,  Bolton  and  Watt  pumping  engines.  Table  vii.  the  amount 
of  steam  used  in  cylinder  and  jacket  is  given  in  several  instances 
(line  P,  columns  8  and  9  represents  about  the  average.)  The  amount 
of  water  condensed  in  the  jacket  per  stroke  of  the  engine  is  '028 
pounds,  that  required  for  the  cylinder  is  5*422  pounds.  The  rela- 
tion which  these  quantities  bear  to  each  other  shows  that  any  possi- 
ble gain  by  the  utilization  of  the  heat  of  the  steam  in  the  jacket 
through  the  walls  of  the  cylinder,  must,  of  necessity,  represent  but 
a  small  percentage  of  the  work  done.  At  the  late  exhibition  of 
the  American  Institute  in  New  York,  there  were  two  high  pressure 
engines  fairly  representing  the  better  class  being  constructed  at 
the  present  time,  nearly  identical  in  size  and  arrangement,  one 
with  a  steam  jacket  fitted  to  the  cylinder  and  the  other  without 
this  appendage.  They  were  tested  together  with  the  following 
results  in  coal  consumed  per  horse-power  per  hour. 

Jacketied  Cylinder. 

Indicated  horsepower 2-831  jwunds. 

Nethorse-powor 3*248      " 

Dynamometer  horso-po\yer 3-446      ** 

Uvjaclcetted  Cylinder. 

Indicated  horse-power 2-895  pounds. 

Net  horse-power 3-209 

Dynamometer  horse  power 3-294       " 
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Yet  with  these  results  so  identical,  a  writer  upon  those  experi- 
ments claims  an  increase  of  duty  for  the  jacketted  cylinder,  by  cal- 
culation, of  13-7  per  cent.;  but  it  does  not  appear,  in  either  of  the 
three  methods,  taken  to  arrive  at  the  value  of  the  work  done ;  the 
coal  heap  being  the  absolute  measure  of  economy. 

The  Cornish  engine  mentioned  in  my  former  article,  forms  a 
part  of  the  pumping  machinery  of  a  canal  company,  and  while  its 
duty  is  below  that  of  high  pressure  rotative  engines  in  the  same 
works,  it  could,  at  small  expense,  be  made  much  more  economical. 

The  engine  so  contemptuously  referred  to  as  being  in  one  of 
the  Philadelphia  Water  Works,  is  a  Cornish  engine  with  its  beam 
placed  on  the  sides  instead  of  overhead,  and  was  constructed  by  an 
establishment  of  long  standing  and  reputation  in  this  city.  The 
^^  singular  pair  of  twins  in  the  West  Philadelphia  Water  Works  " 
I  am  responsible  for,  and  constructed  them  in  1854  for  Bull  Cornish 
engines,  nor  am  I  even  now  convinced,  by  the  correspondent  of 
the  Journal^  that  they  are  not  such  engines.  When  in  fair  work- 
ing order  they  frequently  have  produced  an  average  duty  of  over 
six  hundred  thousand  (600,000)  foot  pounds  for  a  month  at  a  time, 
working  irregularly,  as  of  necessity  they  must,  without  any  njser- 
voir,  supplying  the  water,  as  it  is  used,  through  a  standpipe. 

While  we  may  have  no  right  to  doubt  the  high  duties  claimed 
for  some  of  the  Cornish  engines  reported,  130  millions  and  198 
millions,  yet  when  making  a  personal  examination  of  the  famous 
Wicksteed  engine,  which  is  a  part  of  the  machinery  of  the  New 
River  Company  supplying  London,  and  making  all  the  allowances 
which  could  be  fairly  given  in  favor  of  the  engine,  I  found  the 
average  working  duty  was  not  above  600,000  foot  pounds. 

A  fair  average  working  duty  for  Cornish  engines  is  from  500,000 
to  600,000  foot  pounds.  However  scientific  men,  the  writer  of  the 
article  included,  may  be  astonished,  it  is  a  fact  that  the  majority  of  en- 
gines now  in  use,  for  all  purposes,  consume  on  an  average  over  5 
pounds  of  coal  per  horse-power  per  hour,  and  of  those  being  con- 
structed at  the  present  time  a  large  majority  will  consume  over  3 
pounds  of  coal  per  horse-power  per  hour, 

•  The  Oliver  Evans  high-pressure  pumping  engine,  erected  at 
Fairmount  in  1815,  produced  an  average  duty  of  175,000  footpounds, 
and  there  are  pumping  engines  now  running  which  give  a  lower 
duty;  one  a  patented  duplex  condensing  engine,  highly  recom- 
mended by  a  writer  in  the  Journal  and  claimed  to  "  rival  the  Corn- 
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ish  engine  in  its  best  results,"  now  supplying  a  city  in  this  state, 
pr6duces  an  average  of  but  126,000  foot  pounds. 

Are  not  civil  engineers  as  a  class  much  to  blame  for  the  confu- 
sion that  appears  to  exist  in  reference  to  this  subject  ? 

The  pumping  engine  forms  one  of  the  most  vital  parts  of  the 
majority  of  our  water  works.  Would  it  not  be  well  for  thorn  to 
come  down  to  the  work-shop  and  look  into  the  details,  making 
themselves  thoroughly  conversant  with  the  subject  so  as  to  enable 
them,  from  their  own  knowledge,  to  suggest  what  form  of  pump- 
ing engine  is  most  desirable,  and  to  prepare  their  own  plans  and 
specifications  instead  of  being  dependent  upon  others,  who  may  be 
skilled  mechanics  doing  work  with  integrity,  yet  unacquainted 
with  the  principles  embraced  in  pumping  engines,  or,  as  is  some- 
times the  case,  to  an  enthusiastic  patentee  who  can  see  nothing  so 
distinctly  as  his  royalties. 

Having  carefully  examined  most  of  the  different  patents  granted 
for  improvements  upon  pumps  and  pumping  machinery,  I  am  satis- 
fied that  few  of  them  are  of  any  essential  value,  and  that  any  one 
skilled  in  the  matter  may  design  pumping  engines  of  the  most 
efficient  character  without  in  any  way  interfering  with  patented 
peculiarities.  Thus  not  only  saving  royalties,  but  enabling  the 
work  to  be  let  to  the  lowest  and  best  bidder. 


"  Squirting ''  Solid  Metals. — In  a  recent  lecture  at  the  St>ciety 
of  Arts,  London,  John  Anderson,  C.  E.,  noted  this  property  of 
metals  and  described  various  processes  dependent  thereupon.  In 
the  course  of  his  remarks  he  said:—"  A  very  singular  result  was 
obtained  by  an  attempt  to  squirt  brass  pipes,  which  are  extensively 
used  as  steam  boiler  tubes  and  for  gas  fitting  purposes.  This  brass 
consists  of  sixty  parts  of  copper  and  forty  parts  of  zinc,  and  of 
various  other  proportions;  but,  singular  to  relate,  the  pipes  so 
squirted  were  zinc  rather  than  brass;  the  most  of  the  copper  re- 
mained in  the  vessel  and  refused  to  flow.  We  are  not  to  infer  from 
this  that  the  copper  would  not  flow,  but  rather  that  the  union  be- 
tween the  zinc  and  the  copper  was  less  than  the  pressure  necessary 
to  make  the  copper  flow  ;  the  mixture  may  have  been  more  me- 
chanical than  chemical,  or  the  temperature  may  have  been  such  as 
to  have  had  the  zinc  too  near  its  melting  point.  Whatever  is  the 
explanation  the  subject  is  well  worth  further  experiment." 
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H.  B.M.  IRON-CLAD  "MONARCH." 

By  R.  H.  Thurston,  First  Assist.  Eng.,  Assist.  Prof.  Nat.  Pliil.,  U.  S.  N.  A. 
(Member  of  th«»  lusUtute.) 

The  graceful  tribute  of  respect  recently  paid  by  two  great  na- 
tions to  the  memory  of  a  great  philanthropist  is  incidentally  coupled 
with  an  admonition  that  the  government  of  the  United  States  can- 
not allow  to  pass  unheeded. 

The  vessel  chosen  by  the  British  government  to  send  to  this 
country  is  regarded  as  one  of  the  most  powerful  and  effective  of 
their  iron-clad  ships.  Of  high  speed,  powerfully  armed,  and  only 
vulnerable  to  the  very  heaviest  guns  we  have  mounted  afloat,  the 
Monarch  is  a  fair  representative  of  the  most  advanced  British  naval 
engineering  practice. 

A  careful  inspection  of  that  vessel  shows  that  the  British  naval 
authorities  have  well  improved  the  time  during  which  a  false  eco- 
nomy has  completely  checked  the  growth  of  our  own  navy ;  and  it 
indicates  as  well,  how  rapidly  engineering  science  is  modifying  the 
methods  and  the  machinery  of  naval  warfare. 

It  seems  every  year  more  probable  that  the  increasing  power  of 
guns  carried  on  vessels  of  war,  the  consequent  increased  weight  of 
armor  rendered  necessary,  together  with  the  high  speed  demanded 
and  its  inevitable  accompaniment  of  heavy  and  bulky  machinery, 
will  sooner  or  later  compel  the  division  of  the  vessels  of  every  navy 
into  three  classes  of  ships — exclusive  of  torpedo  vessels — one  for 
general  service  in  time  of  peace,  the  others  for  use  only  in  time  of 
war. 

The  first  class  may  consist  of  unarmored  vessels,  of  moderate  size, 
fair  speed  under  steam,  armed  with  a  few  tolerably  heavy  guns,  and 
carrying  full  sail  power. 

The  second  class  may  be  vessels  of  great  speed  under  steam,  un- 
armored, carrying  light  batteries  and  as  great  spread  of  canvas  as  can 
readily  be  given  them — very  much  such  vessels  as  the  Wampanoatj 
class  of  our  own  navy  were  intended  to  be — calculated  expressly 
to  destroy  the  commerce  of  an  enemy. 

The  third  class  may  consist  of  ships  carrying  the  heaviest  possi- 
ble armor  and  armament,  with  strongly  built  bows,  the  most  power- 
ful machinery  that  can  be  given  them,  of  large  coal  carrying  capa- 
city, and  unencumbered  by  sails,  everything  being  made  secondary 
to  the  one  object  of  obtaining  victory  in  contending  with  the  most 
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powerful  of  possible  opponents.  Such  vessels  could  never  go  to 
sea  singly,  but  would  cruise  in  couples  or  in  squadrons.  It  seems 
hardly  doubtful  that  attempts  to  combine  the  qualities  of  all  classes 
in  a  single  vessel  as  has  hitherto  been  done,  will  be  necessarily 
given  up,  although  the  classification  indicated  will  certainly  tend 
largely  to  restrict  naval  operations. 

The  Monarch  was  built  in  Chatham  Dockyard,  England,  from  de- 
signs furnished  by  E.  J.  Eeed,  Chief  Constructor  of  the  British 
Navy,  under  the  direction  of  the  Board  of  Admiralty. 

The  system  of  construction  adopted,  is  intended  to  combine  the 
special  advantages  of  the  "turret  system"  with  fair  sailing  power, 
and  the  result  is  most  creditable  to  the  designer,  although  it  is  still 
his  opinion  that  the  broadside  system  gives  best  results  where  the 
vessel  is  to  be  rigged. 

We  give  a  view  of  the  Monarch  on  the  opposite  plate,  which 
is  engraved  from  a  photograph  taken  while  the  ship  was  at  Anna* 
polis,  Md. 

The  Hull  of  the  Monarch  is  of  iron,  and  is  built  on  what  is  called 
by  Mr.  Eeed  the  "  combined  longitudinal  and  bracket  plate  system." 

Its  length  is  330  feet,  beam  57J  feet,  and  depth  about  36  feet. 
The  mean  draft  is  24J  feet,  measured  tonnage  5102,  and  displace- 
ment 8100  tons.  The  iron  is  all  of  good  quality,  having  a  tenacity 
of  over  50,000  pounds  per  square  inch,  and  an  extensibility  of 
nearly  one-fifth.  A  double  bottom  extends  under  the  whole  space 
occupied  by  engines  and  boilers,  and  up  as  high  as  the  lower  edge 
of  the  armor,  the  bow  retreats  as  it  rises  above  water,  and  below 
the  surface  it  has  the  form  shown  in  Fig.  1,  and  is  well  strength- 
ened to  serve  as  a  ram ;  the  stern  overhang  is  brought  down  to  the 
water  line  and  armored  in  order  to  protect  the  rudder-head. 

The  vessel  is  ship-rigged,  carrying  about  21  square  feet  of  can- 
vas to  each  square  foot  of  midship  section,  giving  a  large  aggregate 
but  small  proportional  spread  of  sail. 

The  standing  rigging  is  of  wire  rope,  and  as  the  greater  portion 
is  in  line  of  fire,  it  is  arranged  so  that  knocking  open  conveniently 
arranged  catches  allows  of  its  being  triced  up  out  of  the  way.  The 
lower  masts  are  of  iron,  constructed  as  shown  in  section  by  Fig.  2. 
The  main  and  foremasts  are  40  inches  in  diameter,  90  and  88  feet 
high,  made  of  ^-inch  plate,  and  the  mizzen  mast  is  86  inches  dia- 
meter of  f  plate ;  the  masts  are  strengthened  by  vertical  angle  irons 
and  by  cross-stays  as  shown  in  Fig.  2,  at  intervals  of  6  feet.  All 
other  spars  are  of  wood. 
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The  outside  plating  of  the  hull  varies  in  thickness  from  1\  inch 
in  the  garboard  strakes  to  \%  and  |  on  the  lightest  portion  of  the 
side. 

The  armor  plating  is  7  inches  thick  along  the  water  line  and  6 
inches  on  exposed  portions  of  the  hull  that  are  included  between 
two  armored  athwart  ship's  bulkheads  which  enclose  the  bases  of 
the  turrets  and  the  "  funnel." 

The  other  parts  of  the  hull  are  unarmored  except  that  casemates 
are  raised  forward  to  protect  two  guns  pointing  ahead,  mounted 
under  the  forecastle  and  aft  also,  to  protect  a  single  gun  firing 
directly  astern.    Fig.  1  exhibits  the  distribution  of  the  armor. 

The  armor  is  backed  by  12  inches  of  teak,  and  supported  by  the 
inner  IJ  inch  iron  skin  plating,  in  two  thicknesses  of  f  inch  each. 
The  inner  skin  is  stiflfened,  behind  the  armor,  by  the  ship's  frames, 
10  inches  deep  and  2  feet  apart,  and  also  by  longitudinal  frames 
riveted  to  the  skin  outside,  and  imbedded  in  the  backing  but  not 
in  contact  with  the  armor  plating.  In  Fig.  3,  A  represents  the  ar- 
mor plate,  B  the  backing,  c  the  vertical  inside  frames  and  D  the 
longitudinals. 

The  athwartship  bulkheads  have  5-inch  armor,  backed  with  10 
inches  of  teak  and  a  supporting  inner  skin. 

The  form  of  armor  bolt  used  is  seen  in  Fig  4,  A  is  the  armor 
plate,  B  the  inner  skin,  c  the  bolt  2  J  inches  in  diameter,  x  is  a  rub- 
ber washer  confined  by  an  iron  cup  washer  and  its  follower  Y  y'  ; 
a  checknut  D  is  generally  used  but  it  is  not  absolutely  necessary. 

Fig.  5  represents  a  section  of  the  Monarch  near  the  turrets,  and 
exhibits  the  peculiarities  of  construction  of  the  hull,  A  A  are  sec- 
tions of  the  longitudinal  frames  upon  which  the  strength  of  the 
structure  so  largely  depends ;  the  two  nearest  the  keel  stop  at  the 
ends  of  the  double  bottom,  the  others  extend  from  stem  to  stern ; 
B  B  are  the  bracket  plates,  which,  in  this  system,  are  substituted  in 
the  double  bottom  for  transverse  frames,  c  c  are  the  transverse 
connecting  angle  irons  and  D  the  keel  plate. 

This  double  bottom  is  made  water-tight,  and  is  divided  into  com- 
partments like  the  hull  itself;  it  is  also  provided  with  means  for 
filling  and  emptying  each  of  its  compartments  as  may  be  necessary 
to  ballast  or  to  trim  the  ship;  its  greatest  value  consists  in  the  safety 
which  it  affords  against  loss  of  the  vessel  from  injury  to  the  outer 
skin  by  the  bow  of  an  enemy,  by  torpedoes  or  by  striking  a  rock. 

Heavy  stringer  plates  are  worked  on  each  deck,  and  the  spar 
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deck  is  wholly  of  J-inch  iron,  with  a  covering  of  wood.  Above 
the  double  bottom,  the  ordinary  transverse  framing  is  adopted.  A 
wing  bulkhead  E  E  lends  additional  security  by  strengthening  the 
hull  and  resisting  shot  capable  of  penetrating  the  side  armor. 

In  Fig.  5  H  is  the  7-inch  armor  at  the  water-line,  K  K  the  6-inch 
armor,  o  o  the  backing  with  its  imbedded  longitudinal  frames,  and 
p  p  the  vertical  frames  above  the  double  bottom. 

The  hull  is  divided  transversely  by  several  water-tight  bulkheads. 
One  of  these  bulkheads  is  placed  near  the  bow,  in  order  that,  should 
the  bow  be  strained  or  torn  open  by  a  collision,  the  ship  may  still 
float  safely,  another  is  built  at  the  screw  shaft  stuffing-box  near  the 
stern,  two  enclose  the  engine  room,  two  others  enclose  the  boiler 
space,  and  another  divides  it  equally,  others  enclose  the  magazine 
and  the  holds.  All  openings  in  these  bulkheads  have  water-tight 
sliding  iron  doors  fitted. 

There  is  no  external  keel,  its  absence  being  pretty  nearly  com- 
pensated, perhaps,  by  the  "  bilge  keels  "  shown  at  F  P  in  cross-sec- 
tion. A  •"  balanced  rudder,"  similar  to  those  so  long  used  in  our 
own  navy  is  fitted,  and  its  weight  is  taken  on  a  set  of  conical  rollers 
at  the  rudder-head. 

Double  chain  riveting  is  employed  in  butts  and  laps  throughout 
the  hull. 

The  weight  of  the  hull  without  armor  is  given  at  3674  tons,  and 
the  weights  carried  at  4632  tons.  The  load  draught  is  22J  feet 
forward,  and  26J  feet  aft. 

The  fittings  below  deck  are  generally  very  neat,  but  not  at  all 
extravagant.  We  noticed  that,  although  gas  pipes  are  led  about 
the  ship,  and  apparatus  for  making  gas  is  fitted,  they  are  not  used, 
while  steam  pipes  for  warming  the  quarters  of  officers  and  crew,— 
a  far  more  desirable  convenience, — were  not  to  be  found. 

The  accommodations  for  the  five  hundried  and  twenty  officers 
and  men  of  the  Monarch  are  pleasant,  roomy,  comfortable  and  well 
ventilated.  Air  ducts  are  led  from  all  the  rooms  to  the  hollow 
masts  which  serve  as  ventilating  shafts ;  the  magazines  are  also 
ventilated  in  a  similar  manner,  and  the  circulation  of  air  may  be 
accelerated  by  the  action  of  exhausting  fans  fitted  for  the  purpose. 

The  cost  of  the  hull  was  not  far  from  £300,000* 

The  Turrets  of  the  Monarch  are  26  J  feet  in  diameter  plated  with 
8  inch  iron,  backed  with  10  inches  of  teak  and  an  inner  1  J-inch  iron 
skin  ;  they  are  strengthened  by  girders  in  the  same  manner  as  the 
side  armor  of  the  hull. 
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On  the  side  in  which  the  ports  are  cut,  the  outer  plating  is  10 
inches  thick ;  these  plates  are  19  feet  long. 

The  turrets  rest  upon  32  conical  rollers,  bearing  on  a  circular 
bed-piece  fitted  upon  the  main  deck ;  they  rise  through  the  upper 
deck  to  a  sufficient  height  to  allow  the  line  of  fire  of  their  guns  to 
clear  that  deck,  and  are  onh'-  armored  where  exposed  above  the 
upper  deck. 

The  turrets  are  turned  either  by  hand  power  or  by  a  pair  of  en- 
gines of  about  10  inches  diameter  of  cylinder,  and  12  inches  stroke 
of  piston.  It  is  claimed  by  the  officers  of  the  ship  that  the  turrets 
may  be  turned  completely  around  in  slightly  more  than  a  half 
minute.  The  pilot  house  or  "conning  tower,"  as  it  is  called,  is 
separate  from  the  turrets,  and  immediately  forward  the  funnel,  an 
arrangement  vastly  less  convenient  in  action  than  that  adopted  in 
our  Monitors.  It  has  no  sight-holes,  but  a  reflecting  mirror  may 
be  used  above  its  open  top,  to  obtain  a  view  of  the  enemy ;  other- 
wise the  head  must  be  raised  above  the  protecting  shield. 

The  guns  are  carried  4  feet  above  the  level  of  the  spar-deck,  or 
16  feet  above  the  water.  The  bulwarks  are  hinged,  and  in  action 
are  let  down  out  of  the  way  of  the  guns. 

The  Armament  of  the  Monarch  consists  of  seven  guns,  two  XII. 
inch  rifles  in  each  turret,  two  VII.  inch  rifles  in  the  forward  case- 
mate firing  ahead  or  on  either  bow,  and  one  VII.  inch  rifle  in  the 
after  casemate  pointing  astern. 

The  XII.  inch  gnns  weigh  25  tons  each,  and  throw  shot  weigh- 
ing 600  pounds  with  an  initial  velocity  of  1212  feet  per  second,  and 
an  energy  of  6145  foot-tons,  the  charge  of  powder  weighing  70 
pounds.  At  70  yards  they  are  capable  of  driving  their  shot  through 
1Z\  inches  of  iron ;  their  range  at  10^  elevation  is  4000  yards,  or 
2J  miles,  and  at  the  proving  station  a  maximum  range  of  5J  miles 
has  been  obtained. 

The  turret  guns  cannot  be  trained  directly  forward  or  right  aft, 
being  restricted  in  lateral  training  by  the  forecastle  and  other  ob- 
structions; the  forward  turret  has  been  trained  to  within  19°  of  the 
line  over  the  bow,  while  the  after  turret  guns  train  within  14°  of  a 
line  running  aft  with  the  keel. 

The  VII.  inch  guns  weigh  6J  tons  each,  and,  with  their  regular 

charge  of  22  pounds  of  English  L.  G.  R.  powder,  throw  a  shot 

weighing  115  pounds,  with  an  initial  velocity  of  1425  feet  per 

second,  and  an  "  energy  "  of  1650  foot-tons,  this  energy  becoming 
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reduced  at  1000  yards  to  1140  foot-tons.     They  are  capable  of 
penetrating  nearly  9  inches  of  iron.* 

All  of  these  guns  are  of  the  regular  Woolwich  pattern,  consisting 
of  an  inner  tube  of  "  Firth  steel,"  reinforced  by  two  iron  cylinders 
or  bands  shrunk  one  over  the  other. 

The  XII.  inch  guns  are  rifled  with  9  grooves,  making  one  revo- 
lution in  50  feet ;  the  shot  from  the  VII.  inch  rifles  turn  once  in 
20 J  feet.  The  XII.  inch  guns  have  a  preponderance  of  6  cwt.,  and 
the  VII.  inch  guns  of  3  cwt.  They  all  exhibit  excellent  work- 
manship. 

The  ports  in  the  turrets  are  cut  very  small,  and,  in  consequence, 
a  very  novel  method  of  obtaining  elevation  and  depression  of  the 
turret  guns  is  resorted  to.  The  carriages  of  the  guns  are  of  iron, 
very  similar  in  form  to  those  used  in  our  service.  The  compressors 
are  made  like  those  which  were  years  ago  fitted  to  heavy  guns  in 
our  Monitors  by  Captain  Ericsson,  consisting  of  a  set  of  timbers 
lying  under  the  carriage,  parallel  with  the  slides  of  the  gun,  which 
are  simultaneously  clamped  by  a  single  motion  of  the  compressing 
gear,  the  friction  between  the  beams  and  the  jaws  of  the  clamps 
resisting  the  recoil. 

The  device  for  elevating  and  depressing  the  guns,  referred  to 
above,  consists  of  an  arrangement  of  screws  and  hydraulic  cylin- 
ders by  which  the  gun  is  raised  bodily  in  its  carriage  to  obtain  de- 
pression, or  dropped  to  obtain  elevation.  It  requires  five  or  seven 
minutes  to  raise  the  gun  from  the  extreme  of  15^  elevation  to  the 
other  extreme  of  7°  depression.  This  arrangement  is  said,  by  the 
gunner,  to  work  well,  but,  visiting  the  ship  at  Portland,  we  noticed 
that  it  was  then  stated  that  the  hydraulic  cylinders  were /rozcn  up. 
With  the  extreme  depression  of  7°,  and  the  2®  or  3®  added  by  the 
listing  of  the  ship  when  the  guns  are  run  out,  a  shot  may  be  made 
to  strike  the  water  at  less  than  40  yards  from  the  ship's  side,  a 
most  important  point  if  such  a  vessel  is  to  contend  with  low-decked 
Monitors. 

Shot  racks  are  fitted  all  around  the  main  deck,  and  tramways 
overhead  from  which  are  suspended  the  cradles  in  which  the  shot 
are  carried,  lead  to  the  turrets ;  trucks  are  also  furnished  on  which 
the  shot  can  be  wheeled  across  the  deck. 


/4UU,00Urf' 

plate  in  inches,     w  =^  weight  of  shot,      v  =  its   velocity  on  striking,     rf  — its 
diameter. 


♦  With  Palliser  chilled  shot,  p  =  ^  /  _—  ^- --  ^,  where  p  =  penetration  of  armor 
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The  Engines  are  of  the  "  back  acting "  or  "  return  connecting 
rod  "  type,  steam  jacketed,  and,  with  surface  condensation,  built 
by  Messrs.  Humphreys,  Tennant  k  Co. 

They  have  cylinders  of  120  inches  diameter,  4  feet  6  inches 
stroke  of  piston ;  their  "nominal  horse-power"  is  1100,  and  they 
have  worked  up  to  more  than  8100  indicated  horse-power. 

The  main  valves  are  the  common  double  ported  slide,  balanced 
by  a  ring  on  the  back  ;  they  are  worked  by  a  link  motion.  The 
balance  ring  moves  with  the  valve,  the  wearing  surface  being  upon 
the  valve  chest  cover. 

The  expansion  valve — a  gridiron  valve  driven  by  an  independent 
eccentric — is  rendered  adjustable  by  a  half  link. 

The  steam  chest  cover  and  cylinder  covers  are  steam  jacketed. 
The  main  links  are  of  the  solid  or  "  sector  bar  "  pattern,  and  give 
perfect  satisfaction. 

Each  piston  has /owr  piston  rods,  two  above  and  two  below  the 
shaft,  and  the  air  and  circulating  pumps  are  each  worked  by  a  rod 
from  the  main  piston,  thus  necessitating  six  stuffing  boxes  in  each 
inboard  cylinder  head. 

The  outboard  cylinder  heads  are  also  fitted  with  stufiing  boxes 
to  accommodate  20-inch  half  trunks  which  it  has  been  found  ne- 
cessary to  add  in  consequence  of  the  fact  that  the  great  pistons  can- 
not support  their  own  weight — 8  tons  each — without  seriously  in- 
juring the  cylinder.  This  multiplicity  of  openings  into  the  cylin- 
ders is  certainly  a  defect  in  the  design  of  the  engines.  The  cross- 
head  is  fitted  with  **  slipper  guides." 

The  frame  of  the  engines  looks  light  but  strong,  and  is  well  de- 
signed. 

The  surface  condensers  are  arranged,  as  is  very  usual  in  English 
engines,  with  vertical  tubes  ^  inch  diameter,  6  feet  long,  water  out- 
side and  steam  within ;  they  contain  16,500  square  feet  of  conden- 
sing surface,  equal  to  about  18 J  square  feet  of  surface  to  each  foot 
of  boiler  grate  surface  or  equal  to  about  f  the  heating  surface.  The 
vacuum  obtained  during  a  run  down  Chesapeake  Bay  was  27J 
inches,  without  using  the  jet  injection  which  is  also  fitted. 

The  main  links  are  moved  by  a  neat  little  pair  of  reversing  en- 
gines mounted  on  the  platform  over  the  large  engines;  reversing 
occupies  about  15  seconds. 

All  the  work  is  well  done ;  very  little,  however,  is  highly  fin* 
ished. 
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The  engines  drive  a  two-bladed  Griffith  screw  of  23 J  feet  diame- 
ter, and  26  feet  4  inches  mean  pitch,  expanding  5  feet.  Its  appa- 
rent slip  is  about  9  per  cent.,  and  it  works  with  very  little  shake; 
it  does  not  lift. 

A  "separator  "  is  attached  to  the  steam  pipe  near  the  engines. 

Water  pipes  are  led  to  all  the  journals  and  the  crank-pins  are 
usually  kept  running  wet. 

The  crank-shaft  journals  are  3  J  and  4  J  feet  long,  and  usually  ruD 
without  water,  unless  at  full  speed;  the  lubricant  is  Rangoon  oil. 

The  cranks  carry  heavy  counterbalances,  and  at  40  revoIutioDs, 
the  highest  number  made  under  our  observation,  the  engines  turn 
their  centres  very  smoothly. 

The  Boilers  are  of  the  horizontal  tubular  kind,  and  have  20,900 
square  feet  of  heating  surface,  3,600  feet  of  superheating  surface, 
and  900  feet  of  grate  surface,  or  27*2  square  feet  of  total  heating 
surface  to  the  square  foot  of  grate. 

The  boiler  tubes  are  2  J  inches  by  8  feet,  the  superheating  tubes 
are  4  inches  diameter  by  2  J  feet  long.  The  dampers  are  so  ar- 
ranged that  the  gases  may  be  sent  either  through  the  superheaters 
or  to  the  smoke  pipe  direct.  The  "  funnel "  is  oval  in  section,  with 
a  cross  area  of  about  125  square  feet,  or  one-seventh  the  grate  sur- 
face. The  superheating  surface  is  said  to  be  ample,  and  the  draft, 
which  at  full  power  is  urged  by  blowers  forcing  air  into  the  boiler 
room,  is  all  that  is  desired.  The  coal  bunkers  are  behind  and  at 
either  end  of  the  boilers,  and  the  coal  is  transported  without  diffi- 
culty in  large  buckets,  carrying  400  pounds  each,  which  are  suspended 
from  a  carriage  running  on  an  overhead  tramway. 

The  ashes  are  thrown  overboard  by  a  steam  jet  which  acts  like 
the  steam  jet  pump  which  is  sometimes  fitted  on  board  steam  ves- 
sels as  a  bilge  pump ;  it  is  said  to  work  well. 

The  engines  and  boilers  occupy  a  length  in  the  ship  of  135  feet, 
and  a  breadth  of  45  feet.     The  following  are  their  weights: 


Engines. 


Tons,  cwt.t  qr.  ■  lbs. 


Tons.  cwt.  qr.   lbs. 


318 


Screws. 


Boilers 855 


14 


2  6]  Spare  articles  &  gear     62  j     9       3      4} 

3  223  i Water  in  boilers....!  159  '  11  i    8     23 


i' Water  in  condensers     45 
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The  total  of  all  weights  ia  the  Engineer's  Department,  exclusive 
of  600  tons  of  coal,  and  inclusive  of  bunkers,  floor-plates  and  fit- 
tings is  1,136  tons. 

The  engines  and  boilers  and  all  their  appendages  were  built, 
placed  in  the  ship,  and  tlie  cost  of  steam  trials  defrayed  by  the  con- 
tractors for  the  sum  of  £66,500, — an  extremely  low  price  when 
compared  with  the  expense  of  building  machinery  in  this  country, 
but  not  so  surprising  when  it  is  known  that  the  best  class  of  me- 
chanics are  paid  but  seven  or  eight  shillings  per  day,  in  England, 
and  the  cost  of  stock  is  pretty  closely  proportioned  to  the  prices 
paid  for  labor. 

An  excellent  steam  steering  apparatus,  a  powerful  capstan  en- 
gine and  a  number  of  steam  pumps  of  large  size  are  also  fitted  in 
the  ship. 

The  Performance  of  the  Monarch  is  satisfactory  under  sail  or 
steam.  When  under  sail  she  carries  20°  weather  helm  with  the 
screw  dragging,  but  with  the  propeller  disconnected  it  reduces  to 
7°.  Though  carrying  but  two-thirds  the  amount  of  sail  that  is 
usually  given  men  of  war,  she  has  made  11  knots  under  sail  alone. 
The  Monarch  is  a  remarkably  steady  ship,  dry  in  the  heaviest  wea- 
ther, yet  pitching  very  little;  her  maximum  roll  is  stated  at  21°. 
The  guns  were  worked  without  serious  inconvenience  during  a  gale 
in  the  Bay  of  Biscaj^  when  no  one  of  the  half  dozen  broadside  iron- 
clads in  company  could  fire  a  gun. 

Under  steam,  and  on  the  measured  mile,  with,  a  displacement  of 
8,070  ton?,  midship  section  1,208  square  feet,  and  mean  draft  of 
23  feet  1  inch,  a  speed  of  14-937  knots  on  an  average  horse-power  of 
7,843 — maximum  8,139 — was  attained,  the  steam  pressure  being  31 J 
pounds,  revolutions  63'61 — maximum  65 — and  coal  consumption 
about  2f  pounds  per  horse-power  per  hour.     The  formula 

— T   Ij   \ —  gave  a  co-efficient  of  513-4,  and  —-r—n-^rr  gave  171. 
i.  M.  Jr.  i.  11.  Jr.    ° 

On  a  six  hours'^  trial  the  results  were  as  follows: — Speed,  14,715 
knots;  I.  H.  P.,  7,470;  steam  pressure,  30-58;  revolutions,  62*67; 
coal  per  H.  P.  per  hour,  2*789 ;  co-efficients  of  performance,  515*3 
and  171*6 

These  co-efficients  are  low,  but  that  fact  is  not  discreditable  to 
the  designer,  as  it  was  considered  advisable  to  sacrifice  something 
in  this  respect,  in  order  to  obtain  a  cheaper  and  "  handier  "  ship, 
and  the  lines  were  therefore  made  rather  full. 

The  Monarch  can  steam  125  hours  at  12-^  knots ;  210  hours  at 
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11  knots,  or  475  hours  at  8  knots  nearly,  running  distances  of  1,560, 
2,310  and  3,800  knots  before  consuming  her  600  tons  of  coal. 

Acting  as  a  ram,  the  Monarch  has  an  "  energy  "  of  33,415  foot 
tons  at  12J  knots,  25,200  foot  tons  at  11  knots,  and  13,040  foot 
tons  at  8  knots,  or  a  destructive  power,  at  those  speeds,  equal  to 
5J,  4  or  2  Woolwich  600  pounders  simultaneously  discharged 
against  the  same  spot. 

The  Magnetism  of  the  Monarch  has  now  become  permanent  ia 
amount  and  distribution,  with  a  maximum  deviation  of  the  stand- 
ard compass  of  10°  30',  and  the  course  may  be  laid  with  all  the 
certainty  that  could  exist  in  any  wooden  ship. 

In  conclusion^  although  we  may  agree  with  the  designer  of  the 
Monarchy  who,  after  the  designs  had  been  issued,  and  the  ship  laid 
down,  stated  his  conviction  that  "  no  satisfactorily  designed  turret 
ship  with  rigging  has  yet  been  built  or  even  laid  down,"  and  though 
we  may  go  even  further  and  assert  that,  very  probably,  none  ever 
will  be  designed,  it  must  be  admitted  that  the  Monarch  is  a  very 
eflfective  and  powerful  fighting  machine. 

Her  speed  is  greater  than  that  of  any  armored  vessel  in  the  world, 
with  the  exception  of  one  or  two  broadside  ships  recently  built  in 
England;  her  armor,  though  not  impenetrable,  will  yet  enable  her 
to  fight  a  considerable  time  in  an  action  in  which  she  may  choose 
her  own  position,  without  probably  receiving  vital  injury;  her 
guns  have  the  greatest  penetrating  power  of  any  yet  mounted  on 
shipboard,  and  they  can  be  worked  in  any  weather,  while  their 
height  above  water  gives'  them  advantages,  in  other  respects,  that 
should  not  be  underestimated.  Iler  power  as  a  ram  is  immense, 
and  her  construction  is  such  as  will  enable  her,  with  tolerable  safety, 
to  make  use  of  that  power.  Her  spread  of  sail,  though  compara- 
tively small,  will  enable  her  to  circumnavigate  the  globe  if  required, 
independent  of  steam. 

On  the  other  hand,  the  ship  is  large,  costly  to  build  and  expen- 
sive to  keep  afloat;  she  is  not  impenetrable  to  the  heavy  guns  of 
the  present  day,  to  say  nothing  of  those  next  year,  or  of  the  next 
decade ;  3he  is  seriously  restricted  in  lateral  range  of  guns,  carries 
comparatively  little  coal,  and  is  liable  to  become  completely  dis- 
abled by  the  fouling  of  the  screw  by  rigging  shot  away  in  action, 
a  danger  shared,  of  course,  by  all  masted  vessels. 

In  our  harbors,  her  great  length  and  depth  would  be  fatal  dis- 
advantages. 

The  Monarch  is  not  regarded  by  Mr.  Reed  as  the  most  powerful 
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of  the  British  iron-clads.  The  Hercules — a  broadside  ship  of  10 
guns — is  of  about  the  same  speed,  and  is  more  heavily  plated,  al- 
though armed  with  guns  7  tons  lighter,  and  several  other  ships  are 
nearly  as  powerful. 

Altogether,  the  British  navy  contains  over  thirty  broadside,  ar- 
mored ships,  with  plating  from  4|  to  9  inches  thick,  and  nine  tur- 
reted  iron-clads,  of  which  several  are  true  "  Monitors  "  with,  in 
.some  cases,  12-inch  side  armor  and  15-inch  turrets,  solid  plates 
being  invariably  used. 

The  British  navy  is  yearly  increased  by  the  addition  of  20,000 
tons  of  vessels,  and  hereafter  it  is  proposed  to  add  each  year  12,000 
tons  of  armored  ships. 

Although  we  may  to-day  be  in  a  condition  to  hold  our  own  and 
to  defend  our  seaboard,  in  case  of  a  conflict  with  the  most  power- 
ful of  foreign  navies,  it  [is  to  be  remembered  that  we  are  making 
no  advance,  even  if  we  are  not  rapidly  losing  what  navy  we  have, 
while  abroad,  the  necessary  increase  of  navies,  and  the  changes  that 
naval  engineering  arQ  rapidly  bringing  about  are  not  disregarded. 

The  navy  estimates  of  £9,250,000 — equivalent  in  purchasing 
power  to  nearly  $100,000,000  in  the  United  States,  have  been  re- 
cently presented  in  the  British  Parliament,  and  will  be  probably 
voted  almost  without  debate,  while  the  estimates  of  our  Kavy  De- 
partment— about  one-fourth  the  latter  amount — are,  in  the  House 
of  Representatives,  cut  down  one-third. 

U.  S.  Naval  Academy,  March  10,  1870. 


ENDLESS  BAND  SAW  FOR  IRON. 

Since  the  invention  of  the  endless  band  saw  by  Mr.  J.  L.  Perin, 
of  97  Faubourg  St.  Antoine,  Paris,  and  its  entry  in  the  exposition 
of  1855,  the  circular  plate  saw  has  been  rapidly  losing  ground  in 
public  estimation,  so  that  at  present  every  country  in  Europe  is 
represented  by  finely  finished  samples  of  these  wood-cutting  tools. 
In  France  it  has  been  applied  to  Ivory,  and  in  Great  Britain  to 
iron.  The  latter  adaptation  was  first  made  by  Colonel  Clerk  at 
Woolwich. 

In  the  war  department  annexed  are  specimens  proving  his  great 
success.     The  first  one  is  an  Archimedean  spiral  (of  three  turns) 
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cut  from  a  block  9  inches  square  by  6  inches  in  thickness.  The 
second  is  mounted  in  a  glass  case  on  a  red  velvet  background  and 
is  composed  of  a  crown  on  either  side  of  which  are  the  letters  "W 
D,"  below,  the  words  "  Royal  Carriage  Department,  1S67."  These 
were  sawed  from  a  plate  of  iron  one  inch  in  thickness. 

The  letters  are  quite  artistically  executed,  and  the  sawed  surfaces 
smooth.  The  experience  of  the  department  leads  them  to  recom- 
mend a  speed  of  250  feet  per  minute  for  a  band  saw  cutting  one 
inch  iron  plates.  The  teeth  of  their  saws  are  set  and  filed  straight, 
having  ten  to  the  inch,  the  width  is  /j  of  an  inch. 

They  use  the  hardest  saw  steel  that  can  be  obtained,  and  with 
soap  and  water  as  a  lubricant,  run  the  saw  for  four  or  five  hours 
without  sharpening;  the  latter  operation  requires  half  an  hour 
for  its  completion.  Any  curved  line  can  be  cut  in  plates  of  the 
above  thickness  with  a  feed  of  1 J  inch  per  minute.  By  this  system 
very  little  waste  of  material  is  incurred,  and  the  sawed  surfaces  are 
so  smooth  that  they  require  but  slight  after  finishing.  It  may  not 
be  inappropriate  to  note  that  previous  to  Colonel  Clerk's  experi- 
ments with  the  band  saw,  ilr.  Krupp  used  the  circular  saw  for 
cutting  out  his  steel  crank  axles,  lubricated  with  soap  and  water, 
and  found  the  expedient  so  much  more  economical  than  reduction 
by  a  slotting  machine  that  he  has  continued  the  practice. — Report 
on  Steam  Engineering^  Paris  Exposition^  18G7.     W,  S,  Auchinchss, 


TRANSMISSION  OF  FORCE  BY  BELTS  AND  PULLEYS. 

To  the  Editor  of  the  Franklin  Institute  Journal, 

The  following  addition  to  the  paper  published  sometime  since  in 
the  Journal  may  afford  some  facility  in  use  of  the  results  of  the  in- 
vestigation then  printed.  The  figures  are  derived  from,  and  the 
final  results  correspond  to,  the  figures  given  in  Table  II.  of  the 
paper.* 

When  the  arc  of  contact  of  a  belt  upon  the  least  of  two  pulleys 
which  it  connects  is 

90°  I  100°  I  110^  I  120°  I  135°  I  150°  |  180°  |  210°  f  210°  |  270° 
Then  the  sum  of  the  multiplication  together  of  the  inches  ofdiam- 
*  See  Vol.  LV.,  pa^e  23,  of  this  Journal. 
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eter  of  the  pulley  by  the  inches  of  width  of  the  belt,  by  the  number 
of  revolutions  per  minute  which  equal  one  horse-power  is 

3:100  I  3000  I  3400  I  320)  I  30 OO  |  2S25  |  2570  |  210)  |  2280  |  2190 

Or  to  make  the  arc  of  this  perfectly  we  give  the  following  rule  : — 
To  find  the  horse-power  of  33000  pounds  lifted  one  foot  high  in 
one  minute  given  out  by  certain  belt,  pulley  and  speed — 

Multiply  the  inches  of  diameter  of  pulley  by  the  inches  width 
of  belt  and  by  number  of  revolutions  per  minute,  and  divide  the 
result  by  the  numbers  given  in  the  last  line  of  figures  as  relating  to 
the  contact  the  belt  has  on  the  smaller  of  its  pulleys,  and  the  quo- 
tient will  be  the  number  of  horse-power. 

Machine  tools,  lathes  and  boring  tools  require  to  be  belted  three 
times  as  strongly  as  the  average  are  in  work,  to  overcome  occasional 
resistance  and  starting  frictions.  robekt  briggs. 


Gunnery  Experiments. — The  London  Glohe  details  some  late 
artillery  experiments  which  showed,  that  in  spite  of  all  possible 
care  in  the  arrangement,  the  exact  level  of  the  centre  being  taken 
on  the  target  by  means  of  a  theodolite,  the  shot  would  strike  ten 
inches  above  it.  Theoretically,  the  shot  w^ould  foil  by  gravity,  and 
its  centre  should  have  struck  about  two  inches  below  the  level. 
The  probable  explanation  is,  that  the  recoil  is  sensibly  felt  before 
the  shot  has  left  the  gun,  and  that  the  resultant  of  the  forces  acting 
on  the  gun  and  carriage  tends  to  throw  the  muzzle  up ;  thus  the 
projectile,  although  seemingly  fired  point  blank,  really  leaves  the 
gun  at  an  angle.  With  the  12  pounder  breech-loading  gun  this 
angle  was  found  to  equal  about  thirty  minutes,  while  with  the  9 
pounder  muzzle  loading  Indian  gun  it  equals  about  thirteen  minu- 
tes. The  difference  is  probably  due  to  the  projectile  taking  a 
longer  time  to  pass  through  the  bore  of  the  breech-loading  gun. 
It  may  be  mentioned  that  when  the  gun  is  swung  as  a  pendulum 
and  fired  with  its  axis  horizontal,  the  shot  strikes  below  the  level. 

The  Insoluble  Aniline  Colors  may  be  made  soluble  in  water 
by  the  following  process.  A  solution  of  gelatine  in  acitic  acid  is 
first  made  of  about  the  consistence  of  syrup,  and  the  colors  added 
gradually,  stirring  all  the  time  until  a  homogeneous  paste  is  ob- 
tained. The  mixture  is  then  to  be  heated  over  a  water-bath  to  the 
temperature  of  boiling  w^ater,  and  kept  at  that  heat  for  some  time. 
YoL.  LIX.—Third  Skbiks.— No.  4.— April,  1870.  33 
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CHEMICAL  NOTES  FROM  GERMAN  MAGAZINES. 

By  Prof.  Albert  R«  Leeds. 

Detection  of  Sulphur  by  Potassium  or  Sodium. — The  sulphur  in 
all  inorganic  sulphur  compounds,  whether  sulphides,  sulphanti- 
monides  or  sulphates  may  be  detected  in  the  following  very  con- 
venient way.  A  small  quantity  of  the  pulverised  compound  is 
shaken  into  a  thin  glass  tube  fused  at  one  end,  a  small  piece  of 
Potassium  dropped  upon  it,  and  then  some  more  of  the  substance 
to  be  tested.  It  is  heated  until  reduction  accompanied  by  ignition 
takes  place,  which  is  almost  instantaneously.  Potassic  or  sodic 
sulphide  is  formed  and  makes  its  presence  known  by  the  reddish 
coating  on  the  side  of  the  tube.  When  the  latter  is  broken,  and 
moistened  with  acidified  water,  sulphydric  acid  is  evolved.  By 
potassium  the  sulphur  in  barite,  celestite,  gypsum,  anglesite,  fer- 
rous sulphate,  magnesic,  bisulphate,  potassic  sulphate,  molybdenite, 
galena,  realgar,  orpiment,  zinkenite,  pyrargyrite,  etc.,  can  be  de- 
tected. The  sulphur  in  hair,  feather,  skin,  albumen  and  other 
organic  bodies  may  be  recognized  in  the  same  manner.  If  it  is 
thought  that  the  quantity  of  alkaline  sulphide  is  too  minute  to 
give  a  perceptible  odor,  a  moments  immersion  of  that  portion  of 
the  tube  on  which  the  alkaline  sulphide  has  attached  itself  in  a 
solution  of  sodic  nitroprusside,  produces  a  characteristic  violet 
coloration. 

Detection  of  Phosphorous  by  Magnesium. — The  phosphorous  com- 
pound freed  from  water  by  heating  and  pulverised,  is  mixed  with 
10  milligrammes  (in  many  cases  a  single  milligramme  suffices)  of 
magnesium  wire  cut  into  small  pieces.  The  mixture  is  brought 
into  the  lower  end  of  a  glass  tube  closed  at  one  end,  which  is  heated 
until  all  the  magnesium  combines  with  ignition  to  form  magnesic 
phosphide.  When  the  tube  is  broken  and  moistened  the  odor  of 
phosphuretted  hydrogen  is  plainly  discernible.  Magnesium  is  pre- 
ferable to  potassium  or  sodium  because  the  odor  of  the  burnt 
naphtha,  by  which  the  latter  are  covered  may  cloak  that  of  the 
phosphuretted  hydrogen.  Magnesium  powder  is  preferable  to  the 
wire,  not  only  with  organic  but  also  with  inorganic  substances* 
*  Zeitsch.  fur  Anal.  Chera.  Erst.  Heft.  p.  5^,  1P69. 
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New  Method  of  Spectrum  Analysis. — E.  Becquerel  has  found  that 
when  the  sparks  of  an  induction  coil  are  made  to  pass  from  a  saline 
solution  to  a  platinum  wire,  the  spectra  of  the  substances  present 
declare  themselves  with  far  more  brilliancy  than  in  the  spectrum 
analyses  by  the  usual  way.  When  the  solutions  are  concentrated 
the  light  effects  are  far  more  strongly  marked,  and  with  chlorine 
compounds  especially  they  are  very  bright.  In  general,  the  lines 
are  much  more  numerous  than  in  the  usual  method,  but  the  charac- 
teristic lines  are  the  same.* 

Atonic  Weight  of  Lanthanum. — This  has  hitherto  been  determined 
by  the  amount  of  baric  sulphate,  which  is  precipitated  out  of  Lan- 
thanic  sulphate  by  baric  chloride.  Marignac  and  Hermann,  among 
others,  have  shown  that  the  baric  sulphate  always  carries  down 
with  it  undecomposed  lanthanic  sulphate,  and  consequently  the 
atomic  weight  of  the  lanthanum  thus  determined  must  be  incorrect. 
H.  Zsciesche  has  found  that  lanthanic  sulphate  loses  its  water  at 
230°,  and  by  protracted  intense  white  heat  in  the  blast  all  its  sul- 
phuric acid.  He  also  announces  a  mode  of  separating  lanthanum 
from  didymium  so  perfect  that  a  thickness  of  17  c.  m.  of  the  satu- 
rated sulphate  solution  gives  no  absorption  line,  while  a  Gladstone 
line  was  given  by  a  solution  containing  only  ^hJ^xj  ^^  oxide  of 
didymium.  He  is  of  the  opinion  that  none  of  the  lanthanum  salts 
previously  investigated  have  been  free  from  didymium.  In  the  de- 
termination of  the  atomic  weight,  the  salts  LaO,  SO3  +  3HO  was 
heated  at  first  gently  and  then  strongly,  until  it  ceased  losing.  Thus 
found,  the  atomic  weight  of  lanthanum,  as  given  by  the  mean  of 
six  trials,  is  45.t 

Determination  of  Lime  and  its  separation  from  Magnesia  in  the 
Analysis  of  Dolomite. — Calcic  oxalate  dried  at  100°,  calcic  carb. 
precipitated  out  of  calcic  chloride  solution  by  sodic  carb.  and  Iceland 
spar,  were  heated  to  whiteness  by  a  triple  bunsen  burner  in  an 
Erdmann's  oven.  At  the  expiration  of  half  an  hour  no  further  loss 
of  weight  occurred,  and  the  mass  did  not  effervesce  with  chlorhy- 
dric  acid.  In  the  first  place  the  mean  of  three  experiments  gave  a 
weight  of  caustic  lime  less  by  0*07  percent,  than  the  theoretical,  in 
the  second  0-35  per  cent  less,  and  in  the  third  0*27  per  cent.  more. 
[As  the  intensity  of  the  heat  is  more  important  for  the  complete  ex- 

♦Zeitsch.  fur  Anal.  Chem.  Erst.  Heft.  1869,  quoted  from  Com pt.  rend.  Bd.  66, 
p.  321. 

f  Zeit.  fur.  Anal.  Chem.  Erst.  Heft.  p.  110. 
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pulsion  of  the  carbonic  anhydride  than  its  duration,  we  have  found 
it  better  to  use  a  powerful  blast  lamp.  Our  own  experience  ha> 
been,  that  in  a  platinum  crucible  heated  to  intense  whiteness  for 
ten  minutes,  the  conversion,  in  all  ordinary  cases,  is  complete. — 
Translator.]  In  analyses  of  dolomite  where  the  calcic  carbonate 
was  estimated  from  the  amount  of  lime  obtained  by  a  single  pre- 
cipitation (without  a  second  solution  and  rcprecipitation)  the  error 
amounted  to  0*62  per  cent,  excess  of  calcic  carbonate  and  0'78  de- 
ficit of  magnesic  carbonate.* 

Determination  of  Phosphoric  Acid, — E.  Kissel,  in  a  long  and  in- 
teresting paper  on  the  different  modes  of  determining  phosphoric 
acid,  shows  that,  1.  By  the  employment  of  a  quantity  of  magnesic 
sulphate,  not  greater  than  is  requisite  for  the  precipitation,  and  the 
addition  of  a  greater  quantity  of  ammonic  chloride  than  is  contained 
in  the  magnesia-mixture  as  hitherto  prepared,  a  very  small  quantity 
of  magnesic  hydrate  or  basic  magnesic  sulphate  is  precipitated  along 
with  the  ammon.  magnesic  phosphate.  2.  That  the  absence  of 
soluble  magnesia  salt  very  much  lessens  the  solubility  of  the  amraon- 
magnesic  phosphate,  and  so  permits  a  more  complete  precipitation. 
3.  That  dilute  ammonia  takes  up  some  of  the  precipitate,  a  solution 
containing  ammonic  chloride  still  more.  By  proper  treatment  of 
the  precipitate,  the  presence  of  a  larger  quantity  of  ammonic  chlor- 
ide and  employment  of  not  too  much  magnesia  mixture,  the  co- 
precipitation  of  basic  magnesia  sulphate  is  diminished  or  at  least 
reduced  to  a  minimum.  On  tlic  other  hand,  portions  of  ammon- 
magnesic  phosphate  on  account  of  its  solubility,  go  into  the  filtrate 
and  wash  water.  These  little  opposing  errors  effect  so  entire  a 
compensation,  that  the  results  obtained  by  a  single  precipitation 
are  satisfactory.f 

Spectrum  of  Beryllium. — G.  Klatzo  has  conducted  an  investiga- 
tion upon  the  question,  whether  Glucina  is  constituted  according 
to  the  formula  BeO  or  BcgOg  and  decided  in  favor  of  the  first  view, 
because  glucina  can  take  the  place  of  the  bases  of  the  magnesia 
group  without  alteration  of  the  crystalline  form  and  of  the  water  of 
crystallization;  because  the  sulphates  of  glucina  heated  to  150° 
retain  1  atom  water,  which  can  be  replaced  by  potassic  sulphate, 
and  because  glucina,  like  magnesia  and  zinc  oxide,  crystallises  out 
of  a  carbonic  acid  solution  as  a  neutral  salt,  which  with  alkaline 

*  Dr.  Cop.-a,  Zeit.  fur.  Anal.  Cliom.  y   141,  1809. 
t  Zoit.  fur.  Anal.  Cluni.  p.  104. 


Digitized  by 


Google 


Chemica  I  Notts.  261 

carbonates  forms  a  crystalline  double  salt.  He  has  observed  that 
the  spectrum  of  glucinic  chloride  gives  a  red  and  an  intense  green 
line  of  which  the  first  reaches  from  32-5  to  33',  the  last  from  52*  to 
52-5  of  the  scale,  when  the  sodium  line  coincides  with  40.* 

Sejyaration  of  Zinc  from  Copper, — The  method  of  separation  given 
by  A.  W.  Hofmann  for  the  separation  of  cadmium  and  copper  may 
be  employed,  according  to  C.  C.  Wittstein,  for  the  separation  of 
zinc  from  copper.  In  the  analysis  of  a  lead  ore,  for  example,  in 
which  it  is  required  to  determine  a  small  amount  of  tin,  copper  and 
zinc,  he  heats  the  metallic  sulphides  which  have  been  precipitated 
out  of  an  alkaline  solution  by  ammonic  sulphide,  after  the  separa- 
tion of  tin  and  lead  in  the  usual  way,  for  about  \  of  an  hour  with 
dilute  sulphuric  acid.  The  pure  cupric  sulphide,  which  separates 
out,  is  collected  upon  a  weighed  filter,  washed  and  dried  at  100°. 
The  zinc  is  precipitated  out  of  the  hot  filtrate  with  sodic  earbonate.f 

Mineralogical  Notes  of  German  Discoveries. 

Preparation  of  Crystallized  Silica  Acid  in  the  Dry  Way. — G.  Rose 
has  conducted  the  requisite  fusions  in  the  fire  of  a  porcelain  oven. 
In  the  first  place  microcosmic  salt  was  fused  with  adularia,  three  por- 
tions of  the  fused  and  powdered  salt  with  one  portion  of  powdered 
adularia,  in  a  crucible  of  buscuitWare.  The  thoroughly  fused  mass 
was  treated  with  dilute  hydrochloric  acid  and  placed  in  a  warm  posi- 
tion. After  some  time  it  dissolved,  leaving  a  snow-white  residue. 
This,  under  the  microscope,  was  found  to  consist  of  transparent  six- 
sided  needles  only,  single  or  united  one  to  another,  which  deport 
themselves  in  polarized  light  as  uniaxial  crystals.  Their  sp.  gr.  in 
one  trial  was  2-311 ;  the  process  repeated  upon  the  same  material 
gave  2-317.  The  silica  obtained  in  this  way  has  all  the  properties  of 
tridymite,  the  silica  of  the  form  differing  from  quartz,  such  as  that 
discovered  by  von  Rath  in  the  druses  of  the  trachyte  from  Pachuoa  in 
Mexico.  The  sp.  gr.  of  the  native  tridymite  according  to  three  de- 
terminations by  von  Rath  is  2*316,  2-312  and  2-295,  the  two  first 
numbers  agreeing  closely  with  those  found  by  Rose  for  the  artificial. 
"When  silica  was  fused  with  one-third  its  weight  of  sodic  carbonate, 
small  greyish  white,  feebly  translucent  balls  were  obtained,  which 
had  a  sp.  gr.  of  2*373,  and  were  likewise,  most  probably,  tridymite* 

*  Zcit.  fur.  Anal.  Chem.  p.  202,  1869. 

t  Ann.  der  Chem.  und  Pharm.  Bd.  116.  p.  286,  quotei  in  Zeit.  fur  Anal.  Chem. 
p.  202,  1869. 
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Four  parts  of  powdered  wollastonite  fused  in  a  buscuit  crucible  in  a 
porcelain  oven  gave  a  green  glass  quite  full  of  tabular  crystals  which 
arranged  themselves  in  radial  groups,  quite  after  the  manner  of 
native  tridymite.  The  similarity  of  their  form,  that  of  six-sided 
tables,  puts  beyond  a  doubt  the  question  of  their  identity  with 
this  substance. 

Tridymite  is  formed,  not  only  through  separation  out  of  a  flux, 
but  also  through  strong  ignition  alone,  as  well  of  the  amorphous  as 
of  the  rhombohedral  silica.  This  was  shown  by  H.  Bose,  as  long 
ago  as  1859,  that  quartz  by  strong  ignition  merely,  without  losing 
in  absolute  weight,  diminished  in  specific  gravity.  Finely  pow- 
dered rock  crystal  with  a  sp.  gr.  of  2'651  when  exposed  to  the  fire 
of  a  porcelain  furnace,  gave  a  sinter  with  sp.  sg.  of  2*329.  Amor- 
phous silica,  such  as  is  obtained  in  the  analysis  of  silicates,  with  a 
sp.  gr.  of  2*2,  rose  on  similar  treatment  to  a  sp.  gr.  of  2"311.  The 
same  procured  by  the  decomposition  of  silicic  fluoride,  gave  on 
ignition  to  whiteness,  a  sp.  gr.  2*291.  Infusorial  earth,  cleaned 
with  hydrochloric  acid  and  water,  from  sp.  gr.  2-2  rose  to  sp.  gr. 
2*303.  It  is  highly  probable  that  all  these  substances  had  been  con- 
verted by  ignition  into  tridymite.  From  these  researches,  it  appears 
that  the  preparation  of  silica  in  its  three  heteromorphic  conditions 
of  quartz,  tridymite  and  opal  has  been  eflfected  in  the  dry  way,  in 
the  case  of  the  two  last  only;  opal  by  fusion  of  silica,  tridymite  by 
mere  ignition  of  the  samd  or  by  its  separation  out  of  a  flux  on 
cooling.* 

Chondrodrite, — Dr.  A.  Kengott  draws  the  attention  of  mineralo- 
gists to  the  various  analj^'ses  which  have  been  made  of  chondro- 
drite and  humite,  and  asks  that  others  more  exact  be  made  in  order 
that  the  discrepancies  between  existing  analyses  may  be  reconciled, 
and  satisfactory  formulsB  arrived  at.  He  shows  that  when  the 
amount  of  magnesium  sufficient  to  saturate  the  fluorine  is  calcu- 
lated, and  the  amount  of  oxygen  corresponding  to  this  per  cent,  of 
magnesium  is  deducted  from  the  various  analyses,  there  results  a 
loss  varying  from  1*45  to  3*60  per  cent,  a  loss  too  great  to  permit 
the  existing  analyses  to  be  taken  as  the  ground- work  of  satisfactory 
formulae.t 

Smaltite, — A  specimen  in  the  Zurich  University  from  Bieber, 
near  Hanau  in  Hesse,  which  had  lain  for  a  long  time  among  the 

*  Ber.  der.  deutsch  chem.  Gesellsch.,  Bd.  2.  S.  388. 

t  Vierteljahrsch  dor  Natur  for.  Gesellsch  in  Zurich.  1869. 
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smaltites,  and  which  indeed  had  been  regarded  by  superficial 
observation  as  smaltite,  showed  on  close  examination  by  Dr.  Ken- 
gott  no  tesseral  crystals,  but  the  whole  mass  was  made  up  of 
rounded  figures,  which  appear  to  consist  of  lenticular  acuteangled 
crystals.  These  globular  groups  of  crystals  suggest  the  globose 
forms  assumed  by  rhombohedral  crystals  of  siderite  or  acute  rhom- 
bohedral  or  tabular  crystals  of  haematite,  or  certain  rosettes  of 
heavy  spar.  The  crystals  when  complete  are  obtuse  rhombohe- 
dra  ^ith  a  basal  plane,  and  the  mineral  is  hexagonal.  These  rounded 
masses  show  in  their  interior  a  fine  radiate  stemlike  structure.  Be- 
fore the  blowpipe  they  afford  the  reaction  of  arsenic  and  cobalt. 
They  are  consequently  to  be  regarded  as  hexagonal  "  einfach  arsenic- 
cobalt,'*  and  a  renewed  examination  of  the  smaltites  in  our  cabinet 
will  probably  bring  to  light  other  specimens  of  a  similar  description. 
The  mineral  is  accompanied  by  crystallized  heavy  spar  and  isolated 
quartz  crystals. 


Catting  up  Large  Iron  Shafts.— The  Buffalo  correspondent 
of  the  New  York  Tribune  writes :  "  It  is  frequently  very  difficult 
to  break  up  great  shafts  of  cast  iron  when  necessary  to  prepare 
them  for  the  furnace.  Old  cannon  have,  therefore,  sold  low.  Upon 
some,  powder  and  nitro-glycerine  have  been  tried  in  vain.  Some 
have  been  burst  by  ice,  others  by  wedges  driven  .by  machinery  or 
long  continued  hard  labor  into  the  muzzle.  Here  they  are  cut  in 
two  by  a  continuous  stream  of  molten  iron,  which  wears  away  the 
iron  as  a  stream  of  hot  water  would  eat  into  a  mass  of  ice.  The 
gun  is  rolled  upon  a  frame  in  front  of  and  level  with  the  furnace 
mouth.  Then  the  muzzle  end  is  shoved  in  as  far  as  possible  among 
other  iron,  the  opening  filled  up  and  luted  around  the  gun,  the  end 
of  which  is  melted  off.  At  the  next  charge  it  is  shoved  in  another 
length,  and  is  thus  reduced  until  the  breach  can  finally  be  rolled 
in  and  thus  finished  without  any  more  expense  than  with  pig  or 
scrap  iron. 

An  Eight  Ton  Steam  Hammer.— The  Landore  Steel  Works 
have  erected  a  single  acting  steam  hammer,  the  head  of  which 
weighs  eight  tons.  The  cylinder  is  thirty  inches  in  diameter.  The 
anvil  block,  which  is  cast  in  one  solid  piece,  weighs  seventy-five 
tons. 


Digitized  by 


Google 


26-1:  Mechanics,  Physics,  and  Chemistry, 

O 

ON  THE  DIFFRACTION  PRODUCED  BY  THE  EDGES  OF  THE  MOON. 

By  Prof.  Edward  C.  Pickering. 

Ix  the  report  of  Dr.  Curtis  on  the  eclipse  of  last  summer,  he  de- 
scribes some  experiments  tending  to  show  that  the  brightness  seen 
in  the  photographs  along  the  moon's  limb  is  caused  by  diffraction. 
He  adds  also  a  note  by  President  Barnard  explaining  the  same  phe- 
nomenon geometrically.     On  the  other  hand,  the  experiments  of 
Prof.  Morton  show  pretty  conclusively  that  it  is  a  chemical  effect 
produced  in  developing  the  photograph.     Moreover,  Prof.  Smith, 
although  looking  carefully  for  this  appearance  with  a  good  tele- 
scope, was  unable  to  detect  it  by  the  eye.     The  undulatory  theory 
is  so  well  founded  that  any  conclusions  derived  from  it  would  have 
great  weight ;  it  therefore  appeared  necessary  to  examine,  criti- 
cally, the  mathematical  discussion  mentioned  above,  while  the  emi- 
nence of  the  physicist  who  has  i)ropoundcd  it,  requires  that   I 
should  give  somewhat  fully  the  steps  by  which  I  have  arrived  at 
quite  an  opposite  result.     The  argument  used  by  President  Bar- 
nard is  this : — along  the  edge  of  the  shadow,  fringes   are  formed, 
alternately  bright  and  dark ;  but  there  is  a  greater  increase  in 
brilliancy  in  the  first  bright  band  than  diminution  in  the  first  dark 
one,  and  the  same  is  true  of  the  second,  third  and  of  all  following 
it.     Hence,  he  concludes,  there  is  an  increase  in  the  total  amount 
of  light.     Suppose  this  to  be  true,  and  that  a  luminous  point  is 
placed  in  the  centre  of  a  spherical  room  containing  a  mirror.     We 
commonly  assume  that  the  light  cut  off  from  one  side  is  reflected 
to  the  other,  so  that  the  total  illumination  is  the  same  as  if  the 
mirror  was  not  present.      But  according  to  the  above  theory  since 
diffraction  would  take  place  on  each  edge,  both  of  the  mirror's 
shadow  and  of  the  reflected  beam,  we  should  obtain  an  increase  of 
light  at  all  these  points.     By  merely  inserting  more  mirrors  we 
could  thus  indefinitely  increase  the  illumination,  a  result  quite  at 
variance  with  the  theory  of  the  conservation  of  forces. 

The  error,  as  it  seems  to  me,  is  that  no  account  is  taken  of  the 
diminution  of  light  close  to  the  edge  of  the  geometrical  shadow. 
Fresnel  computed  the  intensity'  of  the  light  at  126  different  points, 
and  has  represented  the  results  by  a  sinuous  curve  E  F  D,  in  which 
abscissas  correspond  to  distances  from  the  geometrical  shadow  a  b, 
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and  ordinates  to  the  intensity  of  the  light.*  If  there  was  no  dif- 
fraction the  intensity  would  everywhere  equal  2  or  A  B,  and  its 
total  quantity  would  be  represented  by  the  rectangle  abed.  The 
problem  then  is  to  compare  this  area  with  that  included  between 
the  curved  line  and  E  B  c.  I  have  been  unable  to  find  any  such 
comparison,  and  since  the  formulas  are  too  complex  to  render  an 
integration  possible,  I  resorted  to  a  measurement  of  the  curve,  con- 
structing it  on  a  scale  20  times  that  of  the  above  figure.     The  part 
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BFC  corresponds  to  the  light  which  is  inflected  or  bent  within  the 
shadow,  and  has  B  c  for  an  asymptote.  The  area  of  the  part  within 
the  limits  discussed  by  Fresnel,  that  is  from  0  to  —  5*5  can  be  ob- 
tained with  a  good  deal  of  accuracy,  and  gives  the  result  '300  ;  but 
beyond  this  we  have  a  space  whose  height  on  the  above  scale  no- 
where exceeds  one  thousandth  of  an  inch,  but  whose  area  might  be 
very  considerable,  since  its  length  is  indefinitely  great.  To  de- 
termine this  area,  at  least  approximately,  I  devised  the  following 
method  which  I  hope  may  be  found  useful  in  many  similar  cases. 
Let  y'  =/  {x')  be  the  equation  of  the  curve  of  which  we  only  know  a 

limited  number  of  values  of  x'  and  y'.   Make  x''  =  — ,  and  construct 

the  points  whose  coordinates  are  x"  and  y'.  Draw  a  smooth  curve 
through  them  and  the  origin,  since  when  a;'  =  a,  a''  =  0,  and  y'  = 
0,  and  we  shall  have  between  1  and  0  a  curve  corresponding  to  any 
values  of  x'  between  1  and  a.  From  this  we  can  obtain  approxi- 
mate values  of  2/' for  any  value  of  x'  however  great.  Again,  let  A 
represent  the  area  included  between  the  axis  of  Y  and  any  ordinate 

y'.     Now  construct  a  curve  in  which  y'^  =■  A,  and  x"  =  -^  as  before. 

X 

*This  curve  is  not  given  in  the  original  menioir  of  Fresnel,  but  being  found 
among  his  mnnuscripts  has  recently  been  published.  (Euvres  completes  d' Angus- 
tin  Fresnel,  Vol.  I.  p.  382.  The  figure  of  this  curve  in  Billet's  Traite  d'Optique 
Physique^  Vol.  I.  Plate  II.  is  very  incorrect,  F  b  being  made  equal  to  1  instead  of  -6 

Vol.  LIX.— Third  Skriks.— No.  4,— April,  1870.  84 
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If  we  prolong  this  curve  until  it  meets  the  axis  of  Y  we  obtain  a 
value  of  A  or  the  total  area  corresponding  to  x"  =  0  or  x'  =  or,  that 
is,  the  whole  space  included  between  the  curve  and  its  asymptote. 
Applying  this  method  to  the  present  case  the' total  area  of  B  E  F  was 
found  to  be  '32,  -35  and  '33,  the  last  measure  being  the  most  re- 
liable. The  great  variations  are  due  to  the  fact  that  no  values  of 
x'  greater  than  5*5  could  be  obtained. 

To  determine  the  area  of  F  D  E  b  the  parts  above  and  below  the 
line  A  D  were  compared  by  dividing  them  up  into  triangles,  by 
cutting  them  out  of  sheet  lead  and  weighing  them,  and  by  Simpson's 
rule  applied  to  the  ordinates  of  the  curve,  also  directly  to  the  num- 
bers computed  by  Fresnel.  The  third  and  fourth  methods  appear 
most  reliable,  but  all  gave  the  part  below  the  line  greater  than  those 
above.  The  excess  by  the  third  method  was  '355  :  -848  :  '350  : 
*344  :  according  as  the  calculation  was  limited  by  the  middle  of 
an  elevation  or  depression.  The  fourth  method,  in  the  same  way, 
gave  "337  :  '334  :  '345  :  '345.  Instead  of  an  increase  we  therefore 
have  a  diminution  of  light,  which  is  evidently  due  to  the  portion 
F  c'  B  which  is  inflected.  Allowing  for  this,  we  have  the  area  of 
the  rectangle  equal  ll'OOO,  that  of  the  curved  area  10*984,  leaving 
still  a  deficiency  of  '016,  but  this  very  small  difference  is  easily 
accounted  for  by  errors  of  measurement.  Fresnel's  numbers,  more- 
over, do  not  seem  to  be  perfectly  accurate,  for  it  will  be  found  that 
the  magnitudes  of  his  maxima  and  minima  do  not  diminish  with 
perfect  regularity. 

Let  us  next  see  what  excess  of  light  would  be  needed  to  produce 
the  effects  observed  in  the  photographs.  A  measurement  of  the 
band  of  light  shows  that  its  brightest  part  is  at  least  one  seven- 
tieth of  the  moon's  diameter  in  width,  or  thirty  miles.  The  unit 
of  Fresnel  in  this  case  would  be  about  35  feet,  hence  the  light  re- 
ceived on  this  portion  would  be  represented  by  a  rectangle  with 
base  4500  and  altitude  2,  or  area  9000  units.  If  the  excess  then 
equalled  the  whole  of  the  first  bright  diffraction  band  or  '6  it  would 
only  increase  the  brightness  of  the  sun's  disk  by  one  fifteen  thou- 
sandth. While  the  small  difference  obtained  in  my  computation 
would  only  equal  one  five  thousandth  of  one  per  cent.  Evidently 
then  there  can  be  no  appreciable  effect  due  to  diffraction. 

Massachusetts  Institute  of  Technology,  March,  1870. 
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MAGNESIUM  AND  ELECTRIC  LIGHTS  AS  APPLIED  TO 
PHOTO-MICROGRAPHY. 

By  Brevet  Likutknant  Colonel  J.  J.  "Woodward, 
Assistant  Surgeon,  U.  S.  Array. 

Army  Medical  Museum,  Microscopical  Section, 

January  4, 1870. 
Brevet  Major  General  J.  K.  Barnes, 

Surgeon  General  U,  S.  Army. 

General  : — I  have  the  honor  to  inform  you  that  on  the  25th  of 
October  last,  I  began  to  conduct  in  person  a  series  of  experiments, 
intended  to  devise  means  for  escaping  certain  difficulties  which  had 
hitherto  prevented  the  successful  preparation  of  Photo-micrographs 
of  specimens,  selected  from  the  valuable  and  daily  increasing  series 
of  permanently  mounted  microscopic  sections  of  normal  and  patho- 
logical tissues,  which  form  so  interesting  a  portion  of  the  treasures 
of  the  Museum.  In  these  experiments  I  used  the  sun  as  a  source 
of  illumination,  and  following  the  process  which  I  had  described  in 
full  elsewhere,*  I  had  no  difficulty  in  arranging  a  method,  by  the 
aid  of  which  this  class  of  objects  could  be  photographed  quite  as 
successfully  and  readily  as  the  diatoms  and  other  test  objects  which 
had  previously  been  so  satisfactorily  reproduced  in  this  section  of 
the  Museum.  I  shall  take  occasion  in  the  course  of  a  few  days  to 
lay  before  you  prints  of  some  of  the  tissue-preparations  thus  pro- 
duced. At  present  it  is  my  desire  to  call  your  attention  to  certain 
important  observations  which  I  had  the  good  fortune  to  make, 
while  my  experiments  were  in  progress,  and  which  it  appears  to 
me  cannot  fail  to  be  of  interest  and  service  to  all  microscopists. 

During  the  last  week  of  October  and  the  first  two  weeks  of  No- 
vember, I  relied  wholly  on  the  sun  as  the  source  of  illumination 
for  producing  negatives.  In  this  period,  during  which  I  had  but 
two  perfectly  cloudless  working  days,  and  several  fractional  days, 
on  which  my  work  was  continually  interrupted  by  passing  clouds, 
I  had  ample  opportunity  to  convince  myself  that  the  uncertainty 
of  the  weather  was  a  most  serious  hindrance  to  the  preparation  of 
successful  photographs  of  microscopic  objects,  and  I  ceased  to 
wonder  that  European  microscopists,  who  are  exposed  to  a  climate 
even  more  variable  than  our  own,  have  not  yet  succeeded  in  placing 
the  art  of  Photo-micrography  upon  such  a  basis,  as  to  make  it  a 
convenient  and  habitual  auxiliary  in  all  microscopal  investigations. 
This  desirable  end  I  believe  I  have  attained ;  but  it  has  been  by 
resorting  to  artificial  lights  and  thus  making  the  success  of  the 
process  wholly  independent  of  the  weather. 

On  the  12th  of  November  I  commenced  a  series  of  experiments 

•Circular  No.  6,  War  Department,  Surgeon  General's  Office^  Nov.  1,  18G5, 
page  148,  et.  seq.  American  Journal  of  Science  and  Arts,  Vol.  XLII,  Sept.  1806. 
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with  artificial  lights  which  were  most  fortunately  crowned  with 
success,  both  the  Magnesium  and  the  Electric  lignts  proving  ade- 
quate sources  of  illumination  for  the  production  of  Photo-micro- 
graphs even  with  the  highest  powers. 

For  the  production  of  the  Electric  light  I  used  aUuboscq'slamp^ 
set  in  motion  by  a  battery  of  fifty  small  Groves'  elements.  I  found 
that  with  this  source  of  light,  photographs  could  be  successfully 
taken  with  any  power  with  which  pictures  can  be  taken  by  sun- 
light ;  and  I  was  delighted  to  find,  as  I  had  anticipated,  that  the 
very  exaggeration  of  light  and  shadow  which  has  prevented  the 
Electric  light  from  being  generally  adopted  as  a  source  of  illumi- 
nation in  the  preparation  of  photographs  of  the  size  of  the  object, 
or  smaller,  proved  of  immense  advantage  in  the  reproduction  of  the 
feeble  microscopical  images  of  highly  magnified  objects,  and  that 
the  pictures  were  hence  clearer  and  better  defined  than  any  photo- 
graphs of  similar  objects  I  had  hitherto  seen  produced  by  sunlight. 
I  found  also  that  the  Electric  light  was  so  much  more  manageable 
than  sunlight  as  a  source  of  microscopic  illumination,  that  I  could 
readily  arrange  it  to  produce  negatives  with  much  shorter  expo- 
sures than  are  indispensable  with  the  sun. 

The  Magnesium  light  shared  these  qualities  to  a  high  degree, 
but  I  found  that  its  best  work  was  done  when  the  object  was  not 
to  be  magnified  more  than  a  thousand  diameters,  and  that  there 
were  certain  limitations  to  its  use  on  test  objects  which  will  be  re- 
ferred to  in  the  sequel. 

With  one  or  the  other  of  these  artificial  lights  as  a  source  of 
illumination,  I  have  prepared  a  considerable  number  of  negatives 
of  interesting  microscopical  objects,  of  which  a  few  are  appended 
to  this  report  by  way  of  illustration,  while  the  others  will  be  laid 
before  you  in  future  reports  on  special  subjects. 

The  Magnesium  and  Electric  lights  are  mentioned  as  possible 
sources  of  illumination  for  the  production  of  Photo-micrographs 
by  Dr.  Lionel  Beale,  in  the  fourth  edition  of  his  "  How  to  work 
with  the  Microscope,"  page  275.  I  am  not  aware,  however,  that 
any  one  has  made  successful  negatives  with  high  powers  with  either 
of  these  lights  prior  to  the  experiments  here  recorded.  There  are 
in  the  Museum  a  few  photographs  with  low  powers  taken  with  the 
Magnesium  light  by  Dr.  C.  F.  Crehore,  of  Boston,  Mass.,  who 
kindly  presented  them  August  3,  1866.  Negative  No.  90,  old 
Microscopical  series,  Army  Medical  Museum,  represents  a  few 
villi  from  the  small  intestine  of  a  mouse,  photographed  by  the 
Electric  light  with  a  4- 10th  objective  of  Wales  arranged  to  mag- 
nify 84  diameters.  The  Electric  light  was  produced  by  40  Bunsen's 
cells,  and  as  I  had  no  Electric  lamp  at  the  time,  I  held  the  carbon 
points  in  two  retort  holders  and  managed  as  best  I  could,  during 
the  exposure,  the  uncertain  light  thus  produced.  I  know  of  no 
other  Photo-micrographs  than  the  above  to  have  been  actually 
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made  by  the  Electric  or  the  Magnesium  lights ;  certainly  if  any 
have  been,  they  have  not  been  sufficiently  successful  for  their 
authors  to  be  willing  to  give  them  any  degree  of  publicity.  I  have 
no  hesitation,  therefore,  in  claiming  for  the  Museum  and  for  my- 
self the  credit  of  having  demonstrated  the  serviceable  character  of 
these  lights  as  sources  of  illumination  for  the  preparation  of  nega- 
tives with  high  powers,  and  of  having  devised  a  simple  method 
which  brings  their  use  within  the  reach  of  every  microscopist. 

I  propose  now  to  sketch  briefly  the  process  by  which  negatives 
of  microscopic  objects  can  be  conveniently  produced  with  these 
artificial  lights. 

1.  The  Electric  light  is  by  far  the  best  of  all  artificial  lights  for 
the  production  of  Photo-micrographs,  and  when  used  as  I  am  now 
about  to  describe  it,  it  is  both  convenient  and  economical.  I  use  a 
Grove's  battery  of  fifty  elements.  The  battery  is  placed  just  out- 
side of  the  operating  room  in  a  closet  from  which  the  fumes  escape 
through  an  earthen  pipe  into  the  main  chimney  of  the  building. 
This  battery  was  furnished  by  Mr.  William  Ladd,  Nos.  11  and  12 
Beck  Street,  Regent  Street,  London,  W.  The  rubber  cups  are  4f 
inches  high,  3J  wide  and  2  thick.  The  platinums  are  5 J  inches  by 
2J,  and  weigh  about  60  grains  each.  The  zincs  are  bent  on  them- 
selves so  as  to  present  a  part  of  their  surface  on  each  side  of  the 
platinums,  and  weigh,  when  new,  about  a  pound  apiece.  Mr.  Ladd 
furnishes  these  batteries  in  trays  of  ten  elements,  at  five  pounds 
sterling  per  tray,  and  I  find  that  a  battery  of  five  trays  is  suffi- 
cient for  most  purposes.  Seven  pounds  and  a-half  of  strong  com- 
mercial nitric  acid,  and  three  of  sulphuric,  diluted  with  ten  times 
the  quantity  of  water,  is  sufficient  to  charge  this  battery,  which 
will  then  produce  the  light  continuously  for  from  three  to  four 
hours.  The  cost  of  running  the  battery  for  this  time,  including 
in  the  estimate  the  amount  of  zinc  consumed,  and  the  cost  of  amal- 
gamating every  third  or  fourth  time  of  using,  is  very  moderate. 
I  make  it  a  practice  to  have  the  battery  washed  out,  the  acids 
thrown  away  and  the  porous  cups  put  to  soak  immediately  after  I 
have  done  the  day's  work,  and  all  this  is  so  simple  that  I  have  had 
no  difficulty  in  instructing  an  orderly  to  do  it,  so  that  the  manage- 
ment of  the  battery  does  not  occupy  any  part  of  my  time. 

The  Duboscq's  lamp,  the  microscope  and  the  plate  holder  are 
arranged  in  a  dark  room  which  enables  me  to  dispense  with  the 
use  of  a  camera.  The  general  arrangement  of  the  apparatus  is 
shown  in  the  cut. 

The  Electric  lamp  of  Duboscq  (a)  is  placed  on  a  stool  against 
the  wall  at  one  end  of  the  room,  and  its  light  concentrated  by  a 
pair  of  condensing  lenses  (6)  on  the  lower  lens  of  the  achromatic 
condenser  of  the  microscope.  The  microscope  (c)  (a  large  Powell 
and  Lealand's  stand)  is  placed  on  a  small  table  (e)  which  is  so 
arranged  that  it  can  be  lowered  or  elevated  at  pleasure  and  can  be 
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levelled  by  means  of  three  levelling  screws  at  its  base.  The  plate 
holder  {g\  also  arranged  so  that  it  can  be  raised  or  lowered  at 
pleasure,  is  supported  by  a  small  table  (/)  which  stands  on  three 
levelling  screws.  The  floor  of  the  apartment  is  quite  level.  The 
lenses  employed  for  the  microscope  are  those  of  Mr.  William  Wales 
of  Fort  Lee,  New  Jersey,  specially  constructed  for  bringing  the 
actinic  rays  to  a  focus.  For  powers  above  the  ^th,  however,  I 
have  found  that  the  achromatic  objectives  of  Messrs.  Powell  and 
Lealand,  of  London,  answer  an  excellent  purpose,  and  indeed  that 
their  immersion  l-16th  exceeds  in  defining  power  any  objective 
which  has  as  yet  come  under  my  notice. 


In  taking  photographs  with  this  apparatus,  I  proceed  as  follows: 
The  Electric  lamp  being  set  in  motion,  the  table  holding  the  micro- 
scope (which  has  previously  been  levelled,)  is  raised  or  loweretl  and 
moved  from  side  to  side  till  the  centre  of  the  achromatic  cond^enser 
is  brought  to  the  centre  of  the  illuminating  pencil  proceeding  from 
the  lamp ;  the  object  is  then  placed  on  the  stage  and  carefully  ad- 
justed. A  cell  of  plate  glass  containing  a  saturated  solution  of  the 
ammonio-sulphate  of  copper  is  fixed  just  below  the  achromatic  con- 
denser, and  not  only  prevents  the  admission  of  non-actinic  rays, 
but  excludes  the  very  great  heat  which  accompanies  the  Electric 
light,  and  also  moderates  its  effect  upon  the  eye  of  the  observer. 
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The  light  thus  produced  is  very  agreeable  to  the  eye,  and  I  find 
myself  able  to  work  with  it  from  four  to  five  hours  without  fatigue. 
It  has  also  the  advantage  that  all  the  colors  of  the  objects  examined 
disappear,  and  the  preparation  appears  black  on  an  azure  field 
which  resembles  the  sky  on  a  clear  day,  so  that  the  observer  sees 
at  a  glance  how  the  object  will  appear  in  the  photograph  (in  which 
the  same  black  lines  or  tints  will  be  faithfully  reproduced  on  a 
white  field)  and  is  thus  enabled  to  arrange  his  achromatic  conden- 
ser and  other  adjustments  so  as  to  produce  the  most  satisfactory 
eflfect. 

Everything  having  been  arranged  at  the  microscope  to  the  sat- 
isfaction of  the  observer,  the  eyepiece  is  taken  out,  and,  the  image 
allowed  to  fall  on  the  ground  glass  of  the  plate  holder,  which  has 
previously  been  placed  at  the  distance  necessarj''  to  give  the  magni- 
iying  power  desired  with  the  objective  employed.  The  operator 
adjusts  the  plate  holder  to  the  right  height  and  sees  that  it  is  per- 
pendicular to  the  optical  axis  of  the  microscope,  which  he  readily 
does  by  observing  that  all  parts  of  the  field  are  equally  in  focus. 
He  then  takes  out  the  ground  glass  and  finishes  the  fine  adjustment 
with  a  sheet  of  plate  glass  and  a  focussing  glass,  after  which  the 
sensitive  plate  is  inserted,  the  exposure  made  and  the  operation  is 
finished. 

To  enable  the  observer  to  focus  the  microscope  while  sitting  at  a 
distance  from  it  at  the  sensitive  plate,  the  following  contrivance  is 
employed.  On  the  table  which  supports  the  microscope  (e)  two 
brass  shoulders,  each  two  inches  high,  are  screwed.  Through  these 
runs  an  iron  rod  nine  inches  long,  on  which  slips  a  brass  pulley  (cJ) 
which  can  be  clamped  at  any  point.  A  cord  connects  this  pulley 
with  the  wheel  of  the  fine  adjustment  of  the  microscope  which  is 
grooved  for  the  purpose.  It  is  evident  that  whenever  this  iron  rod 
is  turned,  the  pulley  turning  with  it  will  move  the  fine  adjustment 
of  the  microscope.  To  effect  this,  the  iron  rod  terminates  in  a 
square  extremity,  so  that  a  joint  of  an  ordinary  fishing  rod,  to 
which  a  brass  ferrule,  shaped  like  a  watch  key,  has  been  ri vetted, 
enables  the  operator  to  focus  the  microscope  at  any  ordinary  dist- 
ance. When  greater  distances  are  required  two  joints  of  the  rod 
may  be  used.  The  rod,  being  graduated  into  feet  and  inches,  en- 
ables the  operator  to  record  the  distance  employed  for  each  picture. 
When  the  focussing  is  completed,  the  rod  is  removed.  I  have  found 
this  simple  and  cheap  arrangement  superior  in  delicacy  and  con- 
venience to  any  of  the  more  costly  arrangements,  I  have  heretofore 
tried. 

The  chemical  processes,  employed  in  taking  the  negatives,  do  not 
differ  in  any  respect  from  those  used  in  ordinary  photographic 
work,  and  I  have  found  that  by  employing  a  practical  photogra- 
pher, allowing  him  to  manage  the  dark  room  and  confining  my 
whole  attention  to  the  optical  arrangements,  I  not  only  get  many 
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times  more  pictures  in  a  day  but  they  are  much  better  than  can  be 
produced  by  any  one  who  attempts  to  do  the  photographic  work, 
as  well  as  manage  the  microscope  himself. 

I  find  myself  thus  enabled  to  sit  down  quietly  of  an  evening,  and 
during  four  hours  work  to  produce  from  twelve  to  thirty  negatives 
or  more,  in  accordance  with  the  difficulty  of  the  subjects  and  my 
previous  knowledge  of  them.  Any  microscopist  who  is  willing  to 
go  to  the  moderate  expense  of  battery  and  lamp,  and  to  add  two  or 
three  specially  constructed  objectives  to  his  microscopical  apparatus, 
can,  by  employing  a  photographer  one  or  two  evenings  in  the  month 
reproduce  all  the  more  interesting  of  his  month's  observations  with 
a  degree  of  economy  and  beauty  not  to  be  obtained  by  any  other 
means,  and  if  he  follows  the  method  1  have  above  described,  the 
character  of  his  results  will  be  conditioned  by  his  skill  as  a  micro- 
scopist rather  than  by  any  other  circumstance.  As  to  the  time  of 
exposure  required  for  taking  negatives  with  the  Electric  light,  I 
find  that  for  one  thousand  diameters  about  thirty  seconds  are  neces- 
sary for  that  class  of  objects,  (such  as  Angulatum,  the  Nobert's 
plate,  &;c.,)  for  which  it  is  not  necessary  to  employ  a  ground  glass 
plate  to  prevent  interference  phenomena.  In  photographing  the 
soft  tissues  and  many  other  objects,  it  is  necessary  to  insert  a  piece 
of  ground  glass  below  the  achromatic  condenser  to  escape  the  in- 
terference phenomena  which  else  occur,  precisely  as  must  be  done 
in  photographing  the  same  objects  by  sunlight.  This  increases  the 
time  of  exposure  to  about  three  minutes  for  one  thousand  diameters. 
Other  powers  require  proportional  times. 

2.  The  Magnesium  light  affords  a  beautiful  source  of  illumina- 
tion comparable  to  white  cloud  illumination  of  the  best  character, 
or  to  the  light  of  the  sun  after  it  has  passed  through  a  sheet  of 
ground  glass.  Without  the  use  of  ground  glass,  this  light  serves 
admirably  for  the  production  of  photographs  of  the  sofl  tissues 
with  any  power  under  a  thousand  diameters.  The  light  being  com- 
posed of  a  mixed  pencil,  with  rays  passing  in  all  directions,  there 
are  no  interference  phenomena,  but  for  the  same  reason,  on  the 
Nobert's  plate  and  many  test  objects,  the  results  are  inferior  to 
those  produced  by  the  sun  or  by  the  Electric  light ;  with  powers 
much  higher  than  a  thousand  diameters,  however,  the  time  of  ex- 
posure becomes  inconveniently  long. 

The  process  employed  by  me  in  the  production  of  negatives  with 
the  Magnesium  light,  is  essentially  the  same  as  I  have  above  de- 
scribed for  the  Electric  light,  simply  the  Magnesium,  lamp  is  sub- 
stituted for  the  Electric,  and  the  condenser  of  an  ordinary  Oxy- 
calcium  Magic  Lantern  is  made  to  concentrate  the  light  on  the 
achromatic  condenser  of  the  microscope.  The  cut  represents  the 
arrangement.  The  Magnesium  lamp  (a)  stands  on  a  shelf  fastened 
against  the  wall.  The  condenser  {h)  concentrates  the  light  on  the 
lower  lens  of  the  achromatic  condenser  of  the  microscope  (c)  which 
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stands  on  a  table  (e)  supported  on  three  levelling  screws.  The  im- 
age received  on  the  plate  holder  {g\  which  is  supported  on  a  table. 
(/)  is  photographed  precisely  as  in  the  case  of  the  Electric  light  as 
above  described.  The  same  focussing  apparatus  (d)  is  employed 
and  the  aramonio-sulphate  cell  should  invariably  be  inserted,  but 
the  ground  glass  is  never  necessary.  I  find  that  it  requires  expo- 
sures of  about  three  minutes  to  produce  negatives  of  tissue-prepa- 
rations with  five  hundred  diameters.  Other  powers  require  pro- 
portionate exposures. 


The  Magnesium  lamp  used  by  me  for  this  purpose  was  the  two- 
ribbon  lamp  of  the  American  Magnesium  Company,  (No.  2  Liberty 
Square,  Boston,  Mass.,)  sold  by  that  company  for  Magic  Lantern 
purposes,  price  $50.  The  ribbon  weighs  about  52  centigrammes 
per  metre,  and  is  sold  at  $2.50  per  ounce.  Two  ounces  will,  with 
care,  answer  for  three  or  four  hours  constant  work,  and  ought  to 
produce  from  twelve  to  thirty  negatives  in  accordance  with  the 
difficulties  of  the  subject  to  be  represented.  The  fumes  of  Mag- 
nesia resulting  from  the  combustion  are  carried  into  a  chimnev 
five  feet  long,  made  of  a  spiral  wire  covered  with  muslin,  which 
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terminates  in  a  muslin  bag  in  which  the  oxide  condenses,  while 
the  draft  goes  on  through  the  interstices  of  the  muslin.  The  chim- 
ney and  bag  are  furnished  by  the  Company  for  $2.50. 

In  commenting  on  the  above  processes  it  may  be  remarked  that 
for  the  anatomist  and  physiological  investigator,  the  Magnesium 
lamp  affords  a  satisfactory  and  sufficient  source  of  light  for  the  pho- 
tography of  normal  and  pathological  tissue-preparations.  The  same 
end  can  be  equally  well  or  even  better  attained  with  the  Electric 
lamp,  with  which  also  the  most  difficult  test  objects  can  be  satis- 
factorily reproduced.  Where  economy  of  apparatus  is  the  object, 
the  Magnesium  lamp  will  be  prefcrrea  by  ordinary  workers ;  but 
where  much  work  is  to  be  done,  the  high  price  of  the  Magnesium 
ribbon  more  than  counterbalances  the  cheapness  of  the  apparatus, 
and  the  Electric  light  becomes  the  most  economical.  For  the  in- 
formation of  any  practical  photographers  who  may  be  employed 
for  work  of  this  character,  I  may  add  the  following  remarks  on  the 
chemical  process  employed  in  the  production  of  the  negatives  from 
which  the  appended  prints  were  made.  An  ammonium  and  po- 
tassium portrait  collodion,  rich  in  alcohol,  was  employed,  developed 
with  the  ordinary  solution  of  iron,  and  fixed  witn  cyanide  of  po- 
tassium. Where  it  was  necessary  to  intensify,  the  hydro-sulphuret 
of  ammonium  was  resorted  to. 

In  illustration  of  the  character  of  these  sources  of  illumination 
as  compared  with  each  other  and  with  sunlight,  I  herewith  append 
three  prints  from  negatives,  taken  with  a  Wales'  inch  and  a  half, 
from  the  6th  square  of  a  Mcillier's  diatom  type-plate,  specially  pre- 
pared for  the  Army  Medical  Museum  by  that  skillful  microscopist. 
The  first,  from  Negative  79  (new  series),  was  taken  by  sunlight, 
with  40  diameters ;  in  the  second,  from  Negative  123  (new  series), 
the  Magnesium  light  was  used,  and  every  thing  else  remaining  the 
same,  the  distance  was  increased  so  as  to  give  48  diameters ;  in  the 
third.  Negative  158  (new  series),  the  Electric  lamp  was  employed, 
and  every  thing  else  still  remaining  unaltered,  the  distance  was  in- 
creased so  as  to  give  66  diameters.  It  will  be  understood  at  once, 
that  on  account  of  the  increase  of  distance,  the  second  picture 
would  have  been  slightly  less  sharp  than  the  first,  and  the  third 
than  the  second,  had  precisely  the  same  source  of  light  been  em- 
ployed ;  nevertheless,  in  spite  of  this  disadvantage,  to  which  they 
were  purposely  exposed,  the  Magnesium  and  Electric  pictures  are 
far  superior  to  that  taken  by  sunlight,  and  of  the  two  the  Electric 
is  much  the  best.  It  is  especially  to  be  observed,  that  in  the 
Electric  picture  the  contrast  obtained  is  so  great  that  the  objects 
appear  clearly  defined  on  an  almost  perfectly  white  ground,  which 
is  never  the  case  with  the  Photo-micrographs  taken  with  the  sun 
as  a  source  of  illumination. 

As  a  further  illustration  of  the  capabilities  of  the  Magnesium 

and  Electric  lights,  I  add  a  few  photographs  taken  by  each. 

* 
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By  tue  Magnesium  Light. 

Arachnoidiscus  Ehrenhergii.  Magnified  400  diameters,  by  Wales' 
Jth.     Negative  114  (new  series). 

Small  vein  and  capillaries^  from  the  muscular  coat  of  the  urinary 
bladder  of  the  frog.  Magnified  400  diameters,  by  Wales'  Jth.  Nega- 
tive 103  (new  series).  This  Negative  is  taken  from  preparation 
No.  3378,  Microscopical  Series,  in  which  the  bladder  was  injected 
with  a  half  per  cent,  solution  of  nitrate  of  silver,  and  subsequently 
stained  with  carmine  dissolved  in  borax.  The  epithelium  was  then 
brushed  off  with  a  camel's  hair  pencil,  and  the  preparation  trans- 
ferred through  absolute  alcohol  to  Canada  balsam ;  the  photograph 
reproduces  every  thing  but  the  color. 

By  the  Electric  Light. 

Pleurostaurum  Acutum.  Magnified  340  Diameters,  by  Wales'  Jth. 
Negative  109  (new  series). 

Triceratium  Favus.  Magnified  340  Diameters,  by  Wales'  Jth. 
Negative  110  (new  series). 

NavicuUb  Spima.  Magnified  840  diameters,  by  Powell  and  Lea- 
land's  immersion  l-16th.     Negative  112  (new  series). 

Human  red  blood  corpuscles.  Magnified  1,000  diameters  by  Powell 
and  Lealand's  immersion  l-16th.     Negative  145  (new  series). 

Section  of  an  epithelial  cancer  of  the  larynx.  Magnified  400  diame- 
ters, by  Wales'  Jth.  Negative  162  (new  series).  This  Negative  is 
taken  from  preparation  No.  2277,  Microscopical  Section.  The  print 
shows  the  nuclei  and  cells  of  the  growth  with  great  distinctness. 

Gramraatophora  Marina.  Magnified  2,500  diameters,  by  Powell 
and  Lealand's  immersion  l-16th.     Negative  151  (new  series). 

I  have  the  honor  to  be.  General, 

Very  respectfully,  your  obedient  servant, 

J.  J.  WOODWARD, 

AssUUint  Surgeon  and  Brevet  Lieutenant  Colonel,  U.  S.  A.,  in  charge  of  the 
Record  and  Pension  Division,  and  of  the  Medical,  Microscopical  and  Comparative 
Anatomy  Sections  of  the  Army  Medical  Museum. 

Note. — Since  the  foregoing  essay  was  printed,  I  have  obtained 
a  number  of  excellent  pictures,  with  power  ranging  from  400  to 
1,000  diameters,  by  using  the  "ordinary  oxycalcium  light  as  the 
source  of  illumination.  Some  of  these  pictures  were  not  inferior 
to  the  best  work  I  have  done  with  the  magnesium  light,  the  process 
employed  was  the  same,  and  the  times  of  exposure  did  not  mate- 
rially differ.     I  will  contribute  full  details  in  a  short  time. 

J.  J,  WOODWARD. 
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JARGONIUM  IN  FACT  A  COMPOUND  OF  URANIUM. 

There  was  published  in  Vol.  LVII.,  page  401  of  this  Journal, 
a  communication  from  Mr.  H.  C.  Sorby,  F.  R.  S.,  upon  the  presence 
in  the  spectrum  of  some  zircons,  of  numerous  and  very  striking 
absorption  lines,  which  could  not,  at  the  time,  be  referred  to  any 
known  substance,  and  which  were,  therefore,  ascribed  by  their 
discoverer  to  be  "  due  to  an  elementary  substance  not  hitherto  re- 
cognized." To  this  supposed  new  earth,  which  was  believed  to  be 
closely  allied  to  zirconia,  the  name  Jargonia  was  proposed. 

The  following  extract  from  a  paper  by  the  same  writer,  which 
has  just  appeared  in  the  Cliemical  News,  places  the  subject  in  an  en- 
tirely diflferent  light. 

When  a  scientific  man  has  been  led  into  an  error,  and  afterwards 
discovers  his  mistake,  I  think  it  a  matter  of  duty  that  he  should 
take  an  early  opportunity  to  correct  it.  I,  therefore,  now  write 
the  following  notice  of  certain  remarkable  peculiarities  in  the 
spectra  of  some  compounds  of  the  oxides  of  uranium  with  zirconia, 
which  led  both  myself  and  others*  to  conclude  that  they  were  due 
to  a  new  elementary  source. 

Though  the  spectra  of  the  different  salts  of  those  bases  which 
show  well-marked  absorption-bands  often  differ  in  detail,  yet  they 
usually  resemble  each  other  so  much  that  there  is  no  difficulty  in 
recognizing  each  particular  element.  This  is  so  constantly  the 
case  in  the  various  compounds  of  erbium,  didymiun,  and  cobalt, 
and  in  the  ordinary  salts  of  uranium,  that,  for  a  long  time,  the 
more  I  studied  this  question,  the  more  did  it  appear  to  be  a  general 
rule ;  and  there  seemed  to  be  no  reason  to  suspect  that  a  few  special 
compounds  of  uranium  would  give  spectra  with  absorption -bands 
as  unlike  as  possible  those  of  all  others.  Such,  however,  turns  out 
to  be  the  fact,  when  its  oxides  are  combined  with  zirconia. 

As  an  excellent  illustration  of  important  differences  in  mere  de- 
tail, but  general  correspondence,  I  would  ivefer  to  the  spectra  of 
didymium  in  different  states  of  combination, f  and  would  especially 
refer  to  the  most  distinct  of  the  numerous  absorption- bands,  which 
occurs  in  the  yellow.  The  various  compounds  agree  in  showing 
this  band  in  the  same  general  position ;  but,  by  careful  manage- 
ment, and  by  the  use  of  sufficient  dispersive  power,  it  may  be  re- 
solved into  a  very  variable  number  of  narrow  bands  or  black  lines. 

The  remarkable  spectrum  of  some  jargons  has  been  already  de- 
scribed by  me  in  the  Chemical  News  (vol.  xix.,  p.  122)  and  in  the 

*  Professor  Church's  paper,  Chemical  News,  vol.  xix.  page  121,  and  Professor 
Loew,  vol.  XX.  page  9. 

f  Sec  also  Bunsen'd  paper,  Poc^g.  Ayin.  vol.  cxxviii.,  p.  100. 
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Proceedings  of  the  Royal  Society  (vol.  xvii.,  p.  511.)  One  of  its 
most  striking  peculiarities  is  that,  when  light  passes  in  a  direction 
perpendicular  to  the  principal  axis  of  the  crystal  and  the  spectrum 
is  divided  by  means  of  a  double-image  prism  into  two  spectra 
having  the  light  polarised  in  opposite  planes,  though  some  of  the 
absorption  bands  are  of  equal  intensity  in  both  images,  yet  others 
are  comparatively  absent,  some  in  one  and  some  in  the  other ; 
whereas,  in  the  case  of  other  dichroic  crystals  which  give  spectra 
with  absorption-bands,  they  are  usually  all  more  distinct  in  one 
image  than  when  the  light  is  not  polarised,  and  all  fainter,  or  even 
comparatively  absent,  in  the  other.  No  sooner  had  I  observed  this 
spectrum  than  I  made  various  experiments  in  order  to  ascertain 
whether  uranium  was  present  or  not ;  and  the  then  known  tests 
that  could  be  applied  to  the  amount  of  material  at  my  command 
seemed  to  show  that  it  was  absent.  This  was  quite  in  accord  with 
the  results  of  the  various  analyses  published  by  other  chemists, 
none  of  which  mention  the  existence  of  any  trace  of  that  substance. 
Moreover,  the  general  character  of  the  spectrum  was  entirely  unlike 
that  of  all  the  known  compounds  or  uranic  acid.  The  various 
artificial  salts  all  agree  in  giving  a  variable  but  small  number  of 
moderately  broad  absorption-bands  in  the  blue  end ;  and  the  same 
is  also  seen  in  the  case  of  several  natural  minerals ;  whereas  the 
jargon  gave  a  most  unusually  large  number  of  narrow  black  lines 
(fourteen  quite  distinct,  besides  others  more  faint  and  a  single 
broader  band  which  I  cannot  separate  into  lines,)  extending  from 
the  red  end ;  so  that  nearly  all  occur  in  that  part  of  the  spectrum 
which  is  entirely  free  from  bands  in  all  previously  known  com- 
pounds of  uranic  oxide.  This  same  general  fact  was  also  seen  in 
the  spectrum  of  the  opaque  blowpipe  beads  gently  flamed,  as  de- 
scribed in  my  former  paper. 

I  will  not  enter  into  a  description  of  the  various  chemical  and 
physical  facts  which  seemed  to  warrant  the  conclusion  that  zircons 
sometimes  contains  a  new  earth  ;  but,  taking  these  into  considera* 
tion,  there  seemed  to  be  every  reason  to  believe  that  spectra  which 
thus  differed  so  much  from  those  of  any  previously  known  sub- 
stance were  characteristic  of  this  new  earth.  Judging  from  the 
facts  then  known,  it  was  more  probable  that  spectra  of  such  a  new 
type  were  due  to  a  new  element  than  that  they  were  due  merely 
to  a  combination  of  two  such  elements  as  zirconium  and  uranium. 

In  studying  the  spectra  of  crystalline  blowpipe  beads,  it  seemed 
desirable  to  examine  those  made  with  carbonate  of  soda,  with  or 
without  a  little  borax.  This,  when  melted,  dissolves  certain  ox- 
ides ;  and,  though  it  crystallises  on  cooling,  so  as  to  be  only  partial* 
ly  translucent,  yet,  with  strong  direct  sunlight,  well-marked  spectra 
may  be  seen. 

In  examining  the  various  products  into  which  I  separated  jargons 
in  order  to  study  the  supposed  new  earth  in  a  state  of  purity,  I  ob- 


Digitized  by 


Google 


278  Mechanics^  Physics^  and  dhemistry. 

tained  a  small  quantity  of  a  dark  colored  substance  (apparently 
zirconia)  containing  some  oxide,  which  communicated  a  green 
tint  to  a  glassy  borax  blowpipe  bead,  but  yet  not  sufficiently  dis- 
tinct to  show  that  it  was  due  to  uranous  oxide.  I  therefore  thought 
that  the  carbonate  of  soda  method  might  throw  light  on  the  question ; 
and,  though  the  presence  of  zirconia  prevented  solution  by  pure 
carbonate  of  soda,  the  addition  of  a  little  borax  enabled  me  to  prove 
that  uranic  oxide  is  really  present  in  some  jargons.  Such  then  be- 
ing the  case,  it  seemed  acsirable  to  ascertain  whether  the  oxides 
of  uranium  would  give  rise  to  any  special  spectra  when  present 
along  with  zirconia  in  crystalline  blow-pipe  beads.  To  my  astonish- 
ment, I  found  that  the  spectra  were  precisely  the  same  as  those  ob- 
tained in  the  case  of  what  I  had  thought  to  be  an  approximately 
pure  new  earth.  When,  however,  I  had  ascertained  the  quantity 
of  oxide  requisite  to  give  this  result,  I  was  no  longer  surpris«i 
that  I  had  suspected  its  presence.  In  the  case  of  transparent  blow- 
pipe beads  of  borax  with  microcosmio  salt,  it  is  requisite  to  have 
as  much  as  l-50th  grain  of  uranous  oxide  to  show  faintly  the 
characteristic  absorption-bands ;  whereas,  when  present  along  with 
zirconia  in  the  crystalline  beads,  l-50,000th  grain  gives  an  equally 
well  marked  spectrum ;  and  l-2000th  grain  shows  it  far  better  than 
a  larger  quantity,  which  makes  the  beads  too  opaque.  These  very 
minute  quantities  were  obtained  by  the  repeated  division  of  a  small 
known  weight,  either  before  or  after  fusion  with  borax.  This 
spectrum  also  differs  very  considerably  from  the  spectra  of  the 
usual  salts  or  blowpipe  beads  of  uranous  oxide. 

The  oxide  of  uranium  is  so  easily  reduced  at  a  high  temperature 
to  the  state  of  protoxide  in  a  borax  bead  with  excess  of  boric  acid, 
and  is  so  readily  peroxidised  at  a  dull  red  heat  when  crystallised 
along  with  borate  of  zirconia,  that  there  seemed  good  reason  to  re- 
fer the  change  in  the  spectra  to  temperature  rather  than  to  the  state 
of  oxidisation,  until  after  it  was  found  that  they  were  due  to  ura- 
nium. By  gently  flaming  the  crystalline  bead,  the  spectrum  is  en- 
tirely altered  to  that  which  seems  to  be  characteristic  of  the  com- 
pound of  borate  of  zirconia  with  uranic  oxide.  This  shows  a 
spectrum  with  five  well  marked  absorption-bands,  all  of  which 
occur  at  the  red  end,  where  there  is  no  trace  of  bands  in  the  case  of 
the  ordinary  compounds  of  uranic  acid.  I  have  tried  many  experi- 
ments in  order  to  ascertain  whether  any  other  element  besides  zir- 
conia will  cause  uranium  to  give  similar  abnormal  spectra ;  but 
none  show  anything  of  the  kind — at  all  events  in  similar  conditions. 
A  few  have  special  characters,  as  described  below  ;  but  the  majority 
exert  little  or  no  influence;  and  even  when  the  blowpipe  beads  are 
crystalline,  they  show  only  the  usual  spectra  of  the  oxides  of  ura- 
nium. Moreover,  no  such  great  change  in  the  character  of  the 
spectra  of  any  other  elements  which  give  absorption-bands  is  to  be 
seen  when  they  are  combined  with  zirconia  ;  and,  as  far  as  my  present 
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experience  goes,  it  seems  as  if  such  very  abnormal  spectra  were 
met  with  only  in  the  case  of  these  remarkable  compounds  of  zir- 
conia  with  the  oxides  of  uranium. 

Such,  then,  being  the  facts,  it  appears  to  me  that  we  are  now  in 
a  position  to  explain  why  certain  zircons  give  three  different  spectra 
as  described  in  my  former  paper.  Some  jargons  (usuallv  those  of 
a  green  tint)  contain  a  little  uranium  so  combined  that  the  charac- 
teristic spectrum  is  only  faintly  visible ;  whereas,  after  ignition,  the 
intensity  of  the  absorption-bands  is  permanently  increased  to  a  vari- 
able extent,  occasionally  only  a  little,  but,  in  some  cases,  as  much 
as  twenty-five  times.  This  more  powerful  action  on  light  is  ac- 
companied by  an  increase  in  hardness  and  in  specific  gravity  (some- 
times as  much  as  from  4*20  to  4*60,)  as  described  in  my  former 
paper ;  and  I  have  since  found  that  these  changes  are  approximately 
proportional  to  the  amountof  uranic  oxide  in  the  various  specimens, 
as  shown  by  comparing  the  spectra  of  the  blowpipe  beads.  This 
change  may  partly  depend  on  the  oxidisation  of  the  uranous  oxide, 
since  some  specimens  slightly  increase  in  weight  when  ignited ;  but 
I  think  it  cannot  be  mainly  due  to  that,  for  sometimes  there  is  no 
such  increase;  and  uranous  oxide,  combined  with  zirconia,  gives 
rise,  not  to  a  spectrum  without  bands,  but  to  one  with  several  of 
very  marked  character,  as  described  below.  On  the  whole,  since 
this  abnormal  type  of  spectrum  is  so  characteristic  of  combination 
with  zirconia,  it  appears  to  me  more  propable  that  the  effect  of  a 
high  temperature  is  to  cause  the  uranic  oxide  to  combine  more 
specially  with  the  zirconia,  as  though  the  greater  part  existed 
naturally  as  a  silicate,  but  after  ignition  as  a  zirconiate.  We  may 
also  apply  the  same  explanation  in  the  case  of  zircons  more  or  less 
strongly  colored  by  other  oxides,  which  become  almost  colorless 
when  heated  ;  and  thus  this  unexplained  peculiarity  of  zircons  may 
depend  on  the  fact  of  zirconia  being  able  to  play  the  part  of  both  a 
base  and  an  acid,  which,  as  compared  with  silica,  has  an  affinity  for 
bases  varying  according  to  the  temperature. 

The  brown-red  zircon,  from  Ceylon  (named  at  page  614  of  my 
paper,  kindly  presented  to  me  by  Mr.  E.  L.  Mitford,  of  Eusthall) 
gives  a  spectrum  precisely  like  that  of  the  borax  blowpipe  beads 
crystallised  after  treatment  in  the  deoxidising  flame,  and,  therefore, 
no  doubt  contains  uranous  oxide.  This  spectrum  being  given  by 
only  one  part  of  the  crystal,  probably  depended  upon  the  presence 
of  some  substance  which  either  reduced  the  uranic  oxide  or  pre- 
vented the  oxidisation  of  the  uranous. 

These  facts  thus  clearly  show  that  the  various  spectra  which 
seemed  to  indicate  the  presence  of  a  new  element  existing  in  three 
different  physical  conditions  are,  in  reality,  only  characteristic  of 
the  two  oxides  of  uranium,  combined  with  zirconia  or  not  in  com- 
bination. Perhaps  some  may  think  that  my  having  been  thus  led 
astray  shows  that  little  or  no  reliance  can  be  placed  on  the  method 
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of  investigation  employed ;  bat  I  contend  that  the  mistake  was  due 
to  its  being  such  an  unexpectedly  delicate  test  for  uranium  ;  and  as 
explained  above,  the  error  was  ultimately  corrected  by  a  further 
development  of  the  same  method.  As  far  as  the  interests  of  science 
are  concerned,  there  is  no  need  to  regret  the  general  result.  We 
have  lost  what  appeared  to  be  good  evidence  of  a  new  earth,  but 
have  gained  an  almost  entirely  new  system  of  blowpipe  testing, 
which  enables  us  to  detect  such  a  minute  quantity  of  some  sub- 
stances as  could  not  be  recognised  by  the  ordinary  means. 


Coal  and  Smoke  Consumption. — On  the  Pennsylvania  Rail- 
road, experiments  are  now  being  made,  says  the  Chicago  Railroad 
Review^  with  an  apparatus  for  bituminous  coal  invented  by  J.  T. 
Rich,  of  Philadelphia,  who  puts  into  the  fire  box  a  "dead  plate" 
extending  from  side  to  side,  sloping  from  a  short  distance  beneath 
the  door  and  then  turning  down  perpendicularly  to  the  grate  bars. 
Above  is  a  fire  brick  arch  extending  from  the  back  well  forward, 
around  which  the  ascending  fiame  must  pass  toward  the  front. 
Outside  the  door  ig  a  hopper,  constantly  supplied  with  coal,  which 
passes  in,  as  that  already  in  the  fire-box  works  down  to  the  dead 
plate.  A  fire  being  started  in  the  grate,  cokes  the  coal  on  the  dead 
plate ;  and  the  heat  is  utilized  by  passing  around  the  arch  and 
through  the  flues.  As  the  coke,  thus  made,  burns  away,  its  heat 
and  gases,  without  smoke,  passing  through  the  flues,  new  coal 
constantly  works  down  and  undergoes  the  same  process.  The  ex- 
periment thus  far  shows  there  is  no  doubt  that  the 'process  will 
result  in  almost  entire  freedom  from  smoke;  but  the  practical 
question,  whether  steam  can  be  made  fast  enough,  is  not  yet  decided. 

The  Southern  Phosphate  Tract.— The  famous  beds  of  phos- 
phate of  lime,  near  Charleston,  S.  C,  are  eighteen  inches  or  two 
feet  thick ;  the  phosphate  is  worth  in  Charleston  $6  a  ton  for  ferti- 
lizing purposes.  It  is  proposed  to  construct  a  canal  fifty  feet  wide, 
three  feet  deep,  and  two  miles  and  a  quarter  long,  extending  from 
the  phosphate  beds  to  Ashley  River,  so  that  the  material  can  be 
boated  down  to  the  city. 

Copper  Smiths  are  Free  from  Cholera.— From  the  observa- 
tions of  Drs.  Burg  and  Clapton,  as  it  would  seem,  copper  workers 
get  green  stains  upoti  the  gums  above  the  teeth,  and  their  perspi- 
ration is  of  a  bluish  green  hue,  but  this  seems  to  bring  them  no 
specific  disease,  and  saves  them  from  the  above  disorder. 
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Thi  Tehuantepec  Railway;  its  Location^  Features  and  Advantages 
under  ilie  La  Sere  Qrant  of  1869.  D.  Appleton  &  Co. 
In  the  introduction  to  this  interesting  work,  Mr.  Stevens,  the 
President  of  the  Company,  calls  attention  to  the  fact  that  in  Octo- 
ber of  the  year  1867,  a  grant  was  made  by  the  government  of  Mexico 
for  70  years,  of  large  tracts  of  land,  to  a  company,  to  be  formed  by 
Don  Emilio  La  Sere,  to  open  inter-oceanic  communication  across 
the  Isthmus  of  Tehuantepec  by  railroad,  carriage-road  and  tele- 
graph line.  It  is  to  be  free  from  all  taxation  or  imposts  of  any 
kind  by  the  government,  except  the  payment  of  eight  per  cent,  of 
the  net  profits  of  the  enterprise,  whenever  dividends  shall  be  de- 
clared for  the  stockholders,  and  twelve  cents  for  each  through  pas- 
senger. Such  a  company  has  been  duly  organized,  and  the  general 
plan  of  the  road  has  been  submitted  to  and  obtained  the  approval 
of  the  Mexican  government.  It  is  well  known  to  readers  of  history, 
that  Columbus  was  animated  in  all  his  voyages  by  the  belief  that 
the  shortest  route  to  the  gold  and  spices  of  the  Indies  lay  toward 
the  West.  Though  Columbus  died  without  finding  the  short  pas- 
sage he  so  eagerly  sought  for,  his  object  remained  prominent  to 
successive  navigators,  and  in  the  second  part  of  the  work  under 
consideration,  written  by  Mr.  Henry  Stevens,  a  very  interesting 
historical  sketch  is  given  of  the  various  expeditions  which  were 
fitted  out  by  Spain,  Portugal,  and  England,  with  this  object  more 
or  less  remotely  in  view.  Though  unsuccessful  in  finding  a  pass- 
age, they  made  known  the  entire  coast  of  North  and  South  America. 
At  last,  in  1519,  the  way  was  found,  and  the  Sadrones,  Philippines, 
and  the  long  sought  for  Moluccus  were  obtained  by  Magellan,  but 
alas,  the  passage  was  so  cold,  so  stormy  and  so  far  to  the  south- 
ward, as  to  be  of  inferior  value  to  commerce.  Perceiving  the  neces- 
sity of  a  direct  communication,  "  all  the  five  routes  from  Darien  to 
Tehuantepec  were  spoken  of  then  as  now,  with  the  view  of  con- 
structing immediately  a  canal,  road  or  portage,  deeming  it  safer  to 
transport  goods  than  to  carry  them  round  the  strait."  The  far- 
sighted  Cortes,  the  conqueror  of  the  mighty  empire  of  Montezuma, 
apprehended  the  advantages  of  the  Tehuantepec  route  and  procured 
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immense  tracts  of  land  along  its  course  to  be  confirmed  to  him  by 
deed  of  the  emperor,  Charles  V.  The  line  of  the  projected  Rail- 
way stretches  from  Minatitlan  on  the  east  to  the  bay  of  Ventosaon 
the  west  coast,  a  distance  of  about  162  miles.  The  summit  level 
is  the  pass  of  Masahua,  793  feet  above  tide-level  in  Ventosa  bay. 
The  steepest  gradient  is  60  feet  per  mile.  The  road  occupies  a  de- 
pression in  the  plateau  of  the  Cordilleras,  and  owing  to  the  great 
elevation  of  these  table-lands  to  the  northward,  and  its  less  tropical 
position,  the  climate  of  the  Tehuantepec  route  is  said  to  be  milder 
and  more  salubrious  than  that  of  Darien.  The  granitic  axis  of  the 
central  ridge  is  flanked  by  slates,  primitive  limestones  and  sand- 
stones ;  good  building  stones  are  abundant,  and  rich  deposits  of 
iron,  tin,  silver  and  gold  are  reported  from  various  localities.  Other 
chapters  on  the  vegetable  productions,  population,  towns,  domestic 
industry  and  scenery  will  be  found  interesting  by  any  one  who  is 
curious  to  learn  more  of  this  country,  hitherto  little  known,  but 
daily  more  spoken  of  and  written  about. 


Agricultural  Qualitative  and  Quantitative  Chemical  Analysis,     By 

Prof.  G.  C.  Caldwell.    Orange,  Judd  &  Co. 

The  author  says,  in  his  preface,  that  the  book  is  meant  to  be  a 
complete  manual  of  chemical  analysis  as  applied  to  agriculture. 
"  The  qualitative  and  quantitative  processes  that  are  described  re- 
fer only  to  such  substances  as  are  found  in  soils,  plants,  animals, 
fertilizers,  or  other  materials  or  other  products  of  agriculture,  and 
moreover,  in  order  to  reduce  the  size  and  consequently  the  cost  of 
the  book  as  much  as  possible,  except  in  two  or  three  instances, 
only  those  methods  of  analysis  are  introduced  which  are  most  com- 
monly used  by  good  chemists,  and  have  been  tried  and  found  re- 
liable, with  such  improvements  as  have  been  made  in  more  recent 
practice."  This  is  attempting  a  great  deal  in  a  small  octavo  volume 
of  less  than  800  pages,  and  an  examination  of  the  contents  of  the 
book,  shows  that  brevity  has  been  obtained  at  a  sacrifice  of  that  minute 
and  detailed  description  of  apparatus  and  processes,  which  is  one 
of  the  most  essential  requirements  of  a  laboratory  handbook.  The 
directions  given  in  chapter  I,  for  preparing  and  testing  the  rea- 
gents, are  too  meagre  and  concise  to  satisfy  the  beginner,  and  he 
will  be  compelled  to  resort  to  the  work  of  Fresenius  from  which 
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they  have  been  condensed.  To  condense  a  treatise  on  analytical 
chemistry  by  omission  of  the  minuties  on  which  success  depends, 
and  indicate  only  the  principles  of  the  analytical  process,  is  to  de- 
prive it,  in  a  great  part,  of  its  usefulness.  The  same  remark  ap- 
plies to  the  methods  given  for  the  determination  of  specific  gravity, 
for  solution,  evaporation,  filtration,  weighing  of  precipitates,  etc. 
Also  to  the  chapters  on  the  reactions  and  methods  of  quantitative 
estimation  and  on  special  methods  of  analysis.  It  is  greatly  to  be 
regretted  that  the  student  is  not  referred  to  Fresenius  for  all  these 
matters,  and  the  space  thus  gained  devoted  to  agricultural  chemis- 
try proper.  The  student  might  thus  have  been  made  acquainted 
with  the  contents  of  all  the  important  contributions  to  this  branch 
which  have  been  made  of  late  years  in  English,  French,  and  especi- 
ally in  German  periodicals  not  generally  accessible,  and  the  labor 
of  research  and  selection  have  been  accomplished  once  for  all  by  the 
author.     As  it  is  the  reader  must  consult  the  original  memoirs. 


Fresenius*  Quantitative  Chemical  Analysis.     Edited  by  Prof.  S.  W. 

Johnson.    John  Wiley  &  Son. 

The  drawing  and  description  of  Rumpf  s  azometer,  which  are 
given  in  this  edition,  together  with  Dietrich's  tables  of  the  ab- 
sorption of  Nitrogen  in  Bromized  Sodic  Hypochlorite  and  of  the 
weights  of  a  cubic  centimetre  of  Nitrogen  for  different  tempera- 
tures will  greatly  facilitate  the  estimation  of  Nitrogen  by  expulsion 
in  the  wet  way.  The  processes  given  in  Fresenius  for  the  volu- 
metric determination  of  Ferric  Oxide  by  Stannous  Chloride,  by 
Sodic  Hyposulphite  and  Potassic  Iodide,  by  Fuch's  method  of  boil- 
ing with -weighed  strips  of  metallic  copper,  by  Rose's  processes 
with  Sulphuric  Acid  and  Sodio-auric  Terchloride  are,  with  the  ex- 
ception of  the  first,  perhaps,  judiciously  omitted,  and  Oudeman's 
method  with  Sodic  Hyposulphite,  Cupric  Sulphate  and  Potassic 
Salphocyanide  substituted.  Gibb's  beautiful  process  for  the  de^ 
termjjcmtion  of  capper  by  precipitation  with  a  Hypophoaphite^  and 
of  M^igajiese  as  Pyrophosphate  are  given.  Also  his  method  of 
eliminating  the  corrections  for  moisture,  temperature  and  pressure, 
by  comparison  of  the  volume  of  the  gas  with  that  of  a  certain  vol- 
ume of  moist  air  in  a  graduated  receiver  hanging  side  by  side  with 
the  first  in  the  mercury  bath,  the  value  of  which  for  0°  and  760  m.m. 
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has  once  for  all  been  accurately  determined.  No  drawing  is 
given  of  the  latest  beautiful  apparatus  of  Geissler  for  the  determi- 
nation of  Carbonic  Anhydride.  The  editor  calls  attention  to  an 
important  modification  of  his  own,  that  of  filling  the  apparatus 
with  Garb.  Anhydride  before  the  first  weighing.  The  fact  that 
the  carbonate  must  dissolve  freely  and  completely  in  the  cold,  and 
that  it  is  difficult  to  effect  the  two  weighings  at  the  same  tempera- 
ture and  pressure,  greatly  impairs  the  value  of  the  process.  It 
would  have  been  well  to  notice  the  determination  of  Carbonic 
Anhydride,  in  case  of  certain  native  carbonates,  by  loss  on  blast- 
lamping.  It  is  said  that  Lime  is  estimated  occasionally  in  the 
caustic  state,  when  present  in  small  quantity.  Is  not  this  mode 
actually  more  certain  and  rapid,  than  its  estimation  cither  as  car- 
bonate or  sulphate?  Tables  by  Dietrich  are  given,  which  render 
the  estimation  of  Carbonic  Anhydride  quick  and  easy.  Prof.  J.  L. 
Smith's  method  of  decomposition  of  Silicates  with  Calcic  Carbo- 
nate and  Ammonia  Chloride,  a  most  delightful,  speedy  and  accu- 
rate method,  and  of  which  it  would  be  difficult  to  speak  too  flat- 
teringly, is  transcribed  in  full.  In  the  determination  of  Potassa 
and  Soda  it  is  not  necessary  to  convert  the  alkalies  into  chlorides, 
provided  that  the  acid  with  which  they  are  combined,  such  as  sul- 
phuric, is  soluble  in  alcohol,  but  no  intimation  of  this  important 
fact  is  given  and  the  student  would  naturally  conclude  that  the 
roundabout  processes  for  converting  the  sulphates  into  chlorides 
are  always  essential.  The  modified  method  of  Deville  and  Rivot 
for  the  separation  of  Ferric  Oxide  from  Alumina  and  Chromic 
Oxide  by  ignitition,  in  alternate  currents,  of  Hydrogen  and  Chlor- 
hydric  Acid  is  given  without  a  drawing  of  the  complicated  appa- 
ratus requisite,  and  so  meagrely  that  the  admirable  results  ob- 
tainable by  it  would  not  be  suspected. 

Much  that  is  valuable  in  Fresenius  has  been  omitted  without  the 
substitution  of  an  equivalent  value  of  new  and  improved  processes. 
During  the  past  five  years  most  of  the  leading  chemists  have  given 
in  their  adherence  to  the  new  system,  and  before  another  edition 
is  needed  the  great  majority,  probably,  will  follow  their  example. 
The  new  system  haa'^been  iadopted  in  our  most  advanced  chemical 
schools,  and  nothing  would  have  recommended  the  book  more  to 
the  students  who  are  now  embarassed  by  learning  the  nomencla- 
ture and  numbers  according  to  the  new  system,  and  performing 
their  laboratory  calculations  according  to  the  old,  than  the  elimi- 
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nation  of  this  source  of  trouble.    In  typography  and  wood-cuts  it 
is  greatly  inferior  to  the  original  work  in  German. 


First  Principles  of  Chemical  Philosophy.     By  Prof.  J.  P.  Cooke,  Jr. 

Welch,  Bigelow  &  Co. 

Beginning  with  clear  definitions  of  volume  and  weight,  the  sim- 
ple relations  which  exist  between  them  when  expressed  in  terms 
of  the  French  metrical  system  are  pointed  out.  Then  the  advantage 
of  the  employment  of  the  crith  in  chemical  calculations.  By  reason- 
ing from  the  phenomena  of  expansion  on  increase  of  temperature, 
it  is  shown  that  the  movements  of  the  molecules  make  themselves 
known  as  heat,  and  that  the  temperature  of  a  body  may  be  ex- 
pressed by  the  general  formula  for  the  momentum  of  a  moving 
mass,  or  I  m  Y\  The  argument  is  given  for  assuming  as  one  of 
the  fundamental  doctrines  of  the  new  chemistry,  that  equal  volumes 
of  all  gases,  at  the  same  temperature  and  pressure,  contain  the  same 
number  of  molecules.  The  way  of  arriving  at  the  numbers,  most 
approximate  to  the  true  atomic  weights,  is  stated,  and  the  exact 
value  of  the  control  exercised  by  specific  heats  upon  the  calcula- 
tion. Also  the  manner  of  computing  from  the  symbol  of  a  sub- 
stance its  per  centage  composition,  and  the  way  of  arriving  at  the 
molecular  weight  of  a  body  in  the  liquid  or  solid  state  by  compari- 
son with  substances  whose  molecular  weights  are  known.  The 
chapter  on  equivalents  illustrates,  clearly,  the  meaning  of  the  terms 
quantivalence  and  atomicity,  and  that  on  types  the  manner  of  re- 
presenting the  constitution  of  compounds  by  graphic  symbols.  The 
inorganic  acids,  bases,  hydrates  and  salts  are  brought  into  harmo- 
nious relations  on  the  new  system,  and  a  similar  harmony  is  shown 
to  reign  among  various  classes  of  organic  compounds,  such  as  the 
alcohols,  fats,  ethers  and  glycols.  In  the  chapter  upon  silicon 
some  very  interesting  original  views  are  presented  concerning  the 
formul©  of  silicates  and  the  method  of  computing  them.  We  be: 
Hove  that  this  is  the  first  text-book  in  which  all  the  great  theories 
of  modem  chemistry  are  systematically,  clearly  and  logically  pre- 
sented. At  the  outset  certain  broad  principles  are  laid  down  with 
reference  to  the  nature  of  atoms  and  their  relations  to  the  chemical 
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and  physical  forces,  aud  upon  these  principles,  as  a  foundation,  the 
phenomena  of  chemical  science  are  built  up  into  a  sy  metrical  and 
imposing  superstructure.  The  great  strength  of  the  book,  how- 
ever, is  in  the  vast  array  of  numerical  problems  by  which  the 
principles  are  illustrated.  They  test  the  knowledge  of  the  student 
in  every  possible  way,  and  greatly  increase  his  power  of  applying 
it.  The  book  is  no  ordinary  one,  but  it  is  to  be  placed  with  those 
distiDguished  few  like  Fresenius'  Analysis,  Hersohers  Astronomy 
and  Dana's  Geology,  which  mark  an  era  in  the  history  of  in- 
struction in  the  sciences  to  which  they  relate. 


Elemmts  of  Chemistry.  By  W.  J.  Rolfe  and  J.  A.  Gillet;  eighth 
edition,  revised  and  enlarged.  Woolworth,  Ainsworth  &  Co., 
1870. 

Largely  compiled  from  the  former,  and  worthy  of  recommenda- 
tion to  less  advanced  students. 


New  Lighthouse  Apparatus.— In  the  Lochindaal  Light- 
house, in  the  island  of  Islay,  Argyleshire,  which  was  exhibited 
for  the  first  time  on  the  15th  instant,  dioptric  prisms  of  a  new  form 
have  been  introduced.  The  light  which  passes  behind  the  flame 
has  hitherto  been  sent  forward  by  two  optical  agents,  so  as  to  min- 
gle with  the  front  light,  and  thus  to  reach  the  eye  of  the  mariner; 
but  the  object  is  now  effected  for  part  of  the  upper  core  of  rays  by 
means  of  the  new  prisms  alone,  so  that  one  agent  is  saved,  and  the 
loss  of  light  by  absorption  and  superficial  reflection  is  prevented. 

The  prisms  act  by  refraction  and  total  reflection,  and  consist  of 
glass  of  the  ordinary  index  of  refraction.  By  means  of  the  prisms 
and  a  spherical  mirror,  the  whole  of  the  back  light  is  sent  forward. 

The  Working  of  Bronze. — The  secret  of  the  manufacture  of 
Chinese  gongs  seems  to  have  been  revealed  recently  by  M.  M. 
Julien  and  Champion,  who  have  found  that  bronze,  which  is  brittle 
at  the  ordinary  teqiperature,  becomes  malleable  at  a  dull  r^  keat.. 
£I^{)erin)ents  lately  made  on  thi3  matter  at  th^  Paris  mint  with  the 
view  of  determining  the  conditions  inost  favorable  to  working,  the 
alloy,  found  that  a  bronze  containing  20  per  cent,  of  tin,  which  at 
the  comm9n  temperature  is  as  brittle  as  glass,  may,  at  a  dull  red 
heat,  be  forged  and  beaten  out  as  easily  as  soft  tin. 
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Prooeedingf  of  the  Stated  Konthly  Keeting,  Tebniary  0th,  1870. 

The  meetiDg  was  called  to  order  with  the  President,  Mr.  Coleman 
Sellers,  in  the  chair. 

The  minutes  of  the  last  meeting  were  read  and  approved. 

The  Actuary  submitted  the  Minutes  of  the  Board  of  Managers 
and  stated  that  the  new  Board  organized  on  the  26th  January  inst., 
by  appointing  the  following  Standing  Committees  for  the  ensuing 
year: — 

Is^.  On  Instruction.  2nd.  Elections  and  Resignations, 
Henry  Morton,  Henry  G.  Morris, 

Robert  E.  Rodgers,  Henry  Cartwright, 

Enoch  Lewis,  Samuel  Hart, 

Isaac  Norris,  Jr.,  William  Helm, 

Wm.  P.  Tuthnm.  Theodore  Bergner. 

Zd.  Stocks  and  Finance.  4th.  On  Publications. 

William  Sellers,  Bloom  field  H.  Moore, 

Frederick  Fraley,  Samuel  Sartain, ' 

Jacob  Naylor,  Charles  Bullock, 

Washington  Jones,  Pliny  £.  Chase, 

William  B.  Benient.  Joseph  M.  Wilson. 

5M.  Exhibitions.  Qth.  Sectional  Arrangements. 
J.  Yaugban  Merrick,  Henry  Morton, 

William  Sellers,  R.  Eglesfeld  Griffith, 

Edward  Longstretb,  Henry  W.  Bartol, 

Charles  S.  Close.  John  H.  Cooper, 

Blomfield  H.  Moore.  W.  Bitrnet  LeVan. 

Messrs.  Bloomfield  H.  Moore  and  Charles  Bullock  were  elected 
Curators  for  the  ensuing  year. 

At  the  stated  meeting  held  February  9th,  donations  to  the  Library 
were  reported  from  the  Royal  Astronomical  Society,  the  Statistical 
Society  and  the  Society  of  Arts,  London ;  and  the  Association  for 
Preventing  the  Explosion  of  Steam  Boilers,  Manchester,  England  ; 
laSocietd  Industrielle,  Mulhouse,  France;  die  K.K.Geographischen 
Gesellschaft,  Wien,  Austria;  The  Smithsonian  Institution,  Wash- 
ington, D.  C;  the  Board  of  Water  Commissioners  of  Jersey  City, 
N.  Jersey ;  the  Massachusetts  Charitable  Mechanics  Association, 
Boston,  Massachusetts. 
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The  various  committees  reported  their  minutes.    The  President 
appointed  the  following  Standing  Committees  for  the  ensuing  year: 


Library. 
H.  W.  Bartol. 
Chas.  Bullock. 
Pliny  E.  Chase. 
J.  Redaeld. 
Percival  Roberts. 
Samuel  8artuin. 
Prof.  Henry  Morton. 
H.  G.  Morris. 
Wm.  P.  Tatham. 
J.  M.  WiUon. 

Cabinet  of  Arts  and  Manufactures. 
Wm.  Adamson. 
John  H.  Cooper. 
W.  A.  Cheney. 
Clement  M.  Biddlo. 
Jacob  Nay  lor. 
Prof.  Edward  F.  Moody. 
Alfred  Mellor. 
Wm.  G.  Rhoads. 
J.  $.  Bancroft. 
Wm.  P.  Tatham. 

Cabinet  of  Minerals. 
Clarence  S.  Bement. 
Dr.  Isaac  H.  Conrud. 
Dr.  Elias  Wildman. 
Dr.  S.  B.  Howell. 
Dr.  F.  A.  Genth. 
Theo.  D.  Rand. 
Joseph  M.  Wilson. 
Dr.  Albert  C.  Peale. 
John  C.  Trautwine. 
G.  Brinton  Phillips. 


Models. 
Wm.  B.  Bement. 
Edward  Brown. 
Theo.  Bcrgner. 
John  Gcehring. 
Addison  Uutton. 
John  Kile. 
D.  8.  Holman. 
Edwin  £:^ith. 
Joseph  M.  Wilson. 
Chas.  Mcllvain. 

Meteorology. 
Dr.  Chas.  M.  Crcsson. 
Dr.  Geo.  G.  Percival. 
Dr.  Henry  Hartshorne. 
Dr.  l«aac  N  orris. 
Prof.  James  A.  Kirkpatriek. 
Prof.  Henry  Morton. 
Prof.  James  A.  Meigs. 
Pliny  E.  Chase. 
Prof.  Robert  E.  Rogers. 

A.  M.  Spangler. 

Meetings, 

Henry  Cartwright. 

Enoch  Lewis. 

Prof.  Robert  E.  Rogers. 

Edward  Longstreth. 

H.  G.  Morris. 

Dr.  R.  E.  Griffith. 

B.  C.  Tilghman. 
Prof.  Henry  Morton. 
Bloomfield  H.  Moore. 
Samuel  Hart. 


The  Resident  Secretary  read  his  report  on  Novelties  in  Science 
and  the  Mechanic  Arts. 

The  meeting  then,  on  motion,  adjourned. 

Henry  Morton,  Secretary. 


A  Fish-hook  Machine. — There  is  a  machine  at  New  Haven, 

Conn.,  which  turns  out  one  hundred  fish-hooks  per  minute  from  a 
coil  of  wire. 
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JL  Dictionary  of  the  Solubilities  of  Chemical  Sub' 
stances.  By  Prof.  F.  H.  STORER,  of  the  Massachusetts  Institat« 
of  Technology.  1  yol.  in  3  parts,  8  vo.,  paper  covers,  per  part,  $2.00. 
Whole  work,  cloth,  %1.bO. 

The  work  is  exceedingly  yalnable  to  practical,  as  well  as  to  theoretical  chemists, 
and  the  apothecary  and  the  manufacturing  chemist,  will  find  its  pages  stored  with 
information  needed  og  numerous  occasions,  and  which  here  is  presented  to  them 
in  the  most  accessible  form/' 

Chemical  Tables.  By  S.  P.  SHARPLES,  S.  B.  12  mo. 
cloth,  $2.25. 

This  collection  of  tables  has  been  prepared  with  great  care  under  the  supervision 
of  Br.  Wolcott  Gibbs,  of  the  University  at  Cambridge,  and  will  be  found  of  great 
value,  both  to  the  student  and  the  practical  chemist. 

Icones  JULUSCorutn  /  or  Figares  and  Descriptions  of  most  of  those 
Mosses  pecaliar  to  Eastern  North  America,  which  have  not  been  here- 
tofore figured.  By  WILLIAM  L.  SULLIVANT,  L.  L.  D.  With 
129  copperplates.     Royal  8  vo.     Cloth,  $15.00. 

First  Principles  of  Chemical  Philosophy.  By  Prof. 
J.  P.  COOKE,  Jr.,  of  Harvard  College.  The  work  complete,  I  volume, 
12  mo.  cloth,  $5.50.  Part  L  at  $2.50,  and  Part  II.  at  $3.50,  are  sold 
separately.     Part  I.  is  especially  adapted  for  a  text  book  in  colleges. 

Crystallography.  By  Prof.  J.  P.  COOKE,  Jr.,  of  Harvard 
College.     8  vo.  limp  cloth,  $1.25. 

Sunsen^s  Flaw^e  Reactions.  A  method  of  Analysis  in  which 
the  Gas  Lamp  is  substituted  for  the  Blow  Pipe.  Translated  by  Prof. 
C.  P.  HIMES,  Ph.  D,    Pamphlet  8  vo.  75  cents. 

Idirdner^s  HandSook  of  Optics.  A  new  and  revised  edition. 
l2mo.  cloth,  $2.50. 

Mathematical  Monthly.  1859  to  1861.  3  vols.  4to.,  cloth, 
$12.00.     Catalogues  of  Scientific  Works  sent  on  application. 

Any  of  the  above  sent  by  mail,  on  receipt  of  price,  by 

SEVER,  FRANCIS  &  CO., 

PNtkUaksn  «>*  DMUara  la  SOIBITTIFIO  AVD  BDDCATIOKAI.  BOOKS, 

21  Bromfleld  Street,  Boston. 
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STONE  BREAKSR. 


The  office  of  this  machine  is  to  break  stones  of  eyeiy  sort  to  a 
suitable  size  for  road  niaking^  railroad  ballasting  and  concrete,  and 
to  break  Ores  and  Minerals  of  every  kind  into  small  fragments, 
preparatory  to  their  further  comminution  by  other  machinery. 

It  has  now  been  in  use,  enduring  the  severest  tests,  for  the  last 
ten  years,  during  which  time  it  has  been  introduced  into  almost 
every  country  on  the  globe,  and  is  everywhere  received  with  great 
and  mcreasing  fetvor  as  a  labor-saving  machine  of  the  first  order. 

Illustrated  circulars,  fully  describing  the  machine,  with  ample 
testimonials  to  its  efficiency  and  utility,  will  be  furnished  on  appli- 
cation, by  letter,  to  the  undersigned. 

|^*Th6  patents  obtained  for  this  machine  in  the  XTnited  States 
and  in  England  having  been  fully  sustained  by  the  courts,  after 
well  contested  suits  in  both  countries,  all  persons  are  hereby  cau- 
tioned not  to  violate  them ;  and  they  are  informed  that  every  ma- 
chine now  in  use  or  offered  for  sale,  not  made  by  us,  in  which  the 
ores  are  crushed  between  upright  convergent  &cea  or  jaws  Mtuated 
by  a  revolving  shaft  and  fly-wheel,  are  made  and  used  in  violation 
of  our  patent. 

BLAKE  BROTHERS,  New  Haveii,  Goim. 
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BBOOKZTir,  KEW  YORK, 


^'Tr-4ni, 


rEAM  ENGINE  WORKS 
BROOKLYN.  Ny. 


BRASS  AND  IRON  FOUNDERS, 

Also,  Makers  of  Sugar  Mills,  Oil  Presses,  and  all  Machinery  of  that 

heavy  description  ased  in  the  Arts  and  Manufactures.     More 

particularly  we  desire  to  call  attention  to  our 

OIL    I=>I^ESSES, 

And  especially  for  Cotton  Seed,  which  is  daily  becoming  of  more  im 

portance,  from  the  value  of  the  Oil,  and  nutritious  quality  of  the 

Cake  as  an  article  of  Feed.     These  Presses  of  Fiv» 

Bags  made  by  us  are  superior  to  any  others 

in  the  production  of  oil,  and  are  fur* 

nished  with  the 


Crushing  Rolls  and  Heating  Pan,  and  Driving  Machinery 


ALSO  ALL  PAKTIOULAU  QT  BMABS  TO 


FEE'S  I^ATENT  HULLINS  MACHINERY  IN  CONNECTION. 


TT.    JLR'TBrCTZi*   I*re0»t. 
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RICHARDS,  THORNS  &  CO. 

Engineers  and  Machinists, 

MAQoflMtaren  of 

JmproDdi  land  ^m  ^ntfdmz, 

And  other  Wood -Working  Machinery  for  Ship  Work 
and  Car  Building,  Planing  Mills,  &c. 

Columbia  Airenue  and  Flttli  Street^ 
PHILADELPHIA. 
Olllce  entrance  on  Randolpli  HU 

PEOOR^  DP^IITT  CO., 

150  North  Fourth  Street^  FhUadelphUu 


This  Company  are  the  only 
Manufisu^turers  of  this  Paint. 
It  is  a  remarkably  beautiful 
color — ^is  adapted  to  Machin- 
bts*  and  Railroad  Companies 
use— giving  a  finish  to  tools 
and  machinery  superior  to 
anything  yet  introduced. 

BX7XB  TO 


[KrtrMt  from  TBgtfmoiilal  from  IfCT^lTnr  4 

BOW  Soakhwvk  Itaadry,  PtS&SS&Kl 
««Mr.  S.  Bowxv, 

Sec  Pecora  Lead  Cb: 
Your  METALLIC  OSMBNT  if  bet- 
ter than  red  or  white  lead  fbr  nuUdng 
BTSAM  JOINTS  or  patching.  Hot 
rivet!  do  not  aiTeot  the  Oemoiti  wt  net 
it  in  Joint!  of  light  tanla,  in  the  place 
of  oaoUdng,  and  they  do  not  leale  ^ 
ii!C  it  alfo  on  ga!-hol<&er!. 

«  J.  J.  GRESNTOBLBi 
«  JWimon  qf  2oiUr  Depmrtmmnf 


T.A'W=^^^^'T^  A 


roR 


PBACTIGAL  &  AKALTTIGAL  GHEMISTBT, 
Chant  Street,  Tenth  Street,  below  Market, 


(Rmt  of  Si.  Stophra'f  Church.) 


PHILADELPHIA. 


ESTABLISHED  IN  1836. 


Instruction  given  in  CHEMISTRY,  MINERALOGY  and  GEOLOGY,  bj 
LECTURES  and  PRACTICE,  with  especial  reference  to  ANALYSIS,  MANU- 
FACTURES and  MEDICINE. 

Analyses  made  of  Ores,  Minerals,  Guanos,  Waters  and  articles  of  commeroe 
and  manufacture.    Opinions  given  on  chemical  questions. 

BOOTH  Sl  GARRfiTT. 

Jaus  C.  Booth. 
Thos.  H.  Gaxutt. 
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▲  ••IfVB]»     BT     TnX     OOlililTTBB     OB     PIT  BL  I  0  ▲  T  10  B  •  . 

nnMntiFTiw,  moo  not  ajihum. 


Tbii  Jonmal,  devoted  to  Mechanical  and  Physical  Science,  CiTil  Engi- 
neering, and  the  Arts  and  Mannfactnres,  is  published  in  monthly  numbers 
of  seyenty-two  pages  each,  forming  two  volumes  per  annum,  illustrated 
with  engravings  and  wood-cuts.  It  contains  original  and  extracted  articles 
on  all  subjects  of  interest  to  the  Civil  and  Mechanical  En^eer,  to  the 
Manufacturer  and  to  the  man  of  Science,  as  well  as  much  general  informa- 
tionon  Scientific  subjects,  which  is  likely  to  interest  the  general  reader. 

The  Journal  is  now  in  its  forty-third  year  of  publication,  and  has  be- 
oome  a  standard  work  of  reference. 

TsBMB  Of  SuBSOBipnoN. — Fivo  dollars  per  annum;  payable  on  the 
iMue  of  the  sixth  number.  When  the  ftdl  subscription  (five  dollars)  is 
paid  in  advance,  the  numbers  will  be  sent  vubb  of  postaqb. 

Oommunicaiions  and  letters  en  btuiness  must  be  directed  to  the  Aoru- 

▲BT  Of  THl  FSANKUN  InITITUTB,   PHUiADBKPHIA. 

The  Journal  can  also  be  obtained  from*the  following : 

DAVID  G.  FRANCIS,  New  York. 

JOHN  WILEY  &  SON,   "        " 

D.  TAN  NOSTRAND,     «        « 

L.  W.  SCHMIDT,  "        " 

W.  C.  LITTLE  &  CO.,  Albany,  New  York. 

LITTLE,  BROWN  ft  CO.,  Boston,  Massaohusetta. 

A.  WTLLLAMS  ft  CO.,  «  « 

NEW  ENGLAND  NEWS  CO.,  Boston,  Mass. 

JOHN  C.  DOW  ft  CO.,  Lawrence,  « 

THE  WESTERN  NEWS  CO.,  Chicago,  Illinois. 

M0H1JN  ft  BESTOR,  Washington,  District  of  Columbia. 

BELL  ft  CO.,  San  Francisco,  California. 
Pari8.— HECTOR  BOSSANGE  ft  SON,  11  Quai  YolUire. 
iondon.— EIVES  ft  MACEY,  61  King  William  Street 
Who  are  authorized  to  receive  subscriptions  and  to  make  exchanges  for 
periedieals  devoted  to  the  Arts  and  Sciences. 
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FOR  THB 

ANALYSIS  OF  COALS,  GASES,  &c. 


Especial  attention  given  to  the  Analysis  of  Coals  and 

the  determination  of  their  fitness  for  the 

production  of  Gas,  or  for  use  in 

Smelting,  or  for  Steam 

purposes. 

Heating  power  expressed  in  value  of  best  hard  and  soft  coals 

in  the  market 

ALSO, 

GAS  ENGINEERING  AND  COMMISSION  AGENCY, 

For  procuring  Coals,  Castings,  Fire-brick  and  Tile ;   and 

all  other  materials  for  the  construction  and 

repairing  of  Gas  Works. 


VOB  THX 

SELECTION  AND  PREPARATION  OF  COAL  FOR  ANALYSIS. 


In  the  selection  of  samples  of  Coal  for  analytical  examination,  take  the  aamplea 
as  far  from  oat-crop  as  possible,  with  specimens  from  the  centre,  top  and  bottom 
of  vein. 

It  is  well  to  collect  several  hundred  poands  indiscriminately,  and  have  it  broken 
fine,  and  thoroughly  intermixed;  from  this  mass  take,  say  50  poands,  and  grins 
H  to  a  coarse  powder ;  mix  thoroughly,  and  weigh  out  five  pounds,  which  trmn- 
mit  for  analysis. 

Accompanying  each  sample  should  be  a  lump  specimen,  (say  i  lb.,)  from  centre 
and  sides  of  vein. 

Care  should  be  taken  to  include  an  average  amount  of  pyrites,  or  other  impurity 
occurring  in  the  Coal. 

A  memorandum  should  accompany  ooal  intended  for  an  especial  purpose,  nsd 
the  examination  will  be  directed  to  its  suitability  for  such  purpose. 


Dr.  GHABLES  M.  GSESSON, 

417  WAUnjT  8TBEET, 
eCHTJYXJBXLXi    THJkSVXQJk.TX.aK    Tacun^xxafG,) 

PHILADELPHIA. 
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PASCAL  IRON  WORKS, 

BstabllBlied  In  18!»l. 

MORRIS,  TASKER  &  CO., 

Wroogllt  Iron  Welded  Tnbes,  i-inch  to  8  inches  bore,  for  Steam 
Gm,  Water,  Sec.,  with  T's,  L's  Stope,  YalTee,  &c.,  with  Screw  Joint!  to  suit  tubes. 
Malleable  Iron  and  Brass  Fittings,  Glass  Blower  Tubes,  Blasting  Tubes,  &o. 

GalTanlzed  Tubes  and  Fittings  for  water. 

lAp-Welded  Boiler  Floes,  1}  to  10  inches  outside  diameter,  out  to 
definite  Imgths,  22  feet  or  under. 

Artesian  Well  Pipes,  of  wrought  Iron,  screw-ooupled ;  flush  inside  and 
out.  Al^  >  of  Cast  Iron,  6,  8,  10  and  12  inches  diameter,  with  wrought  bands ;  flush 
inside  ar.d  out,  and  Pumps  for  same. 

Colls  of  Tllbe^  for  boiling  and  evaporating  by  steam  or  hot  water. 

Tayere  Colls,  for  Blast  Furnaces,  and  tube  cut  and  fltted  to  plans  andspeol- 
flcations  sent 

Double  Kettles,  for  steam  boiling  and  evaporating,  and  cooking  by  steaii^ 

Drytnff  Closets,  heated  by  steam ;  Wash  Houes  and  Steam  arrangements 
for  Public  Institutions  and  Private  Dwellings. 

Warming  and  Tentllatlng  Steam  apparatus  of  the  most  approved  plans 
for  Factories,  Public  Buildings,  Hotels,  Private  Dwellings,  Green  Houses,  Aa 
eonstructed  and  adapted  to  the  buildings  to  be  warmed. 

Hat  Water  Apparatus;  Tasker's  Patent  Self-Begulaung  Hot  Water 
Apparatus,  for  Private  Dwellings,  School  Houses,  Hospitals,  Green  Houses,  Ac. 

Iron  and  Brass  Castings,  of  every  description. 

CtaUl  Work.  Castings:  Retorts  and  Bench  Castings  for  Coal  (Hs  Works: 
Street  Mains,  Bends,  Branches,  Drips,  Lamp-posts,  Lanterns,  Ao, 

Rosin  Gas  Apparatus,  for  Factories,  Public  Buildings,  Hospitals,  and 
Private  Dwellings. 

Green  Hoose  Pipes  and  Boilers :  Fire  Doors  and  Frames,  Hot  Water 
Pipes  for  Forcing  Beds,  Pineries,  Garden  Boilers,  Aa. 

Columns,  Conduit  Pipes,  Pavement  Gutters,  Soil  Pipe. 

Batb  TubS^  Sinks,  Sewer  Traps,  Soil  Pans  and  Traps,  and  Water  Closet 
arrangements. 

Screwing  Macblnes,  Drill  Stocks,  Stocks  and  Dies,  Taps,  Beamer 
Drills,  Pipe  Tongs,  and  a  general  assortment  of  Gas  and  Steam  Fitters'  Tools  and 
Materials. 

WOBKS5  S.  Flftb,  between  Tasker  and  Morris  Sts, 

WARBHOV8B  It  OFFICE^  909  S.  TUrd  St.,  Pblla. 

BTEPHSriCOBSIS,  HEIBT  G.  XOUIB 

TS08.  T.  TABXSB  Jr.  P.  K.  TA8XSB 
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HENRT  P.  M.  BIRKINBUVS, 
CIVIL  AND  MECHANICAL  ENGIKEER, 

Will  make  Examinations,  SiirvejB,  Plans  and  Estimates  for:  or  superintend  th« 
eonstraction  of  Water  Works,  Gas  Works,  Water  Powers,  Machinery,  Ac. 

Detailed  Drawings  and  Speoifioations  prepared  for  Reseryoirs,  Dams,  Water 
Wheels,  Pumping  Engines,  Gas  Holders,  ic. 

H.  P.  M.  B.  brings  to  his  aid  an  experience  of  over  twenty-fiye  years,  and  can 
refer  to  many  important  works  constructed  bj  him,  or  under  his  direction. 

OFFICSS,  182  Sovtlfc  FovrtH  St. 
RBSIDBS CB«  S5M  Barlnir  Mtr^tf 
PlOladelpia*. 

FOR  ALL 

Laboratory  and  Manufacturing  Purposes. 
Platinum    Scrap  and  Ore   purchasedL 

H.  M.  RAVNOR 

Offfce,  57  Bond  St.,  New  York. 

The  Brooks  Patent  Parfline  Insulator, 

WORKS,  22  South  Twenty-ftrst  Street,  PhOadeiphia. 

All  varieties  of  Insulators  manufactured  at  these 
■Works  are  warranted  to  excel  the  usual  styles  of  Glass 
and  Rubber  more  than  one  hundred  fold. 

In  view  of  the  error  and  delay  in  transmission,  waste 
and  consumption  of  battery  material — ^the  results  of  de- 
fective insulation — ^its  fragile  nature,  and  expense  of 
renewal,  nothing  is  more  manifest  than  its  economy. 

To  railroad  companies  relying  upon'  the  efflcienoy  of 
their  telegraph  departments,  it  is  of  great  value. 

JOHN   L.   ENOWLTON, 

fStuMMMor  to  X  W.  LTNir  A  €0.,) 

Millwrights  and  Histcliiitists, 

JSTo.   130  BEEI>  STREET,   BHILABELBHIA. 

Ifanufacturer  of  Steam  Engines  and  Boilers.  Also  all  kinds  of  Saw  Mill,  Plan- 
ing Mill,  and  Flour  Mill  Machinery.  Sole  Manufacturer  of  Knowlton's  Patent 
Bevel  Saw,  for  Sawing  Ship  Timbers  ;  also,  Knowlton's  Circular  Saw,  for  Sawing 
Ship  Plank  to  the  curve  and  Bevel,  and  Knowlton*8  Patent  Machine  for  Turning 
and  Orindins:  Shot,  Shell,  Valve  Balls,  Ten  Pin  and  Billiard  Balls.  Manufacturer 
of  T.  H.  Cushing's  Patent  Saw  and  Planing  Machine,  for  Working  Bridge  Ar^es 
and  Curved  Timbers.    |6^ Particular  atteation  paid  to  Kepairing. 
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Oor.  S.  Front  ft  Seed  Sts.,  ft  Nob.  614  ft  616  Market  Street, 

P  Hlli  ADELPHI  A. 

Msnafaotare  Bnamelled  EvAporating  Diihet ;  Iron  Mortars,  of  differi&t  itylM; 
Tinned,  Toxnedi  snd  Plun  Enamelled  Oanldione,  from  12  to  120  gallonip  witk 
m  assortment  of  other  articles  suitable  for  Chemists'  nse. 

JUIOIiPH  OTT, 

May  be  employed  professionally  as  expert  Beports  on  mining  land,  and  inves- 
tigations in  subjects  involying  both  mechanical  and  chemical  knowledge,  exami- 
nation of  new  inyentions,  etc.    Specialist  for  various  branches  of  Technology,  vis : 

Construction  of  Gas  Generators,  Preservation  of  Wood, 

MANUFACTURE  OF  WHITE  LEAD, 
Dtsulphurization  of  Ores,  and  Utilization  of  the  Waste  Products  of  Gas  Works. 

Address,  73  EAST  SEVENTH  ST. 

NKW  YORK  eiTY. 


9 

Izptrienee  as  Constraoting  or  Consulting  Engineer  on  three  Steam  and  five 
Horie  Railways,  seren  Water  Works,  six  Kiyer,  Harbor  and  Canal  ImproTS* 
msnts.  Pumping  and  Marine  Engines,  U.  8.  Dry  Dook,  to.,  ho. 

Office,  No.  48  Pine  Street,  Boom  27,  New  Tork. 
Besidence,  No.  42  Johnson  Street,  Brooklyn. 
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AMERICAN  AND  EUROPEAN, 


OP 


NO.  37  PABKMOW,  NMW  YOMK.\ 


For  a  period  of  nearly  twenty-fire  years,  Munn  k  Go.  have  oooupied  the  posi- 
tion of  leading  Solicitors  of  American  and  European  Patents,  and,  daring  tlus 
extended  experience  of  nearly  a  quarter  of  a  century,  they  have  examined  not 
less  than  fifty  thousand  alleged  new  inyentions,  and  have  prosecuted  upwards  of 
thirty  ^thousand  applications  for  patents ;  and,  in  addition  to  this,  they  have  made 
at  the  Patent  Office  over  twenty  thousand  preliminary  examinations  into  the 
novelty  of  inventions,  with  a  careful  report  on  the  same. 

Munn  k  Oo.  deem  it  safe  to  say,  that  nearly  one-third  of  the  whole  number  of 
applications  made  for  patents  during  the  past  fifteen  years  has  passed  through 
their  Agency»  which  is  assisted  by  a  Branch  Office  at  Washington  which  watches 
and  supervises  all  their  cases  as  they  pass  through  official  examination.    ' 

Inventors  who  desire  to  consult  with  us  are  cordially  invited  to  do  so.  Wt 
shall  be  happy  to  see  them  in  person  at  our  office,  or  to  advise  them  by  letter. 
In  all  cases,  they  may  expect  from  us  an  hoiust  opinion.  For  such  consultations 
opinion  and  advice,  we  make  no  charge.  A  pen-and-ink  sketch,  and  a  description 
of  the  invention  should  be  sent. 

Prkliminart  Examination  is  made  into  the  novelty  of  an  invention  by  per- 
sonal search  at  the  Patent  Office*  which  embraces  all  patented  inventions.  For 
this  special  search  and  report,  a  fee  of  $5  is  charged.  We  advise  this  special 
search  only  in  very  doubtful  oases. 

To  Apply  for  ▲  Patent,  a  model  must  be  furnished — ^not  over  a  foot  in  any 
dimensions.  Send  model  to  Munn  4*  Co.  37  Park  Roto^  New  York,  by  express, 
charges  paid;  also,  a  description  of  the  improvement,  and  remit  $16  to  cover  first 
Government  fee,  revenue  and  postage  stamps. 

Caveats  Filed ;  Interferences  Managed ;  Extensions  and  Re-Issues  Obtained ; 
Assignments  Prepared;  Designs,  Trade-Marks  and  Compositions  Patented. 

Patents  are  obtained  in  all  European  countries. 

For  instructions  concerning  Foreign  Patents,  Re-Issues,  Interferences,  Hints 
on  Selling  Patents,  Rules  and  Proceedings  at  the  Patent  Office,  the  Patent  Laws, 
&c.,  see  our  Instruction  Book.    Sent  free,  by  mail,  on  application. 

Address  all  communications  to 

MTTNN  &  CO., 
2fo.  37  JPark  Bow,  New  Tarh  City. 

Office  in  Washington,  corner  of  F  and  Seventh  Streets. 
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STEiiM  SjSlMMSSRS. 


WM.  A.  SWEET  &  CO. 

OF  SYRACUSE,  N.  T., 

ABB  NOW  PBBPABBD  TO  MANUPACTUBB  TO  OBDBB 


M  Sweet's  Improd  Balance  Valve  &  Variable  Cut-Off. 


This  YaWe  Motion  gi^es  oar  Hammeri  more  range  and  force  for  large-siaecl 
work,  and  greater  delicacy  and  precision  for  small  work,  combined  with  entire 
eoonomy  in  use  of  steam  (equal  to  the  Corliss  Engine,)  than  any  other  Hammer 
eyer  offered. 

They  use  steam  in  proportion  to  the  work  done.  The  Valve  Motion  is  very 
simple  and  durable ;  is  made  of  the  best  Norway  Iron,  and  case-hardened,  and  all 
the  work  is  done  in  the  best  style  and  finish. 


weight  of 
Hammer  In 

ItMk 

Blowfl  p«r 
Hlnato. 

RlMOf 

Hftinmer. 

Wm  RedQoe 
Ingot  ftom 

Approximsto 

Wdght  ot  WkoU 

In  lbs. 

400 

860  to  460 

10  in. 

8}  in.  to  1    in. 

7,000 

600 

260  to  860 

16  in. 

6i  in.  to  1}  in. 

16.000 

1,000 

200  to  800 

20  in. 

7    in.  to  8    in. 

20,000 

1,600 

160  to  260 

80  in. 

10*  in.  to  6    in. 

80,000 

2,000 

T 

100  to  160 

t 

40  in. 

14    in.  to  8    in. 

40,000 

Foundation  Drawings  will  be  forwarded  in  season  to  get  foundation  ready  for 
the  Hammer^  and  a  oompetent  workman  will  be  sent  to  set  the  Hammer  and  giye 
instmotions  for  working,  at  the  expense  of  the  purchaser.  Prioe  includes 
Wrenches,  Foundation  Bolts,  Bed-Plate  and  Anvil  Blocks,  delivtred  on  board 
thu  c»ra,  boxed  and  packed,  in  good  order. 

Terms,  Cash. 

Dies  and  Die  Ohills  extra,  at  10  ets.  per  pound. 

WM.  A.  SWEET  &  CO., 

STBAOUSJB,  X.  T. 
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Ml    @i^;:-^  Works 


r 

AMERICAJ»  y 


,,  /     .  COMPANY, 

'^.^amilton  Streets, 

PHILADELPfflA,  PENNA. 


^ 


For  a  p'  ^^,,._.,.— «__«_ 

tion  of  ] 
extend' 

less  t'  Manufacture 

thir' 
at 


Especially  adapted  to 

Every  variety  of  Railroad  Service, 

And  to  the  economical  use  of 

Wood,  Coke,  Bituminous  and  Anthracite  Coal  as  Fuel. 

All  Work  accurately  fittted  to  Gauges,  and  thoroughly  intcr- 

changeable.     Plan,  Materials,  Workmanship,  Finish 

and  Efficiency  fully  guaranteed, 


M.  BAIRD.  EBWn.  H.  WILLIAMS. 

GEO.  BUBNHAM.  .  WM.  P.  HENSZBY. 

CHAS.  T.  FABBY.  EDWD.  LONGSTBETH. 
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MILIUM  SELLERS, 

i 


JOHN  SELLERS,  Jb* 


WM.  SELLERS  &  CO^ 

MACHINISTS'  FOUNDERS'  SMITHS' 

AND 

BOILBR  MAKBRS'  TOOLS 

SHAFTING, 

With  BftU  and  Sooket-bearings  and  Doable  Cone  Vise-couplings,  admitting  of 
the  easiest  possible  adjustment. 

PULLEY  &  WHEEL  PATTERNS, 

From  whicb  Castings  or  Finished  Work  will  be  furnished. 

RAILWAY  EaUIFHENTS, 
TVBimiG  AUD  TRANSFER  TARLES  AND  PITOT  RRIDGES 


>,  1 1 ;  o*    r  \  W-. 


SOLE  MANUFACTURERS  AND  LICENSEES  OP 


FOR  FEEDING  BOILERS. 


Digitized  by  VjOOQIC 


M^oHinsrisTS*  tools. 


»       ^    ■!     » 


INDUSTRIAL  WORKS, 

PHILADELPHIA. 


Mil  ■  jmiisun  Mui  nui » lann^ 

Lathes,  Planing,  Shaping,  Slotting,  Boring  and  Turning,  and 
Wheel-catting  Machines.    Vertical,  Radical,  Horiiontal 
and  Suspended  Drills.      Gotter-hole  and  Key- 
seat  Catting  Machines.    Milling,  Edging, 
Drilling  and  other  Gun  Machinery. 

BOLT  AND  NUT  THREADING  MACHINES. 

DRinNG-WHSEL  LATIKS,  (inUTEIINS  lACIUSS,  WHEEL  PRSIUI 

Ain>  OTEXX 


STX3AM  BAMXaBaS, 

Cupolas,  Cranes,  Ladles,  Forges,  Blowers,  Piping,  etc.    Punching 
and  Shearing  Machines.      Bending  Bolls,  Plate- 
planing,  Angle-iron  Catting  and  other 

Xroxx  fllliJ.p-13-ullcaLlzi.s  llffAoimxaLei^ir. 

SH-AJFTIISra, 

With  improved  hangers  and  pillow-blocks,  haying  both  vertical  and 
horizontal  adjustment  and  self-adjustment  ball-bearings. 

PULLEY  AND  GEARING  PATTERNS, 
From  which  Castings  or  Finished  work  will  be  furnished. 

BEMENT  9l  DOUGHERTY. 


Digitized  by 


Google 


H.  HOWSON'S 

T7zi.ltec3.    States    axxd.   3F"orel 

FORREST  BUILDINGS, 
No.  119  South  Fourth  Street, 

PHILADELPHIA, 

m> 

MARBLE  BUILDINGS, 

No.  460  seventh:  ST., 

(Oppoiito  U.  8.  Patent  Offloe,) 
WA8HINQTON,  D.C 


Wi 

np4 

PHiUOELPHIA.  WASHimOI. 

BRINCIBAL  OFFICES,  FHILAI>ELFHIA. 

H.  HowBOir  prepares  Specifications,  Drawings,  Assignments,  Agreements,  Ac. ; 
conducts  Interferences,  Appeals,  Applications  for  ^-issues.  Extensions,  4!C.: 
attends  to  tlie  Filing  of  Caveats,  reports  as  to  the  Patentability  of  Inventions,  and 
acts  aa  Consulting  Attorney  in  suits  respecting  Patents. 

Thx  WASHnroTON  Ofjticss,  in  charge  of  a  trained  and  confidential  clerk  of  the 
establishment,  and  visited  at  frequent  intervals  by  the  proprietor,  enables  the  latter 
ix>  make  preliminary  examinations  promptly,  to  prosecute  rejected  a})plications 
without  delay,  and  to  retain  in  his  charge  all  cases  entrusted  to  him,  instead  of 
resorting  to  the  common  but  dangerous  practice  of  handing  them  over  to  irrespon- 
iible  practitioners. 

A  MoBEL  DsPABTiCEirr,  in  charge  of  one  of  the  most  expert  mechanics  In  the 
dty,  forms  a  part  of  the  establishment  in  Forrest  Buildings,  and  affords  to  inventors 
«n  opportunity  of  having  their  models  made  promptly,  seoretl  v  and  at  moderate  ooit. 

Parties,  on  application,  can  obtain  pampnlets  relating  to  both  United  States  and 
Foreign  Patents. 


Burlington,  lowm,  Oetober  2d,  1807. 
DiAE  Sn:  I  take  tUi  oeeadon  to  state  to  yon,  that  fbr  sereralyean  past  I  hara  been  acqiwlated  with 
the  mamiar  in  which  yoa  hare  oondocted  your  business  as  Patent  Solicitor.  This  has  always  been  hi^y 
creditable  to  yoorself  and  satisfbctary  to  the  Patent  Office.  Ton  understood  your  esses  well,  and  prsesnted 
llNin  in  that  intelligible  form  which  generally  insured  success.  I  make  this  Certificate  in  hopes  that  It 
Bsy  be  serTioeable  to  yon  in  continuing  to  find  that  employment  tn  your  prafession  to  which  yoor  industry, 
totolUgHnnt  and  oonrteoos  bearing  so  justly  entitle  yon. 

Toon^  vsry  truly, 
tDHnavHowsai^lBq.  OHA&  MASON,  Late  ( 


BcMloo, Oelobsr  tli,lMlb 


Mr  Hiam  Bnis  It  gives  me  great  pleasure  to  give  my  testimony  as  tothe  maimer  tn  which  ym  c 
your  boslaissB  as  a  Solicitor  of  Patents,  during  the  four  years  that  I  was  Chief  Clerk  and  Sxeenttve  Ofllosr 
•f  the  U.  8.  Patent  Ofllo^  and  for  a  considerable  period  Acting  Commissioner. 

During  that  time  your  business  at  the  Patent  Office  was  surpassedin  extent  but  by  one  firm  In  NowTocIl 
fbe  papers  presented  by  you,  spedflcations,  drawings,  correspondence,  te.,  were  iuTariably  models  of  neat- 
MSB,  aoenracj  and  legal  precision.  They  were  fk«quently  pointed  out  to  younger  Solicitors  aa  among  the 
best  ezamplea  and  preoedente  for  practice  in  the  ofllce.  Tour  intercourse  with  the  oflloe  was  aoeoodoeled 
that  all  tka  rls^tt  of  your  elientt  were  secured  without  personal  controversy.  With  the  beat  oppnrtwnlttaa 
•f  judglM^  I  do  not  hesitete  to  say,  that  your  thorough  knowledge  of  meofaanlos  and  patent  law  plaswyw 
In  ttetcat  nak  of  the  SoUdtocs  of  Patantt  of  the  United  Btatea. 
Very  truly,  yours, 
JOHN  L.  HATB8,  Late  OUaf  Qeik  and  BzeoBtiv*  OOoir  U.  8.  Pitsiil  < 

g.  ■<irio«^Bn>»PlithMWIphla,  Pa. 


stearlUlyfDdonetht 
-      oftbator 


Washington,  D.O,  Novanbe* 
made  by  Ite;  Haj«  la  the  above  Isttv,  r 
oftbtsoontry. 

Sl  p.  HOUOWAI,  fi»  0—1^8 
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TESTIMONIALS. 


SuMMXBLXE  Ikon  Works, 
Alexander  Morton,  Esq.,  '  Coatbkidqb,  lith  July,  1869. 

87  West  Nile  Street,  Glasgow. 

Sib, — ^We  have  bad  your  <<  Ejector  Gondenaer ''  in  operation  for  netrlj 
three  months,  and  are  satisfied  with  its  working. 

Having  tested  the  consumpt  of  fuel,  both  before  and  after  it  was  applied,  we  find 
the'saving  to  "befiUly  iwenty-9§ven  p§r  cent.  I  am,  Sir,  Tours  truly^ 

(Signed)  JOHN  KEIL50K. 

Glkmoarkock  Wobks, 
Alexander  Morton,  Esq.,  Dalbt,  Atbahibx,  2%ih  SepUmbtr,  1869. 

87  West  Nile  Street,  Glasgow. 

Dkab  Sib, — Your  **  Ejector  Condenser  "  has  been  working  at  Byeiliolm 
Pumping  Pit  since  9th  May  last;  it  gives  twelve  pounds  vacuum,  and  saves  ahou 
ivfeniy'»€v§nper  cent  of  fuel^  and  has  never  been  the  least  out  of  order  during 
that  time.    We  are  highly  satisfied  with  its  working.        Tours  truly, 

(Signed)  ABCHD.  GBAT. 

LuoAB  Iron  Wobkb, 
OuMKOCK,  Atkshikk,  let  October,  1889. 
The  first  of  Morton's  "  Ejector  Condensers  "  was  fitted  upon  Oraigston    umping 
Engine,  Lugar,  and  has  now  been  in  constant  use  for  twenty  months,  during  which 
period  we  have  not  required  to  expend  one  penny  in  up-keeping  or  repairs. 

The  Condenser  and  Throut  are  at  this  date  as  free  from  deposit  or  sediment,  and 
as  in  good  condition  as  when  first  fitted  up. 

We  are  unable  to  state  definitely  the  saving  in  fuel  effected,  as  two  other  engines, 
performing  varying  amounts  of  work,  are  connected  with  the  Pumping  Engine  to 
the  same  range  of  boilers. 

We  are  now  so  well  satisfied  (after  such  a  lengthened  trial)  with  the  resnlU, 
that  we  have  ordered  additional  '*  Ejector  Condensers  **  from  Mr.  Morton. 

For  EGLINTON  IKON  CO., 

(Signed)        B.  Anoxts,  Manegr. 

CoATBAKK,  EKGnrx  Wobkb, 
Alexander  Morton,  Esq.,  Coatbbidqk,  U/i  October,  1889. 

87  West  Nile  Street,  Glasgow. 

DB1.B  Sib,— We  have  applied  one  of  your  "  Ejector  Condensers"  to  an 
old  high-pressure  engine  which  was  too  light  for  its  work,  and  also  short  of  boiler 
power.  The  Condenser  has  now  been  working  for  the  last  three  months,  aod  givei 
no  trouble  to  the  attendant  (a  common  laborer) ;  lifts  the  water  11  feet,  giving  sn 
average  vacuum  of  23  inches.  The  saving  in  fuel  ie  about  twenty-Jive  per  eent, 
the  engine  and  boiler  being  now  equal  to  their  work.         Tours  truly, 

(Signed)  STRATHERN,  MURRAT  &  -ATEBSON. 

PoKTiriCAL  Mabikx, 
Alexander  Morton,  Esq.,  Citita  Yxcchia,  March,  1889. 

87  West  Nile  Street,  Glasgow. 

This  is  to  certify  that  Morton's  Patent  Condenser  was  applied  to  the 
twin  screw  steamer  *' Flora."  built  by  Messrs.  Seath  A  Co.,  ship-builders,  Clyde, 
and  the  appliance  of  the  same  was  a  complete  success.  Having  been  present  at 
the  trial,  I  had  the  gratification  of  witnessing  the  working  of  the  same,  and  hare 
n«  hesitation  in  saying  that  as  a  Condenser  it  stands  unrivalled. 

(Signed)        GEO.  THOS.  INGLE,  Chi^f  Enginser. 

Alexander  Morton,  Esq.,  Glaaqow,  26th  March^  1869. 

87  West  Nile  Street,  Glasgow. 

Dbab  Sib, — We  have  great  pleasure  in  testifying  to  the  satisfacton 
trial  of  your  patent  Condenser  on  board  of  the  twin  screw  steamer  "  Flora,"  altbooira 
this  being  the  first  fitted  on  board  of  a  steam  vessel.  We  consider  the  trial  higuj 
satisfactory  in  every  respect,  and  shall  not  fail  to  recommend  it  in  all  casea  comiof 
BBdar  our  notice,     W«  are,  Dear  Sir, 

(Signed)       T.     .  SEATH  *  GO. 
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THE  EJECTOR  CONDENSER, 


MORTON'S  PATENT. 


71s.  2. 


ng.i. 


tig.  1  is  for  Eng^iaes  with  one  Cylinder. 


Fig.  2  is  for  Engines  with  two  Cylinders. 


This  Ejector  Condenser  is  applicable  to  all  steam  engines  and  to  the  vacuum 
pans  of  sugar  refiners,  when  sufficient  water  for  condensation  can  be  obtained. 
It  dispenses  with  the  air-pump,  saves  all  the  power  required  for  working  that 
pump,  occupies  much  less  space  than  the  ordinary  jet  condenser  and  air-pump,  and 
has  no  parts  constantly  in  motion,  thus  obviating  the  necessity  of  skilled  atten- 
tion and  frequent  repairs :  it  can  be  placed  on  any  part  of  the  exhaust  steam  pipe. 

It  can  be  applied  to  many  of  the  existing  non-condensing  steamboat  engines;  it 
will,  with  their  present  consumption  of  fuel,  give  about  a  tenth  more  speed,  or,  at 
the  same  rate  of  speed,  it  will  save  from  20  to  3D  por  cent  of  their  fuel  with  consid- 
erably less  boiler  pressure. 

For  a  description  of  the  apparatus,  with  reports  on  its  efficiency  and  theory  of 
its  action,  see  the  Journal  of  the  Franklin  Institute^  of  Philadelphia,  for  Novem- 
ber and  December,  1869. 

Reference  is  also  requested  to  the  accompanying  testimonials,  as  to  the  merits  of 
the  apparatus. 

The  Patentees  have  placed  the  sale  of  the  American  patent  in  the  hands  of  the 
undersigned,  to  whom  application  is  to  be  made. 

DENNISTOUN  &  CO., 
No.  22  Exchange  Place,  New  York. 
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Illustrations— One  Plate  and  Six  Woodcuts. 
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Items  and  Koyxlties — The  Illinois  and  St.  Louis  Bridge,  217 ;  The  Tehu- 
antepec  Darien,  and  Nicaragua  Canal  Boutes,  219;  Titanic  Iron,  Ex- 
perimental Test  of  Bar  Iron,  by  Wm.  H.  Shock,  U.  S.  N.,  (woodcut), 
221 ;  East  River  Bridge,  Launch  of  Caisson,  Blasting,  &c.,  223 ;  The  Clip 
Pulley,  (woodcut),  224  ;  Carbonic  Acid  Apparatus,  (woodcut),  225 ;  Slate 
Pencils,  A  New  Explosive,  239 ;  Squirting  Solid  Metals,  244  ;  Gunnery 
Expeiiments,  Insoluble  Aniline  Colors  Dissolved,  257 ;  Cutting  up  Large 
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EDITORIAL  CORRESPONDENCE. 
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Belting  Facts  and  Figures^  No.  II.    By  J.  H.  Cooper,  (continued.) 2SI| 

Long  Span  Bridges.    By  Gen.  J.  G.  Warren,  U.S.A.,  &  Mr.  W.  W.  Evans, 

C.E 3M-| 

Pumping  Engines.     By  H.  P.  M.  Birkinbine,  C.E 2I»J 

The  Monarch— H.  B.  H.  Iron-Clad.     By  Prof.  R.  H.  Thurston,  Engineer, 

U.  S.  N.,  (one  plate) 2«i 

Endless  Band  Saw  for  Iron. — From  Report  of  W.  S.  Auchincloss 255| 

Transmission  of  Force  by  Belts  and  Pulleys.     By  Robert  Briggs,  C.  E 258  j 

MECHANICS,  PHYSICS  AND  CHEMISTRY. 

Chemical  Notes  from  German  Magazines.     By  Prof.  A.  R.  Leeds 2dS| 

On  the  Diffraction  produced  by  the  Edges  of  the  Moon.  By  Prof.  E.  U.  Pic- 
kering, Ph.D.,  (one  cut) , 

Magnesium  and  Electric  Lights  as  applied  to  Photo-Micrography.  By  Col. 
J.  J.  Woodward,  U.  S.  A.,  (2  cuts) 

Jargoniura  a  Compound  of  Uranium 

BIBLIOGRAPHICAL  NOTICES. 

The  Tehuantepec  Railway 

Agricultural  Quantitative  Chemical  Analysis.     By  Prof.  G.  C.  Caldwell 

Frosenius'  Quantitative  Chemical  Analysis.    Edited  by  Prof.  S.  \V.  Johnson,  : 

First  Principles  of  Chemical  Philosophy.     By  Prof.  J.  C.  Cooke,  Jr 

Elements  of  Chemistry.     By  Rolfe  and  Gillet 
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RILCKMTLY  PUBLISHED  BT 

333r  3D.    TTazx   3SSroiBtz*AZi.ca.y 

23  Murray  Street  and  27  Warren  Street ^  New  York. 

A  TRBATI8B  ON  ORB  DEPOSITS.  By  Beruhard  Voa  Cotto,  Profenor  of  QvAoc 
iu  tho  Royal  School  of  M inea,  Freiberg,  Saxony.  Tranalatcd  from  the  aecond  Oermaa  editioD,  hj  Fre- 
derick Prime,  Jr.,  Mining  JSnglnser.  fteviaed  by  the  author.  With  Domerons  Ulnstratioiif.  8  to. 
cloth,  $1.(0. 

A  HAHD  BOOK  OF  PRAOTICAI.  TBLBORAPB Y*  By  R.  8.  Culley,  Bngliwer  te 
the  Klectric  and  Intematibual  Telegraph  Company.  Published  with  the  aauetion  of  the  Cbainoui  and 
Directors  of  the  Electric  and  TotcroatioDal  Telegraph  Company,  and  adopted  by  tlie  Deflartaent  irf^Tele- 
graphs  for  India.    Fourth  Edition.    Reyiscd  and  enlarged  with  many  illustrationi.    8  to^  doth,  %&S» 

MODBRN  PRACTICB  OF  THB  KE.BCTRIC  1* BE.BORAPH.    A  Haod-Book 

for  Electriclaos  and  Operators.    By  Frank  L.  Pope.    Third  BdiUon.    IllustraCed.    8  to.,  cV»I^  $1.60. 

APPIilCATION  OF  THB  SlitDB  VAI.VB  Sb  I.IBIK  ftOTIOH  to  Stationary. 
Portable,  LooomotiTe  and  Tarlous  £nginee,  with  new  and  simple  methods  for  proportioning  the  parti. 
By  W.  S.  Auohincloaa,  M.  B.    Illustrated  with  f 8  plater.    8  to.,  doth,  fl.CO. 

Any  of  the  aboTe  works  sent  ftree  by  mall,  on  reeelpt  of  price. 


Trautwine's  Engineering  Works. 


New  Editions  of  FIELD  PRACTICE  FOR  LAYING  OUT 
CURVES  FOR  RAILROADS, 

AL80 

NEW  SYSTEM  OF  CALCULATING  CONTENTS  OF  EXCAVA- 
TIONS AND  EMBANKMENTS  BY  MEANS  OF  DIAGRAMS. 

By  J.  C.  TRAUTWINE,  Civ.  Eng. 

The  above  works  have  large  and  important  additions  not  contained 
in  the  former  editions.  In  the  latter  work  will  be  found  rules  for 
calculating  Earth  and  Rock  excavations,  with  readj  calculated  tables 
of  the  same.  Price  of  each  book,  J3.00. 

Published  and  for  tale  by 

WILLIAM  HAMILTON, 

Hall  of  the  Franklin  Institute,  Philadelphia^  Pa 
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HUNTOON  GOVERNOR. 

By  its  use  we  Guarantee 

Unvarying  Speed,  Increased  Power,  or  DIrect 

Saving  in  Fuel. 

r 


a 


i 


§ 


^  1  ^^TW^^^^m^W  /  cu 


I 

This  Governor  is  now  in  use  on  hundreds  of  Engines,  and 
tht  principle  of  its  construction  is  such  that  we  can  warrant 
them  successful  operation,  even,  where  the  best  adjusted  BALL 
GOVERNORS  may  have  faUed. 

In  asserting  the  above  we  are  upheld  by  the  best  mechan- 
ical talent  in  the  country. 

R.  K.  Huntoon,  J 

J.  Augustus  Lynch,      ^  Proprietors, 
and  others,   3 

103  State  Street,  Boston! 


MifiHr§m€$tfknd$bid/hm  Parties  in  ivny  line  of  tnanufacturing  huinett. 
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PEOPLE'S  WORKS. 


Manufadurera  of 

High  and  Low  Pressare 
Stationary  Steam  Engines,  Sugar 
Mills,  Saw  Mills,  Grist  Mills,  Marine  Rail- 
ways, Blowing  Cylinders,  Pumping  Engines,  Hoist- 
ing,  Stamping  and   Mining  Machinery  in  general, 
Hydraulic  Presses,  Cranes,  Boilers,  Rolls,  Punching  Machines, 
Shafting,  Pulleys,  Hangers,  &c.,  and  Machinery  of  all  descriptions. 
Steam  Boilers,  Ship  Tanks,  Sugar  Boilers,  Cast  or  Wrought, 
Coolers,  Pans,  ko.     Soap  Pans  and  Curbs  of  all  sizes, 
either  Cast  or  Wrought.     Retorts,  Meters,  Stills, 
&c.     Steam  Pipes,  Building  Fronts,  Col- 
umns, &c.,  fitted  and  put  up.     . 
We  are  also  prepared  t%  execute  all  orders  for  Heavy  and  Light 
Castings,  either  in  green  Sand  or  Loam,  of  Iron  and  Brass,  at  the 
shortest  notice. 

JOHN  HUliSWORTH, 
JA€OB  1VATI.OB, 

Oor.  Girard  Avenue  and  Front  Streets, 

KENSINGTON,    PHILA. 

R.  D.  O.  SMITH, 

soLicrroR  or 

AMERICAN  AND  FOREIGN  PATENTS, 

Directly  oppMito'EHt«rn  Entranoe  to  the  Patent  Offloe, 

■\^.A.saBa:Il^TC3K^ouT,  i>.  c 


Business  of  any  description  relating  to  Patents  will  receive  prompt  and 
thorough  attention.    All  letters  of  enquiry,  enclosing  stamp,  answered  withoot 
charge. 
References  in  any  part  of  the  country  furnished  when  desired. 
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Miller  &  Allen. 

MACHINISTS  AND  BOILER  MAKERS, 

^  eHC8TCei»  PCNNA. 

MANUFACTURERS  OF 

CORLISS'  STEAM  ENGINES 

ALSO, 

Marine,  River  and  Stationary  Steam  Engines, 

AND  MACHINERY  GENERALLY. 

ttWIB  MILLE&.  ALONZO  ALLEN. 

mANKLrN"  S.  MILES, 

liom  205  Quarry  Sfvoot^ 
7BI&ILDBUBIA. 


^i^w  ^@immt@i^l>mi#s'i 


SCREWS  OF  BRASS,  ffiON,  STEEL  AND  GERMAN  SILVER, 

FEUSS  BUTTONS,  SET  SCREWS  and  CHANGE  WHEEL, 

"PINS  and  ROLLERS  for  Sewing  Machines, 

Etc.,  etc.,  etc. 


iU  SCjREWS  made  to  order  from  Samples  fumUhed* 
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HAEEISON  STEAM  BOILEB. 


( 


Mr  JgQTH  WiMIKW,  J^, 

Hri— la  ny  latt 


17Bioir  8o«AS  RvnsET* 


•4 


„ IdvlBff 

VM  always  k«pt  orwr  tftj  powkU,  and  wa  wwa  tbanfcra  aoablad  to  do  mon  wori 
Iha  laBie  maohiiiary  and  apparatna  than  with  ow  old  iliaa  boiling  is  whiok  ftha 
Ml  ba  kapt  np  higfaar  tbaa  twanty  to  thirty  pouda. 
fha  aatoal  nriag  is  tmH,  duiag  this  Ubm^  was  ona  thniissnd  and  asfW^r^BS  Idm  oTaoaL 

To«ntr«ly, 

eURATUB  JlSnB» 


r,Jf. 


Ssar  8Ir>-Aftar  «slBg  ona  oTyov  ttMy^oaa  horwpaw  boBsrislxtss^aoiitts,ttgHw»stPMt 
■JMSors  to  say  that  it  has  provad,  tn  arsty  parttenlar,  anttrsiy  satlsfcotwy.  I  hava  had  Maay  onportni- 
fisB  to  riCOBMnand  tt,  whkh  I  ha^a  doM  with  plsaaara.  lor  aeonony  In  M,  It  azoels  an  boOoiB  In  an. 
I  oan  raisa  staam  in  ahortsr  Mbm  than  In  any  bollir  I  hava  afar  sstn  i  and  wanld  shsarfhQy  I 


as  tha  absapsi^  safts^  and  Most 


any  DoOsr  I  hava  arai 

HlMHsravarlnnsa. 

Tsij  raspsatfblly  yau% 


A.  v. 


Hawporli  H*  Mf  VMroaiy  1^ 


IbUiL 

"ylTMaBl 


I>sar8lr»-Tovnor  JaBnatyMh,asUMOVoplnlsnarthaHknlsoBBollsr,li«thnnd.  Wa  half 
had  your  boOsr  In  nsa  flftaen  nonths,  and  It  ^tw  na  pcrim  asHsfkotkia  In  fukknass  aT  laMtf 
Mtaa,aadthaahaapaeaiof  nnminglt.aaeoaBparsdwlththaold-lhshkiMd  boUsta.  Onr  haUsr  doisnet 
sat  leak  a  draa,  and  wa  do  not  baUara  it  avar  will;  and  last,  thoagh  not  laast.  ow  aaitinsn  abont  it  d» 
MllMoblifsdIagatthalrUtssiaauad.  Tourstruly,  


ooirjui  A  Houuii 


Ann  WiBiWfflr,  Jr.,  Phllad«lpU%  fh. 

I>sar  Biri— Toar  fKtor  of  Jaanary  0th 
had  of  yon  in  Ootobar,  has,  froBB  tha  tisM  wa 


OooBOf^  K.  E^  lsbrui7  i^  ISA 

dalytohand.   l!k»  V^hatmvtmwrbdlkKt,^AUk99 
'  tta  na^  nntU  now,  fiTan  parlbet  f  "  '  ^ 


wa  aan  ssa  no  laaaon  why  it  should  not  eontinaa  to  doao.  Itis  tha  only  boiler  (and  wa  hava  had  a  varisif  «f 
Mid^  that  salted  nsfh»  the  lint.  Wa  aava  Ihel,  ara  tronblad  with  na  leakage,  aad  ftsl  saft  fa  nibff 
Ik    wa  aan  only  ssy  that  It  meats  mosa  than  our  aspaotations.  Traly  yonn^ 

▲BBOI^DOWHimAOa 
9«  friaaJM  aad  Olwkalsd  dNvkr,  apply  to 

JOSEPH  BARRZSOWi 
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MERRICK  ft  SONS  ^'  ■ 

BOITTHWABE  FOUNBKT, 


480  TT^AMlxlxi 

PHILADELPHIA, 

aiig  Ajsi  u  Jb' A.o'r  u  irtB 

Ikam^JBbyfnet    Por  land  or  marine  lerriee;  honaontal,  beam  or  TartioaL 

OioiUatonofiiaei  ranging  as  follows:  8x10;  10xlS| 

14x14;  18x12. 
Soui  ALunTTAonnfcSBS  iv  Philadxlphia  avd  TioDnTT, 

07  WBIGHT'S  PATENT  YABIABLB  OUT-OFP 

BNGINB»  tha  best  yet  introdaoecL 
lalleri    Qylinder,  flue  and  tabular. 
ieafit-JBaifMfsarf,  of  Kasmyth  or  Dayy  styles,  with  the  most  reoent  impro>f»> 

ments,  and  of  all  sixes. 
IraJkNi^j  IhriU  Ghrinding  Best,  and  Twist  DrUl-Holder. 
bsMii^rtf— Loam,  dry  and  green  sand,  brass,  &o. 

too/#— Iron  frames  for  covering  with  slate  or  iron— neat,  durable  and  eoonomioaL 
}a9'Hoider9  of  every  description.    BuilderM  of  BMergfor  ih4  PhUadslpMm 

Oa$  WorkSf  of  100  and  160/m<  dia$n€Ur. 
\mk9  of  every  form,  for  sugar  estates,  refineries,  oil,  Ao. 
fdf  MaeMnery  of  every  description,  including  Betorts,    Bench-castings, 
Holders  and  Frames,  Puriflers,  Ooke  and  Obarooal 

Barrows,  Gafr-Yalves,  Governors,  Hoisting  Machines, 

Manufacturers  for  the  American  Meter  Company  of  their 

Patent  Dry  Oentre  Yalve  for  changing  purifiers. 
BarioTs  PaUni  Wrought  Iron  Betort-lid— durable,  light  and 
cheap. 
H0ar  MaeMnery,  such  as  Y acnum  Pans  and  Pumps,  Defecators,  Bone-Blaok 
and  Bag  Filters,  Bone-Black  Burners,  Washers  and 
Elevators,  Hydraulic  Elevaton,  Sugar  and  Bene-Blaok 
Cars,  Strike  Heaters,  Open  Steam  Trains,  Ac. 
0la89  ^  BMrfoPt  improvement  on  Aspinwall  A  Woolsey's 

Oentriftigal  Sugar-Draining  Machines. 
N.  SilUeu»*9  Patent  Sugar-Boiling  Apparatus,  appUoabk 

to  Beet-Boot  and  Oane  Sugar, 
■ola  manuiaoturert  in  the  United  Btatea  of  WutonM 
Patent  Self-centering,  Self-balaaoing  Oentriftigal  Sugar 
Draining  Machine. 


Having  had  twenty  years  experience  in  the  mannftoture  of  Sugar  Machinery 
r  Cuba,  South  America  and  the  United  States,  they  are  prepared  to  contract  fior 
s  design  and  erection  of  apparatus  for  making  Sugar  from  Beet-Boot  or  Oane» 
d  for  refineries  for  either  Sugar  or  Molasses. 

They  are  also  in  possession  of  plans  of  the  most  reoent  ImprovemonU  In 
ishinexy  ^sad  in  France  and  Germany  in  the  manufbetnre  of  Beet-Boot  Sagar. 
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BUEE^S 


Manufactured  by  the 


nuMnMjfit 


Thii  Engine  is  nneqnaled  in  design,  simplioitj,  and  ei&oienoj ;  entting  off  tki 
flte&m  at  any  XH>lnt  in  the  stroke  by  the  action  of  the  governor  ;  it  regalatos  p«r* 
fectlj  under  varying  conditions  of  load  or  pressure,  giving  the  ntmost  po«iW« 
economy,  with  the  simplest  possible  form  of  constrnction — in  effect  embracing  til 
known  advantages  and  improvements  in  the  nae  of  steam,  without  the  emjiiojmeBi 
of  complicated  mechanism. 

These  Engines  are  equally  adaptable  to  the  use  of  Mills,  Factories,  orMiiMs; 
they  require  no  more  care  than  the  common  engine,  and  develop  the  gn^ 
attainable  power  for  the  amount  of  fuel  used. 

NoTB. — This  improvement  can  be  applied  in  many  oases  to  existing  EngiB* 

Pescriptive  pamphlets  sent  free  on  application  to  the 


FOOT  OF  WEST  THIRTEENTH  ST.,  NEW  YORK. 
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FOUNDED  1810. 


firittdstonas  for  Hacbina  Shops 

In  Cast  Iron  Boxes,  or  Wooden  Frames, 

OF  HEW  CASTLE,  VOVA  SCOTIA,  OR  OHIO  OBIT. 


With  self-adjusting  Plates,  Clamp  Boxes,  and  Pullies  made  to  erder. 

Saw,  Edge  Tool  and  Nail  Makers,  or  File  Grinders  can  ob- 
tain any  size  or  grit,  by  sending  a  i  oz.  sample  by 
mail.    Send  for  descriptive  pamphlet. 


FACTORY,  602,  604  and  606  Beacli  Street,  above  Grceu. 
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OF   THE  STATE   OF  PENNSYLVANIA, 


FOR  Tns 


PROMOTION  OF  THE  MECHANIC  ARTS. 


Vol..  LIX.]  MAY,  18Y0.  [No.  5. 


f 


DITORIAL. 


ITEMS  AND  NOVELTIES 

Spoke  Taming  Lathe.-^Tn  the  accompanying  engraving,  we 
illustrate  a  machine  for  spoke  turning,  designed  and  built  by  J. 
Gleason,  Engineer.  Constructed  on  the  principle  of  the  Blanchard 
patent,  this  lathe  has  been  considerably  improved  by  Mr.  Gleason, 
so  as  to  render  it  more  durable  and  compact,  while  it  remains  as 
simple  as  before.  The  improvements  have  also  given  it  a  greater 
speed  in  the  execution  of  the  work.  Built  of  iron,  (except  the  few 
pulleys  necessary  to  change  the  speed)  the  weight  of  this  machine 
is  about  1600  ponnds.  Mr.  J.  Gleason's  lathe  diflTers  from  those  in 
use  in  the  following  respects  : 

The  uprights  B  and  c,  forming  part  of  the  rocking  frame,  are 
fastened  to  the  rock-shaft  d  by  set-screws.  Upright  c  is  movable 
Vol.  LIX.— Thibd  Series.— No.  5.— Mat,  1870.  37 
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on  shaft  d,  with  wrought  iron  cross  bars  above  to  take  in  any  desired 
length  of  model.  The  centre  for  holding  the  model  in  the  upright 
c,  and  centre  e  for  holding  spoke,  admit  of  being  set  in  or  out  to 
any  position  so  as  to  turn  spokes  from  the  same  model  of  different 
lengths.  Centre  e  is  worked  by  the  eccentric  lever  H,  and  is  capa- 
ble of  holding  the  largest  of  spokes,  which  saves  a  great  deal  of 
time  compared  with  the  old  style  of  driving  the  centre  in  with  a 
mallet.  Shaft  d  extends  outside  to  the  left  of  the  machine,  and 
pulleys  for  driving  the  model  and  feed  run  loosely  thereon.  The 
pulley  which  drives  the  cutting  wheel  P  above,  has  a  mandril  run- 
ning in  bearings  L,  one  on  each  side.  The  hollow  mandril  is  fitted 
with  two  feathers  which  fit  into  slots  that  run  the  whole  length  of 
the  main  shaft  K.  The  bearings  L  are  part  of  the  carriage,  which 
extends  down  on  the  opposite  side  to  receive  the  hollow  mandril, 
carrying  the  pulley  which  drives  the  cutter  wheel  F.  By  this 
arrangement  the  carriage,  cutter  wheel,  and  pulley  which  drives 
the  cutter  wheel,  have  liberty  to  slide  on  shaft  k  when  it  is  in  mo- 
tion or  at  rest. 

This  makes  a  great  saving  in  cutter  wheel  belts,  for  in  the  old 
way  the  belt  had  to  be  dragged  over  the  entire  length  of  a  clumsy 
wooden  drum,  extending  nearly  the  whole  -length  of  the  machine. 
Speed  of  driving  shaft  k,  600  turns,  with  pulley  11  inches  in  diam- 
eter, 4f  inches  face.  These  lathes  are  made  in  the  very  best  man- 
ner.   They  will  turn  from  1000  to  1200  one  inch  spokes  in  10  hours. 

The  Broadway  Pneumatic  Railway.— [While  we  cannot 
agree  with  all  Mr.  Ilasweirs  conclusions  in  the  subjoined  letter, 
we  think  there  is  much  in  his  argument  worthy  of  attention.] 

New  York,  March  29,  1870, 

Sir  : — In  compliance  with  your  request  to  present  you  with  my 
views  upon  the  operation  and  utility  of  the  Broadway  Pneumatic 
Underground  Eailway,  in  process  of  construction  in  that  Street,  I 
submit  the  following : 

The  design  of  the  way  is  that  of  two  circular  and  parallel  tunnels, 
of  an  internal  diameter  of  eight  feet,  running  under  and  within  the 
line  of  Broadway. 

The  method  of  operation  \^  ihe  propulsion  of  cars  upon  rails  by 
the  blast  of  an  air  or  blowing  engine. 

The  source  of  propulsion  is  an  air  engine  at  each  terminus  of  the 
route,  receiving  its  supply  from  one  tunnel  and  discharging  it  into 
the  other. 
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The  transit  of  the  cars  is  dependent  upon  the  capacity  of  the  air 
engine  to  propel  them,  after  deducting  the  loss  of  power  consequent 
upon  the  many  escapes  of  air, inherent  and  unavoidable  in  this  sys- 
tem of  propulsion,  and  for  the  purpose  of  illustration,  I  further 
submit  the  operation  of  a  single  car  in  its  transit,  at  the  locations 
of  Tenth  and  Canal  Streets. 

The  following  elements  are  taken  from  the  description  of  the 
enterprise,  as  published  by  the  Company,  from  an  officer  of  the 
Company,  and  from  visual  examination  of  the  way  itself: 

Diameter  of  tunnel,  8  feet  =  50-26  square  feet. 

Power  of  engine  100  horses. 

Pressure  of  air,  2  ounces  per  square  inch. 

Car  100  feet  in  length,  which,  assuming  it  to  be  filled  with  pass- 
engers, would  weigh  at  least  16  tons,  but  as  a  car  of  this  length 
and  weight  would  be  wholly  impracticable,  for  causes  which  will 
be  hereafter  shown,  I  assume  one  of  but  30  feet  in  length,  and 
weighing  6  tons. 

The  other  elements  are  not  arbitrary  with  the  Company,  but  are 
the  result  of  inflexible  physical  laws. 

1.  Space  between  a  car  30  feet  in  length  and  the  internal  surface 
of  the  tunnel,  to  admit  of  asperities  of  construction  and  the  vibra- 
tion of  the  car  upon  its  springs,  &c.,  8  inches. 

2.  Angle  of  deflection  of  Broadway  at  Tenth  Street,  22  degrees. 
Grade  of  Broadway  from  Canal  to  Leonard  Street,  1  foot  in  56  feet. 

3.  Side  space  required  in  addition  to  the  3  inches  to  enable  the 
car  to  pass  at  Tenth  Street,  3f  inches. 

This  space  is  the  versed  sine  of  an  arc  of  a  circle,  of  which  30 
feet  (the  length  of  the  car)  is  the  chord,  and  850  feet  the  radius. 

Top  space  required,  also  in  addition  to  the  3  inches,  to  enable 
the  car  to  pass  at  Canal  Street,  5  inches. 

"4.  Traction  of  car  and  load  upon  the  rails,  including  resistance 
to  vibration,  curves,  &;c.,  8  lbs.  per  ton ;  and  resistance  due  to  eleva- 
tion of  1  foot  in  56,  40  lbs.  per  ton  ;  making  the  sum  of  resistances, 
8  +  40  X  6  «  288  lbs. 

5.  Keduction  of  area  of  end  of  car  by  the  spaces  required  as 
above,  12*56  square  feet  or  Jg.f  g  =i  one-fourth. 

6.  Area  of  end  of  car,  50*26  — 12*56  =  37-7  square  feet. 
Assuming,  then,  the  pressure  of  the  air  at  2  ounces  per  square 

inch,  the  actual  pressure  upon  the  end  of  a  car  would  be  37*7  X 
144  X  2  4-  16  =  678*6  lbs. ;  and  as  there  is  a  space  around  the  car 
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of  12'56  square  feet,  or  one-fourth  of  the  area  of  the  tunnel,  the 
question  arises,  what  proportion  of  this  air  would  escape  around 
the  car  through  this  non-resisting  space,  without  imparting  any 
impelling  force  to  it,  the  car  itself  presenting  a  positive  resistance 
of  288  pounds,  or  7*64  pounds  per  square  foot  of  the  car? 

If  one-half  of  it  escapes  the  pressure  would  be  correspondingly 
reduced,  and  there  would  be  left  but  6786  -f-  2  =  339*3,  which  re- 
duced by  288  lbs.,  the  resistance  leaves  but  51*3  pounds,  to  propel 
the  car  ;  from  which  is  to  be  deducted  all  the  loss  of  power  bj  the 
escapes  of  air  every  time  a  door  or  passage  way,  at  any  part  of  the 
route,  is  opened,  and  the  unavoidable  and  frequent  discharge  of  the 
vitiated  air  arising  from  the  exhalations  of  the  passengers,  the  com- 
bustion of  illumination,  &c.,  &c. 

It  is  also  to  be  borne  in  mind  that  the  escapes  of  air  will  be 
in  direct  proportion  with  the  number  of  cars  run  and  of  passen- 
gers carried ;  hence,  any  approximation  to  the  accommodation  of 
the  number  of  passengers  requiring  facile  transportation  on  the 
line  of  Broadway  would  render  the  transit  of  the  cars  wholly  in- 
operative. 

If  our  State  Legislature  should  be  disposed  to  entertain  a  favor- 
able opinion  of  the  means  of  transit,  from  the  partial  exhibition  of 
it  in  Broadway  and  the  number  of  signers  to  a  petition  for  its  in- 
troduction, it  is  not  amiss  to  call  their  attention  to  the  following: 

The  portion  of  the  way  constructed  is  in  a  right  line,  and  does 
not  present  the  obstacles  referred  to  and  consequent  upon  a  de- 
flection of  the  line.  The  space  at  the  terminus  of  the  way,  com- 
municating with  the  open  air,  cannot  exist  when  the  road  is  in 
operation.  The  manner  of  lighting  the  way,  the  non-exhibition  of 
the  operation  of  the  car  and  the  asking  of  visitors,  upon  presenting 
their  tickets,  and  before  they  have  seen  the  way,  to  sign  a  paper 
which  proves  to  be  a  petition  to  the  Legislature,  and  which  a  large 
majority  of  them  consider  merely  a  record  of  names,  displays  more 
humor  than  truth. 

Reviewing  then,  the  elements  and  deductions  submitted,  I  am 
of  the  opinion  that  the  Pneumatic  Tunnel  under  consideration^  is, 
for  the  purpose  of  passenger  transit,  not  only  impracticable  of 
utility,  but  that  its  existence  tends  to  retard  and  embarass  all  en- 
deavors to  give  our  citizens  a  sub-way  between  the  extremes  of 
the  city,  which  is  so  imperatively  called  for. 

1  am,  respectfully  yours,  &c., 

O.  VANDENBUKGH,  ESQ*  CHAS.  H.  HASWELL. 
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The  New  Tunnel  under  the  Thames.— The  new  tunnel  does 
not  detract  from  the  merits  of  Bruners  great  achievement  in  con- 
structing the  renowned  passage  between  Rotherhithe  and  Wapping, 
but  it  is  as  great  a  wonder  in  its  way,  and  in  several  respects  offers  a 
marked  contrast.  The  old  tunnel  brickwork  is  38  feet  wide  by 
22  J  feet  high ;  the  new  tunnel  consists  of  an  iron  tube  about  8  feet 
diameter  over  all.  The  old  tunnel  was  worked  by  a  shield  weigh- 
ing 120  tons,  accommodating  36  workmen;  the  new  tunnel  has 
been  driven  by  a  shield  weighing  2J  tons,  and  accommodating  at 
most  3  workmen  at  a  time.  The  old  tunnel  was  five  times  filled 
by  irruptions  from  the  river  ;  in  the  construction  of  the  new  tun- 
nel the  water  encountered  might  at  almost  any  time  have  been 
gathered  in  a  stable  paiL  Eighteen  years  elapsed  between  the 
conomenceraent  and  the  completion  of  the  works  in  one  case;  less 
than  a  year  has  sufficed  for  the  execution  of  the  works  in  the  other. 
The  descending  shafts  of  the  one  were  84  feet  deep  and  50  feet  di- 
ameter ;  of  the  other  they  are  under  60  feet  deep  and  10  feet  diame- 
ter. The  cost  of  the  one  was  over  £600,000 ;  of  the  other  it  has 
been  under  £20,000. 

At  the  Tower-hill  shaft  we  found  the  lift  in  which  passengers  are 
to  ascend  and  descend  fitted  and  at  work.  It  is  an  iron  chamber 
nearly  cubical  in  shape,  and  large  enough  to  accommodate  seven 
or  eight  persons  comfortably.  The  entrance  is  by  a  pair  of  sliding 
doors.  Guide  rods  are  attached  to  opposite  sides  of  the  shaft,  and 
corresponding  grooved  rollers  are  fixed  to  the  sides  of  the  lift. 
The  lift  is  balanced  by  a  large  cast  iron  weight  with  an  open  cen- 
tre to  admit  of  its  being  loaded  in  accordance  with  the  number  of 
passengers  that  have  to  be  raised  or  lowered.  There  is  a  continu- 
ous connection  above  and  below  between  the  lift  and  the  balance 
weight  by  chains  and  wire  ropes,  calculated  for  50  times  the  strain 
that  can  ever  be  put  upon  them.  These  pass  over  pulleys  at  the 
top  and  bottom  of  the  shafts.  The  balance  weight  works  also  in  a 
pair  of  guide  rods.  Mr.  Barlow  has  designed  a  brake  attached  to 
the  roof  of  the  lift,  and  acted  on  by  a  powerful  double-handed 
screw  on  the  inside  of  the  roof.  The  effect  of  applying  the  brake 
is  to  release  two  arms  which  clip  the  guiding  rods  on  each  side, 
and  effectually  stop  the  descent  in  a  few  feet.  At  the  bottom  of 
the  shafts,  and  under  the  level  of  the  subway,  are  engine  rooms  and 
coke  cellars.  The  engines  at  each  end  are  of  4  horse-power,  and 
these  will  at  any  time  supply  more  than  sufficient  power  for  all 
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purposes.  The  lifts  are  adjusted  at  each  end  with  their  door- 
ways inwards  towards  the  subway.  On  emerging  at  the  bottom  of 
the  shafts,  the  passengers  enter  a  chamber,  which  constitutes  the 
"  station,"  at  and  from  which  the  one  omnibus  which  constitutes 
the  entire  "rolling  stock"  in  use  at  one  time,  arrives  and  departs. 
There  is  space  in  these  waiting  rooms  for  a  seat  along  each  side. 
We  found  the  workmen  at  the  Tower-hill  shaft  busy  with  the  fit- 
tings and  finishings  of  this  chamber,  and  passing  thence  we  entered 
the  subway  and  proceeded  through  its  entire  length  under  excellent 
guidance.  Ordinary  passengers  when  the  tunnel  has  been  opened 
for  traffic  will  not  realise  the  curious  sensation  and  experience  of  a 
passenger  through  on  foot,  from  the  noises  overhead,  on  and  near 
the  river,  so  distinctly  heard  in  the  subway,  which  is  air-tight  as 
well  as  water-tight.  Arrived  at  the  Toolcy  Street  end  we  found 
the  waiting  room  occupied  by  the  the  light  iron  omnibus  in  which 
passengers  are  to  be  conveyed.  The  vehicle,  seated  for  fourteen 
passengers,  is  tolerably  roomy  as  regards  width,  but  is  necessarily 
rather  low  in  the  roof.  The  seats,  cushioned  and  with  stuffed  backs, 
are  placed  lengthways,  the  entrances  being  at  the  ends.  The  wheels 
are  16  inches  diameter,  and  at  each  end  of  the  carriage  a  powerful 
lever  brake  is  fitted,  to  be  worked  by  the  conductor  with  his  foot. 
The  service  will  of  course  be  of  the  shuttle  character,  the  two  halves 
of  the  omnibus  being  duplicates,  the  front  end  of  the  vehicle  in 
one  journey  being  the  hinder  end  in  the  return.  The  gauge  of  the 
rails  is  2  feet  6  inehes,  and  the  descent  from  each  end  to  the  centre 
of  the  subway  is  by  a  gradient  of  1  in  30.  We  found  the  works 
connected  with  the  Too  ley  Street  shaft  rapidly  approaching  com- 
pletion, but  not  quite  so  near  it  as  those  at  the  north  end ;  the  sub- 
way itself  may  be  pronounced  finished,  and  the  omnibus  fit  to  take 
the  road  at  any  moment. 

The  omnibus  will  be  hauled  by  a  wire  ropo  running  upon  a  hori- 
zontal pulley  wheel  fitted  between  the  rails  at  one  end,  and  passing 
round  a  vertical  pulley  wheel  at  the  other. 

Bridge  Construction  in  1869.  The  Kansas  and  Missouri 
Bridge. — Our  attention  has  bean  drawn  to  the  fact  that  in  an  ar- 
ticle on  the  subject  indicated  in  the  first  part  of  the  above  heading, 
on  page  100  of  the  present  volume,  no  mention  was  made  of  the 
Kansas  and  Missouri  Bridge,  of  which  the  approaches  and  substruc- 
ture, with  the  exception  of  one  pier,  are  nearly  complete. 

This  bridge  was  designed  and  located  by  Mr.  W.  W.  Wright, 
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Engineer  in  Chief,  and  is  being  constructed  under  his  supervision. 
The  superstructure  is  to  be  of  wrought  iron,  resting  upon  cast 
iron  piers,  formed  of  large  pneumatic  piles  sunk  to  a  bearing  on 
solid  rock.  These  piles  are  8J  feet  outside  diameter,  with  a  thick- 
ness of  If  inches,  and  weigh  about  1  ton  to  the  square  foot  in 
height.  They  are  manufactured  in  sections  of  ten  feet  in  length, 
with  inside  flanges  at  both  ends  to  enable  them  to  be  connected  to- 
gether during  the  process  of  sinking,  and  thus  form  a  continuous 
cylinder  from  foundation  to  bridge-seat.  These  columns  will  be 
filled  with  cement  masonry  and  concrete  from  the  bottom  to  an 
elevation  ten  feet  above  high-water  line.  There  will  be  two  piers 
of  this  kind  in  the  river,  and  one  on  the  eastern  shore.  The  west- 
ern end  of  the  bridge  will  rest  on  a  stone  abutment.  The  three 
spans  thus  formed,  will  be  each  340  feet  in  length,  and  the  bottom 
of  the  lower  chord  will  be  50  feet  above  extreme  high  water,  thus 
leaving  ample  space  between  the  piers,  and  sufficient  height  above 
the  surface  of  water  for  steamboats  to  pass  at  any  stage  of  the  river. 
The  approach  to  the  bridge  at  the  eastern  end  will  consist  of  a  sub- 
stantial Trestle  work  1,500  feet  long,  connecting  with  an  earth  em- 
bankment extending  2,500  feet  further. 

The  contract  for  constructing  the  Bridge,  as  above  described, 
was  awarded  last  January  to  L.  B.  Boomer  &  Co.,  of  Chicago,  for 
$700,000,  they  agreeing  to  take  $175,000  in  stock  of  the  Company 
in  part  payment  for  the  work. 

The  whole  cost  of  the  bridge,  including  engineering  and  other 
necessary  expenses,  will  not  exceed  $750,000. 

Treatment  of  Oil  for  Machinery  Purposes.— Oils  for  ma- 
chinery purposes,  and  for  lubricating  generally,  may  be  purified  by 
agkating  them  with  from  4  to  8  per  cent,  of  their  weight  of  a  caus- 
tic soda  lye,  sp.  gr.  1*2.  After  twenty-four  hours  repose,  the  super- 
natant oil  is  decanted  from  the  soapy  sediment,  thoroughly  washed 
with  pure  cold  water,  left  to  repose,  again  decanted  and  filtered, 
best  through  some  animal  charcoal,  such  as  is  used  f&r  the  filtration 
of  sugar  syrups  in  sugar  refineries,  and  through  the  woolen  tissue, 
also  in  use  in  these  establishments.  This  treatment  renders  the 
oils  very  suitable  for  the  purpose  intended,  and  is  quite  free  from 
any  action  on  the  metals. — Chemical  News. 

Burette  for  Volumetric  Analysis. — Communicated  by  J. 
Blodget  Britton. — There  has  been  in  constant  use,  for  the  last  four 
years,  at. the  Iron  Masters'  Laboratory,  in  determining  iron  in 
metals  and  ores,  a  very  convenient  and  serviceable  Burette. 
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Figures  1  and  2  represent  two  of  the  kind,  but  of  different  jwtt- 
terns,  mounted  on  walnut  wood  stands ;  the  former  is  for  metals 

and  the  latter,  of  smaller  capac- 


Fig.l. 


Fig.  2 


ity,  for  ores. 

Securely  fastened  to  the  up- 
right B  is  a  graduated  tube  a, 
having  its  lower  part  drawn  out 
in  the  usual  manner,  but  bent 
outwards  at  an  angle  of  about 
25  degrees.  E  is  a  piece  of  cork 
rivetted  to  a  sheet-steel  spriug 
D  which  presses  tightly,  by 
means  of  the  latter,  against  the 
vent  of  the  tube,  c  isa  thumb- 
screw passing  through  the  frame 
and  bearing  against  the  spring. 
The  tube  of  Fig.  2  has  a 
capacity  of  100  C.  C.  and  is 
graduated  into  tenths,  or  1000 
degrees;  but  that  of  Fig.  1  has 
a  capacity  of  150  C.  C.  and  is 
graduated  into  20ths,  though 
only  at  its  lower  and  Darrow 
part. 

Mode  of  operating. — Place  a 
small,  narrow-necked  funnel  in 
the  tube  as  shown  by  the  figures; 
pour  in  the  solution  to  be  used  until  it  quite  reaches  the  funnel, 
and  then  remove  the  latter  to  carry  away  any  floating  bubbles ; 
turn  the  thumbscrew  and  bring  the  top  line  of  the  solution  exactly 
to  the  0  line  of  the  scale;  stop  the  flow,  and  afterwards  touch  the 
point  of  the  cork  with  a  glass  rod  to  take  from  it  any  adhering 
drop.  The  instrument  is  then  ready  for  use.  By  means  of  the 
thumbscrew  the  dropping  may  be  controlled  with  extreme  nicety 
or  instantly  stopped.  Cork,  after  a  little  use,  becomes  quite  inert 
towards  permanganate  of  potash.  The  occasional  application  of 
some  pure  tallow  to  the  end  of  the  tube  and  cork  will  be  quite 
effectual  in  preventing  any  of  the  fluid  from  running  upwards  by 
capillary  attraction. 

For  every  day  use  in  the  laboratory,  as  well  as  for  very,  accurate 
determinations,  I  think  this  burette  will  find  favor. 
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Preservation  of  Butcher's  Meat.— By  M.  Gorges.— The  pro- 
cess in  use  on  the  large  scale  by  the  author,  at  Montevideo,  is 
briefly  as  follows : — The  meat,  in  pieces  weighing  from  2  to  50 
kilos.,  is  placed  in  a  mixture  of  water,  (85  per  cent.)  the  rest  being 
hydrochloric  acid,  glycerine,  and  bisulphite  of  soda.  After  having 
been  steeped  for  some  time,  the  pieces  are  taken  out  and  dusted 
over  with  flnely-powdered  dry  bisulphite  of  soda,  and  then  packed 
in  air-tight  boxes,  filled  as  full  as  possible.  In  this  state  the  meat 
keeps  fresh  any  length  of  time,  and  becomes  perfectly  fit  for  use, 
equal  to  fresli  butcher's  meat,  by  steeping  a  short  time  in  water,  to 
which  vinegar  has  been  added,  and  afterwards  exposure  to  air. 
The  author  manufactures,  at  the  place  above  named,  an  excellent 
extract  of  meat,  which  can  be  sold  in  Europe  at  6  francs  per  kilo. 
The  price  of  the  preserved  meat,  of  which  it  would  be  easy  to  sup- 
ply to  London  and  Paris  daily  over  10  tons,  is  from  50  to  60  cen- 
times per  kilo. 

Floating  Matter  and  Beams  of  Light.— In  a  late  number  of 
Nature^  under  the  above  title,  we  find  a  very  interesting  paper  by 
Prof.  Tyndall,  on  certain  experiments  made  with  those  concentrated 
beams  of  light  with  which  he  has  been  of  late  so  much  occupying 
himself.  He  observed  that  when  the  track  of  the  beam  was  plainly 
defined  in  the  floating  matter  of  the  air,  the  flame  of  an  alcohol 
lamp,  held  below  the  luminous  band,  seemed  to  cast  into  it  a  col- 
umn of  black  smoke.  A  hydrogen  flame  produced  the  same  effect, 
which  was  no  doubt  due  to  the  destruction  of  the  floating  matter, 
and  thus  the  production  of  the  non-luminous  condition  of  planetary 
space,  by  the  removal  of  all  particles  capable  of  reflecting  light. 
It  was  then,  however,  noticed  that  a  red-hot  poker  produced  a  simi- 
lar effect,  though  less  in  degree,  and  that  even  a  flask  of  hot  water 
likewise  developed  a  similar  effect  though  with  yet  less  intensity. 
The  explanation  of  this  effect  is  that  the  pure  air  being  expanded 
by  the  heat  much  more  in  proportion  than  the  solid  particles,  was 
caused  to  produce  ascending  currents  of  entire  purity,  the  dust  par- 
ticles being  left  behind. 

Spontaneous  Generation. — In  connection  with  the  above  ob- 
servations, Prof.  Tyndall  has  pointed  out  that  this  intense  light 
may  be  an  available  means  of  testing  the  absolute  freedom  of  ves- 
sels, air  and  liquids,  from  sporules,  germs  and  the  like,  which  play 
so  important  a  part  in  the  experiments  which  have  been  made  on 
Vol.  LIX.— Third  Series.— No.  6.— May,  1870.  38 
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the  above-named  subject.  Thus  M.  Pouchet  considered  that  he  had 
strongly  supported  the  theory  of  spontaneous  generation  by  finding 
organisms  in  water  obtained  by  burning  hydrogen  in  air,  but  this 
air  was  of  course  full  of  floating  matter,  and  by  means  of  the  pow- 
erful light-beam,  Prof.  Tyndall  showed  that  some  water,  prepared 
exactly  in  the  manner  described  by  Pouchet,  was  full  of  such  float- 
ing matter. 

Pasteur,  the  opponent  of  Pouchet,  on  the  other  hand,  took  twenty 
flasks  filled  with  a  decoction  of  yeast,  boiled  and  hermetically 
sealed  while  boiling.  Ten  of  these  were  opened  in  the  cellars  of 
the  Paris  Observatory.  In  only  one  of  these  did  any  organism 
afterwards  manifest  itself.  The  ten  others  opened  in  the  courtyard 
soon  showed  signs  of  life.  Tyndall  placed  in  his  light-beana  a 
closed  flask  from  the  cellar  of  the  Eoyal  Institution,  it  appeared 
black  and  void,  while  another,  filled  with  air  of  the  lecture  room 
was  seen  to  be  cloudy  with  reflecting  particles.  Thus  in  the  cold, 
damp  cellars  the  floating  matter,  germinal  and  other,  settled  down 
and  left  the  air  perfectly  pure,  while  elsewhere  it  was  full  of  the 
seeds  of  organism. 

Philosophical  and  Mathematical  Instmments.— We  no- 
tice from  a  circular  letter  just  received  that  Mr.  James  W.  Queen 
whose  apparatus  has  been  frequently  noticed  in  our  pages,  is  retir- 
ing in  favor  of  Messrs.  Fox,  Cheyney  &  Walmsley,  who  will  carry 
on  the  same  business  under  the  title  of  James  W.  Queen  &  Co.,  at 
the  former  location  924  Chestnut  Street. 

The  present  firm  propose  dividing  their  business  into  three  de- 
partments, each  partner  giving  one  of  those  departments  his  special 
care  and  attention. 

Samuel  L.  Fox  will  devote  himself  to  the  mathematical  depart- 
ment, which  will  comprise  drawing  instruments  of  every  descrip- 
tion, surveying  compasses,  engineers'  transits  and  levels,  surveying 
chains,  tape  measures,  drawing  papers  and  materials  of  all  kinds 
used  by  engineers  and  draughtsmen. 

Jesse  S,  Cheyney,  formerly  principal  of  Friends'  Select  School,  in 
this  city,  will  take  the  Department  of  Philosophy,  which  will  com- 
prise magic  lanterns,  oxy-calcium  and  oxy-hydrogen  stereoscopti- 
cons,  with  pictures  and  illustrations  from  all  countries  and  upon  all 
scientific  subjects,  thermometers,  barometers,  globes,  air  punjps, 
electric  machines,  magnetic  apparatus,  &ic.,  &ic. 

William  H.  Walmsley,  well  known  throughout  the  country  as  a 
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Fig.  1. 


microscopist,  and  also  a  preparer  of  microscopic  specimens,  will 
take  the  Department  of  Optics,  which  will  comprise  spectacles,  mi- 
croscopes, microscopic  objects  and  accessories,  opera  glasses,  spy 
glasses,  telescopes,  opthalmascopes,  &c.,  &c. 

The  Valve  Jar,  for  preserving  fruit,  vegetables,  &c.  At  the 
last  meeting  of  the  Franklin  Institute,  there  was  exhibited  this  im- 
provement in  construction  and  arrangement,  which 
will  be  easily  understood  by  reference  to  the  ac- 
companying figures.  Fig.  1  represents  the  various 
parts  in  a  separate  state.  We  here  see  a  glass  jar 
with  a  spiral  recess  or  thread  cast  around  its  upper 
portion.  Into  this  thread  screws  a  brass  wire, 
which,  bending  over  at  the  top,  bears  upon  the 
centre  of  a  glass  or  metal  lid,  which,  by  means  of 
a  rubber  washer,  makes  an  air-tight  joint  with  the 
upper  rim  of  the  jar. 

Fig.  2  shows  the  various  parts  in  their  proper 
positions. 

In  use,  the  articles  to  be  preserved  are  put  in  the 
cans  and  the  covers  are  screwed  in  place  by  the 
wires  as  is  shown  in  Fig  2.  The  whole  affair  is  then  placed  in  a 
kettle  of  water  and  boiled  for  whatever  time  is  required  by  the 
arti«le  in  question.  The  lid  of  the  jar  being  secured  by  the  elastic 
pressure  of  the  bent  wire  suffers 
the  expanded  air  and  vapor  to  es- 
cape, and  when  this  has  passed 
out  and  the  jar  is  removed  from 
the  water  and  allowed  to  cool  a 
perfect  vacuum  and  secure  closure 
is  obtained  by  the  force  of  the 
spring  aided  by  the  atmospheric 
pressure  on  the  lid.  Fig.  3  shows 
a  simple  sort  of  frame  by  means 
of  which  the  jars  may  be  readily 
placed  in  and  removed  from  the 
water.  Should  the  contents  of  a  jar  by  any  acci- 
dent come  to  ferment  the  valve  cover  will  allow 
the  gas  produced  to  escape,  and  so  prevent  the 
bursting  of  the  jar  and  the  destructive  and  annoying  consequences 
likelv  to  result  from  such  an  accident. 


Fig. 


Eiff.  3. 
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The  Corona. — Among  the  many  theories  suggested  to  account 
for  the  Corona,  I  have  not  seen  revived  Meyer's  hypothesis  of  its 
origin.  In  his  essay  "  On  the  Dynamics  of  the  Heavens,"  he  says : 
"As  cosmical  masses  stream  from  all  sides  in  immense  numbers 
towards  the  sun,  it  follows  that  they  must  become  more  and  more 
crowded  as  they  approach  thereto.  The  conjecture  at  once  sug- 
gests itself  that  the  zodiacal  light,  the  nebulous  light  of  vai5t  dimen- 
sions which  surrounds  the  sun,  owes  its  origin  to  such  closely 
packed  asteroids.  However  it  may  be,  this  much  is  certain,  that 
the  phenomenon  is  caused  by  matter  which  moves  according  to  the 
same  laws  as  the  planets  round  the  sun,  and  it  consequently  follows 
that  the  whole  mass  that  originates  the  zodiacal  light  does  not  sur- 
round the  sun  uniformly  on  all  sides ;  that  is  to  say,  it  has  not  the 
form  of  a  sphere,  but  that  of  a  thin  convex  lens,  the  greater  diame- 
ter of  which  is  in  the  plane  of  the  solar  equator,  and  consequently 
it  has  to  an  observer  on  our  globe  a  pyramidal  form.  Such  len- 
ticular distribution  of  the  masses  in  the  universe  is  repeated  in  a 
remarkable  manner  in  the  distribution  of  the  planets  and  the  fixed 
stars."  He  doubtless  refers  in  the  above  passage  to  the  coronal 
light,  not  to  the  Aurora  Borealis,  and  his  suggestion  is  certainly 
worthy  of  consideration,  especially  in  connection  with  the  wonder- 
ful conclusions  he  arrives  at  in  the  same  essay  as  to  the  source  of 
solar  heat.  The  asteroids  falling  in  a  shower  towards  the  sun 
with  such  tremendous  velocity  would  by  their  attrition  produce  a 
sheet  of  light  of  gradually  increasing  intensity.*  As  the  meteors 
which  fall  upon  our  earth  are  composed  almost  entirely  of  iron, 
we  may  suppose  those  reaching  the  sun  to  contain  that  metal  as  a 
predominant  element.  Although  the  spectroscopic  observations  of 
the  corona  differ,  Prof.  Young  having  detected  several  bright  lin^ 
and  Prof.  Harkness  only  one,  by  both  the  presence  of  iron  is  ren- 
dered highly  probable.  J.  Douglas,  Jr. 

Quebec,  AprU  80th,  1870. 

The  Cryolphonis,  etc,  with  Bunsen's  Pump.— Prof.  Cooke 
finds  that  the  Bunsen  Pump  will  serve  admirably  for  freezing  the 
cryophorus  by  evaporation  of  ether.  The  lower  bulb  is  wrapped 
about  with  several  folds  of  cotton,  which  are  drenched  with  ether, 
the  tube  being  passed  through  an  india  rubber  cork  fitting  into  the 
tubulurc  of  a  receiver,  which  is  placed  upon  an  air-pump  plate 

*  Page  272  of  Youmans'  Collection  of  Essays  on  the  Correlation  and  Con- 
servation of  Forces. 
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coDnecting  with  the  Bunsen  pump.  The  cold  produced  by  the 
rapid  evaporation  of  the  ether  in  vacuo,  causes  the  water  in  the 
upper  belt  to  freeze  rapidly.  Bunsen's  pump  is  applicable  not  only 
in  this  but  in  many  other  cases  in  which  the  condensation  of  mois- 
ture, or  the  presence  of  corrosive  gases  and  liquids  forbid  the  em- 
ployment of  the  common  air-pump.  As  for  example,  the  familiar 
experiment  of  making  tepid  water  boil  violently  when  placed  in 
a  partially  exhausted  atmosphere.  Indeed,  Bunsen's  pump  may 
be  made  to  take  the  place  of  the  air-pump  for  almost  all  purposes, 
and  forms  a  most  valuable  adjunct  not  only  to  the  laboratory,  but 
also  to  the  lecture-table. 

Tn  the  filtration  of  large  quantities  of  acids,  alkalies,  etc.,  a  fun- 
nel may  be  employed  of  a  half-gallon  capacity  or  larger,  and  closed 
by  means  of  sealing-wax  with  a  conical  plug  of  pumice  of  about 
jths  of  an  inch  in  thickness.  The  bulb  of  the  funnel  is  then  passed 
through  the  tubulure  of  a  receiver  as  above.  Besides  this  useful 
contrivance,  Prof.  Cooke  has  found  the  Bunsen  filter  to  work  well 
where  large  masses  of  precipitate  must  be  dealt  with.  In  this  case 
a  zinc  cone,  three  inches  in  depth,  which  is  cut,  formed  up  and  sol- 
dered in  the  same  way  as  the  small  platinum  cone,  described  by 
Bunsen,  is  fitted  into  a  large  funnel.  Several  pounds  of  precipi- 
tate may  be  thrown  upon  a  single  thickness  of  filter  paper,  which 
is  supported  by  a  cone  of  this  description,  and  washed  rapidly  and 
completely  under  atmospheric  pressure.  If  it  is  not  desired  to 
preserve  the  filtrate  and  wash-water,  the  tube  of  the  filter  may 
be  fitted  directly  into  the  exhaust-pipe  of  the  pump,  and  the  liquid 
carried  off  along  with  the  air.  Such  arrangements  as  those  de- 
tailed above  would  greatly  economise  the  time,  labor  and  working 
space  of  phamaceutists  and  manufacturing  chemists.  A.  R.  l. 

CHEMICAL  ITEMS.— Tantalum  and  Niobium.— By  Prof. 
Albert  E.  Leeds. — In  a  long  and  interesting  review  of  the  great  in- 
vestigation of  Tantalum  and  Niobium,  which  occupied  the  last 
twenty  years  of  H.  Bose's  life,  Bammelsberg  recomputes  the  for- 
mulae according  to  the  modern  theories  of  chemistry,  and  shows 
that  Bose's  mistakes  were  not  so  much  in  the  analyses  as  in  the 
formulae  he  deduced  from  them.*  Blomstand  and  Marignac  have 
already  pointed  out  that  Eose  fell  into  the  error  of  regarding  as  a 
chloride,  what  they  demonstrated  to  be  an  oxychloride. 

Id  order  to  obtain  metallic  Tantalum  Berzelius  heated  Tantalo- 
*  Jour,  fur  prakt.  Chetn^  p.  884.  1869. 
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potassic  Fluoride  with  Potassium ;  on  treatment  with  water  there 
remained  behind  a  heavy  black  powder.  II.  Rose  employed  3 
parts  Tantalo-sodic  Fluoride  and  1  part  Sodium.  Here  also  re- 
mained a  heavy  powder  which  contained  a  considerable  quantity 
of  Sodic  Bitantalate.  Marignao  reduced  Tantalo-potassic  Fluoride 
with  Aluminum.  By  treatment  of  the  regulus  with  Chlorhydric 
Acid,  a  grey  crystalline  powder  remained  behind  of  the  composition 
Ta^  Alj.  Marignac  did  not  succeed  in  preparing  pure  Tantalum  and 
up  to  the  present  time  it  is  unknown.  The  impure  Tantalum  ob- 
tained by  Rose  conducted  electricity  very  well,  changed  with  incan- 
descence on  heating  in  the  air  into  Tantalic  Acid,  and  was  attacked 
by  no  acid  except  Fluobydric,  and  by  that  very  slowly,  The  atomic 
weight  of  Tantalum  as  determined  by  the  decomposition  of  Tantalo- 
potassic  Fluoride  into  Tantalic  Acid  and  Potassic  Sulphate  was 
182.  Tantalic  Chloride  was  obtained  by  heating  Tantalic  Acid 
and  Carbon  in  an  atmosphere  of  Chlorine.  It  melts  according  to 
Deville  at  241°'6  C.  and  votalizes  entirely,  forming  a  crystalline 
sublimate.  According  to  the  same  chemist  it  fumes  in  the  air, 
expels  HCl  and  covers  itself  with  Tantalic  Acid.  Its  formula,  as 
derived  by  Rose,  from  the  amount  of  chlorine  it  yielded,  is  TaClj. 
To  prepare  pure  Tantalic  Acid  it  is  recommended  to  decompose 
Tantalite  by  fusion  with  Potassic  Bisulphate,  and  to  fuse  the  salts 
which  separate  out  with  Acid  Fluoride  of  Potassium.  The  diffi- 
cultly soluble  Tantalate  is  allowed  to  crystallize  out  of  the  solution 
of  the  double  ifluorides,  and  is  decomposed  by  heating  with  Sul- 
phuric Acid,  etc.  It  is  white,  when  heated  faintly  yellow,  and  has 
a  formula  Ta^  0^.  Its  numerous  salts  are  arranged  by  Rammels- 
berg  in  five  series  corresponding  to  the  diflferent  stages  of  satura- 
tion of  the  acid. 

Tension  of  Gases  Evolved  from  Solid  Compounds. — 
The  law  made  known  by  Deville  that  the  tension  of  the  gas- 
mixture  arising  from  the  disassociation  of  gaseous  and  fluid  bodies, 
increases  with  the  temperature,  and  at  a  certain  temperature  always 
has  a  certain  magnitude,  was,  as  is  well  known,  extended  by  Debray 
to  all  solid  bodies  which  contain  a  fixed  and  a  volatile  constituent. 
Thus  Iceland  Spar,  by  heating  in  a  vacuum  to  860°  C,  is  so  far  de- 
composed, that  the  maximum  tension  of  the  Carbonic  Anhydride 
thus  set  free,  corresponds  to  85  millimetres,  by  heating  to  1040**  to 
520  m.  m.  It  is  possible,  therefore,  from  the  tension  of  the  CO,  set 
free  from  Calc  Spar,  to  determine  as  accurately  the  corresponding 


Digitized  by 


Google 


Items  and  Novelties.  803 

temperature,  as  from  the  tension  of  saturated  steam,  its  tempera- 
ture. A  Pyrometer  constructed  upon  this  principle  has  been  pro- 
posed by  A.  Lamy.* 

Application  of  Mica  as  a  Substitute  for  Bronze.— 
Al  means  has  been  found  of  greatly  increasing  the  value  of  Mica, 
by  converting  it  into  a  coloring  material.  The  mica  is  reduced  to 
small  pieces  in  a  stamping  mill,  digested  with  Chlorhydric  Acid, 
cleansed  by  washing  and  sorted  by  sieves  into  sizes.  The  mica 
scales  so  prepared  have  a  beautiful  vitreous  lustre,  a  silvery  ap- 
pearance, and  bear  in  commerce  the  name  of  Brocade  Crystal 
Colors  or  Mica  Bronzes.  The  advantages  of  these  brocades  over 
the  common  metallic  ones  are  : 

1.  They  contain  no  unwholesome  substance. 

2.  They  possess  a  metallic  lustre  like  the  metallic  brocades,  and 
much  surpass  them  in  splendor. 

3.  Brown,  blue,  black,  green  and  red  colors  of  rare  brilliancy  can 
be  obtained,  which  is  not  the  case  with  the  metallic  brocades. 

4.  They  are  not  dimmed  by  sulphur  vapors. 

The  analyses  by  Dr.  Cech  and  Schneider  show  tnat  the  coloring 
matter  of  the  rose-brocade  is  cochineal ;  that  of  carmine  is  fuchsine; 
bright  red,  fuchsine  and  havanna-biown;  violet,  Hoflman's  violet; 
bright  blue,  Berlin  blue;  dark  blue,  probably  impure  aniline-blue 
or  Girard's  violet;  light  and  dark  green,  a  mixture  of  aniline  blue 
and  curcuma ;  gold,  curcuma ;  silver,  the  mica  alone,  etc.f 

Bronzes  Protected  from  Discoloring  by  means  of  Oil.— 
The  fact  that  in  all  large  cities,  especially  where  coal  is  burnt, 
bronze  monuments  quickly  present  a  dirty,  black  appearance,  has 
incited  the  Society  for  the  Promotion  of  Mechanic  Arts  in  Prussia, 
to  undertake  some  experiment  looking  toward  a  remedy.  Analyses 
of  ten  bronzes,  which  were  remarkable  for  their  beautiful  surface, 
showed  that  their  constituents  varied  too  greatly  to  permit  the 
composition  of  a  bronze  being  taken  as  a  cause  of  their  retaining  a 
proper  surface  or  not.  Attention  having  been  drawn  to  the  fact 
fact  that  those  parts  of  public  bronzes,  which  were  most  handled 
retained  a  fine  surface,  it  was  surmised  that  the  presence  of  fat 
might  exert  an  influence.  The  surmise  has  been  tested  by  exposing 
for  some  years  a  bronze  which  was  daily  rubbed  with  oil,  the  ex- 
cess being  removed  by  a  rag,  along  with  three  others,  one  of  which 

*Gorapt.  rend.  t.  G9,  p.  347,  quoted  in  Jour.  far.  prakt.  chem.  p.  882, 1869. 
t  Jour.  fur.  prakt.  chem.  p.  291,  1869. 
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was  daily  cleansed  with  water,  a  second  treated  in  the  same  way,  but 
twice  during  the  year  coated  with  oil,  and  a  third  was  left  untouched. 
The  first  was  very  beautiful,  the  third  less  so,  the  second  had 
nothing  of  the  beautiful  surface,  the  last  was  dull  and  black.  It  is 
hoped  that  the  discovery  may  enable  us  to  preseve  the  statues  in 
large  cities  bright.* 

ninstrating  the  Gain  in  Weight  of  Burning  Bodies.— 
A  very  striking  mode  of  demonstrating  in  the  lecture-room  that 
burning  bodies  increase  in  weight,  has  been  contrived  by  H.  Kolbe. 
A  glass  rod  is  fastened  in  a  horizontal  position  to  one  arm  of  a 
balance.  Upon  this  is  fastened  a  glass  cylinder,  in  which  a  candle 
is  burnt,  connected  with  which,  by  a  glass  tube,  there  is  a  V-tube 
for  condensing  the  vapor,  a  flask  filled  with  lime-water  for  Car- 
bonic Anhydride  and  two  more  U-tubes  containing  Soda  Lime- 
The  last  are  connected  by  an  india-rubber  tube  with  a  Bunsens 
pump,  by  which  a  steady  current  of  air  is  drawn  through  the  appa- 
ratus. The  beam  is  first  counterposed ;  as  the  candle  burns  away 
the  arm  of  the  balance,  to  which  it  is  attached,  sinks  down  until  its 
progress  is  arrested  by  the  table.f 

Crystalline  Alloy  of  Zinc  and  Calcium.— The  production 
of  a  crystalline  alloy  of  zinc  and  calcium  has  been  observed  in 
the  preparation  of  calcium  by  the  process  of  M.  Caron.  in  which 
an  excess  of  zinc  was  employed.  It  contains  about  95  p.  c.  of  zinc 
and  5  p.  c.  calcium,  corresponding  to  the  formula  Zn,,  Ca.  These 
crystals  are  small  octohedrons  with  square  bases.  They  arc  acted 
upon  by  water  with  the  liberation  of  hydrogen.:}: 

Double  Sulphide  of  Potassium  and  Iron. — By  heating  an 
intimate  mixture  of  5  parts  of  sulphur,  5  of  potassic  carbonate 
and  1  part  of  fine  iron-filings,  C.  Preiss  has  succeeded  in  forming 
a  double  sulphide  of  potassium  and  iron,  which  crystallises  in  red 
needles,  has  a  metallic  lustre,  and  resembles  in  appearance  Po- 
tassic Permanganate.  Its  formula  is  KS,  Fe^S^.I  The  same  com- 
pound has  been  obtained  independently  by  R.  Schneider,  who  also 
has  formed  by  the  replacement  of  iron  by  bismuth,  the  analogous 
compound,  KS.  Bi,  S3.  ] 

*G.  Magnus,  Ann.  d.  Phjs.  u.  Chem.  136,480. 
t  Ber.  der.  Berl.  chem.  GcselUch,  p.  237,  1869. 
X  Pogg.  Annal.  CXXXVI.,  p.  484. 
2  Jour.  fur.  prakt.  Chem.  b.  CVII.,  p.  10* 
II  Pogg.  Annal.  b.  CXXXVI.,  p.  461. 
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WOOD  WORKING  MACHINERY. 

A  treatise  on  its  construction  and  application,  with  a  history  of  its 
origin  and  progress. 

By  J.  RiCHAKBs,  M.  £. 
Introduction. 

Ik  the  introduction  of  a  treatise  on  wood  machines  no  apology 
is  needed — there  is  none.  While  nearly  every  other  branch  of  the 
industrial  arts  have  been  the  subject  of  treatise  upon  treatise — sci- 
entific and  practical — wood  machines  have  never  been  considered. 

The  importance  of  this  interest  (particularly  in  the  United  States) 
gives  it  a  rank  that  should  have  claimed  at  least  some  place  in  our 
voluminous  text  books,  but  not  a  line  appears  if  we  except  a  brief 
part  of  Prof.  Eankine's  late  work  on  machine  tools  and  Warsam 
on  saws.  Notwithstanding  which  it  is  safe  to  assert  that  with  their 
high  speed  and  endless  modification,  wood  machines  demand  a 
higher  grade  of  ingenuity  in  their  construction  than  those  for  cut- 
ting and  shaping  metal.  Accurate  balancing,  centrifugal  force, 
the  strength  and  arrangement  of  framing  to  resist  vibration,  and 
many  other  elements  that  enter  into  the  construction  of  machines, 
show  their  greatest  importance  in  wood  tools.  It  is  easy  to  calcu- 
late the  strain  and  provide  for  the  proper  performance  of  cutting 
tools  moving  at  16  feet  per  minute,  but  when  these  cutting  edges 
are  moved  five  thousand  feet  in  the  same  time  a  new  set  of  con- 
ditions is  involved,  conditions  that  can  not  be  predicated  upon  the 
ordinary  laws  of  construction  but  must  be  founded  upon  experi- 
ence and  observation. 

The  want  of  the  scientific  consideration,  to  which  wood  machinery 
is  fully  entitled,  must,  in  a  great  measure,  account  for  the  imperfect 
manner  in  which  much  of  it  is  made.  In  many,  if  not  in  the  ma- 
jority of  the  shops,  there  is  no  system  of  drawings,  no  standard  for 
bearings,  bolts  or  shafting,  the  metal  in  the  framing  is  disposed  in 
the  most  unaccountable  manner,  in  fact  nothing  approaching  the 
standard  of  our  machine  tools,  except  the  paint,  which  is  laid  on  in 
"  variegated  profusion." 

But  it  is  not  the  province  of  this  work  to  criticise,  inasmuch  as 
Vol.  LIX.— Third  Series  —No.  5.— May,  1870.  39 
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it  is  not  assumed  to  be  a  text  book.  Yet  it  will  not  be  amiss  to 
"  stir  the  matter  up,"  and  thus  provoke  that  attention  which  the 
importance  of  this  vast  interest  demands. 

As  it  was  stated  in  the  outset  that  no  apology  was  needed  for  the 
introduction  of  this  work,  it  is  superfluous,  for  the  same  reasons,  to 
apologize  for  its  not  being  a  text  book — there  is  nothing  to  form  a 
text  book  from — the  limited  experience  of  one  man  can  furnish 
but  little  material  for  such  a  work.  If  it  is  desired  to  prepare  a 
treatise  on  the  steam  engine,  on  machine  tools,  or  in  fact  on  any  of 
the  common  branches  of  mechanism,  except  wood  machines,  you 
have  only  to  go  to  any  scientific  library  and  the  whole  thing  is 
before  you,  rules,  formulas,  drawings,  repeated  by  half  score  of 
writers;  but  to  write  of  wood  machines  where  are  the  data.  Let 
this  be  a  sufficient  apology  for  the  imperfect  character  of  this  trea- 
tise so  far  as  relating  to  the  forms  of  construction.  And  let  the 
reader  also  remember  that  it  is  a  "pioneer"  undertaking,  bearing 
the  same  relation  to  this  art  of  making  wood  machines  that  Oliver 
Evans'  work  did  to  mill  work  nearly  forty  years  ago. 

Hoping  that  its  mission  will  be  useful,  and  for  its  charitable 
consideration  by  those  interested,  many  of  whom  I  have  the  honor 
to  know,  it  is  respectfully  submitted. 

In  nearly  all  of  the  constructive  arts  we  can  trace  their  history 
back  to  a  time  when  they  were  founded  by  the  persevering  efforts 
of  a  single  person — some  bold  spirit,  whose  conceptions  carried  hirn 
beyond  his  age  to  meet  and  combat  the  skepticisms,  if  not  the  jeers 
and  mockery,  of  those  around  him,  and  to  find  that 

>*  A  man  is  thought  a  knave  or  fool, 

Or  bigot  plotting  crime, 
Who,  for  the  advancement  of  his  kind, 

Is  wiser  than  his  time/' 

So  far  as  to  its  origin  centering  in  one  man,  there  is  no  branch  of 
our  useful  arts  more  marked  than  that  of  wood  cutting  machinery. 
The  application  of  steam,  as  a  motive  power,  came  down  to  us 
through  a  number  of  inventors,  each  adding  something  left  out  by 
his  predecessor,  until  the  invention  culminated  in  the  labors  of  Watt. 
The  first  conceptions  were  crude  and  gave  no  useful  results  beyond 
stimulating  others  to  new  effort.  The  same  history  attaches  to 
engineering  tools  for  cutting  and  shaping  metals,  and  while  the 
original  idea  of  the  use  of  power  in  such  operations  could  no  doubt 
be  traced  to  a  kind  of  fatherhood  in  some  one  person,  no  art  seems 
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to  have  been  so  fully  developed,  or  so  nearly  perfected  at  one  time, 
and  by  one  man,  as  the  construction  of  wood  cutting  machines  by 
Sir  Samuel  Bentham  of  England.  And  in  attempting  to  search 
into  its  history  and  origin,  there  can,  perhaps,  be  no  more  appro- 
priate introduction  than  a  personal  notice  of  this  remarkable  man. 
AVe  say  remarkable,  for  when  we  consider  the  crude  mechanical 
manipulation  of  his  time,  and  the  want  of  resources  that  existed, 
it  would  seem  impossible  to  find  anything  to  suggest,  or  a  want  to 
justify  his  labors. 

As  Bentham's  inventions  constitute  nearly  all  that  was  known 
of  wood  cutting  machines  in  the  18th  century,  their  history  at  that 
period  can  not  be  much  else  than  an  account  of  his  labors,  which, 
we  are  sorry  to  say,  comes  down  to  us  through  scraps  of  history 
gathered  from  the  records  of  English  dock  yards,  where  his  ma- 
chines were  first  applied  to  public  use. 

Brigadier  General  Samuel  Bentham,  Inspector  General  of  the 
naval  works  of  England,  received  a  thorough  classical  and,  it  is 
presumed,  scientific  education  at  the  Westminster  school  of  London, 
which  no  doubt  ranked  high  as  an  institution  of  learning  at  the 
time  (1770).  After  completing  his  education  his  predilection  for 
naval  affairs  led  him  to  be  bound  to  the  master  shipwright  of 
Woolwich  dock  yard,  where  he  served  the  regular  apprenticeship 
of  seven  years,  becoming  familiar  with  all  kinds  of  practical 
manipulation  in  wood  and  metal  and  receiving  the  best  scientific 
instructions  that  could  then  be  obtained.  After  completing  the 
term  of  his  apprenticeship  at  Woolwich  he  spent  some  eighteen 
months  in  visiting  other  dock  yards  to  familiarize  himself  with 
any  local  peculiarities  of  their  tools  and  work  that  had  not  found 
their  way  to  Woolwich. 

In  1779  Bentham  was  directed  by  the  government  to  make  a 
tour  in  the  north  of  Europe,  examining  the  progress  of  the  ship- 
building and  other  arts.  During  this  tour,  while  in  Russia,  he 
invented  the  first  planing  machine  for  wood.  There  is  no  doubt 
but  that  this  was  the  original  conception  of  a  machine  for  smooth- 
ing the  surface  and  giving  dimensions  to  wood,  and  it  is  to  be  re- 
gretted that  no  description  of  the  invention,  as  made  at  that  date, 
has  been  preserved.  Whether  it  operated  by  what  he  terms  "ro- 
tative" motion  in  his  subsequent  patents,  or  whether  it  was  a 
reciprocating  machine,  is,  so  far  as  the  writer  can  learn,  left  to 
conjecture    It  would,  however,  be  inferred  from  his  first  English 
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patent  of  1791,  that  it  worked  upon  the  latter  principle,  for  "pla- 
ning and  making  mouldings "  by  some  means  that  bore  a  close 
analogy  to  the  hand  operations  of  the  times,  and  corresponds  to 
the  one  described  in  the  patent  cited.  Bentham,  with  that  regard 
for  his  country's  interest  that  characterize  Englishmen,  communi- 
cated his  invention  to  the  British  Ambassador  at  St.  Petersburg, 
who  advised  him  to  keep  his  invention  for  England,  which  seems 
to  have  been  done,  as  there  is  no  account  of  his  having  made  any 
public  use  of  it  while  in  Bussia,  where  he  accepted  a  military  com- 
mission with  rank  of  Lieut.  Colonel,  and  became  the  manager  or 
commandant  of  extensive  factories  for  the  production  of  glass, 
metals,  cordage,  works  in  wood,  &c.,  his  extraordinary  and  success- 
ful management  of  these  works  would  lead  us  to  suppose  that  he 
ihvented  many  new  and  useful  machines;  but  of  these  there  seems 
(in  England)  to  be  no  account.  He  returned  to  England  in  1791 
about  which  time  his  brother,  Jeremy  Bentham.  had  received 
from  the  government  an  appointment  to  introduce  industrial  prisons^ 
this  kind  of  labor  being  almost  devoid  of  skill.  The  talents  of  his 
brother  was  called  into  use  to  devise  machines  that  would  make  ihe 
labor  more  profitable,  and  at  the  same  time  replace,  to  some  ex- 
tent, the  lack  of  skill  in  the  convicts.  To  construct  these  machines, 
most  of  which  were  for  working  wood,  the  residence  of  Jeremy 
Bentham  at  Queen's  Square  Place,  Westminster,  (now  in  London) 
was,  with  its  capacious  outhouses,  converted  into  the  first  manu- 
factory of  wood-cutting  machines.  Seventy-eight  years  ago  this 
factory  was  established,  and,  as  we  are  informed,  was  not  sufiiciently 
large,  and  thus  a  building  No.  19  York  Street  was  also  occupied, 
which  would  lead  us  to  suppose  that  many  machines  were  produced 
and  that  the  extent  of  the  business  fully  entitles  it  to  the  distinction 
of  being  called  the  first  general  factory  of  such  machines.  Prof. 
Willis  in  a  lecture  before  the  Society  of  Arts  in  1852,  states  that 
"  there  was  constructed  machines  for  all  general  operations  in  wood 
work;  including  planing,  moulding,  rebating,  grooving,  mortising 
and  sawing,  both  in  coarse  and  fine  work,  in  curved,  winding  and 
transverse  directions,  shaping  wood  in  complicated  forms,  and  that 
farther,  as  an  example,  that  all  the  parts  of  a  highly  finished  win* 
dow  sash  were  prepared,  also  all  the  parts  of  an  ornamental  carriage 
wheel  were  made,  so  that  nothing  remained  to  be  done  by  hand 
but  to  put  the  component  parts  together."  These  machines  were 
examined  by  members  of  his  majesty's  administration,  and  received 
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public  notice  in  the  House  of  Commons  in  179-1.  Bentham  (Sir 
Samuel)  was  next  commissioned  to  visit  the  different  dock-yards 
and  determine  how  far  his  machines  could  be  applied  to  facilitate 
ship  building.  He  refused  a  flattering  offer  from  the  Emperor  of 
Bussia  to  accept  this  commission,  choosing  rather  to  give  his  country 
the  benefit  of  his  services  than  to  reap  the  greater  pecuniary  re- 
ward that  awaited  him  in  Bussia. 

His  report  was,  no  doubt,  very  favorable  as  to  the  employment 
of  machines,  but  it  was  not  until  1797  that  the  admiralty  consented 
to  their  introduction.  It  should  have  been  mentioned  that  during 
the  time  of  his  manufacture  of  machines  at  Westminster,  and  York 
Street,  patents  were  taken  out  describing  all  the  different  opera- 
tions performed,  which  will  be  more  fully  noticed  when  we  come 
to  classification  of  machines.  After  the  admiralty  deciding  to  adopt 
his  machines  in  1787,  they  were  manufactured  by  Jeremy  Bentham, 
and  forwarded,  from  time  to  time,  to  Portsmouth  and  Plymouth, 
and  performed,  so  far  as  any  record  shows,  all  that  was  claimed  for 
them. 

The  bills  specify  lathes,  saws,  machines  for  cutting  tenons,  for 
boring,  also  for  boring  bitts  and  squaring  tools  "  and  many  other 
machines  for  different  kinds  of  work."  Machines  were  also  devised 
by  Bentham  to  facilitate  block  making,  an  operation  that  is  yet 
classed  among  the  most  difficult,  his  machines,  however,  for  this 
purpose  did  not  seem  to  be  perfect,  for  in  1810  he  was  joined  by 
Brunnel  who  had  invented  a  machine  for  shaping  hloch  shells. 
Brunnel  was  at  that  time  employed  under  Bentherm  to  assist  in  the 
various  operations  and  to  perfect  his  own  machine,  which  must  have 
had  the  endorsement  of  Bentham.  In  1803  Sir  Samuel,  as  In- 
spector General,  advised  the  admiralty  to  adopt  many  of  his 
machines  that  had  already  been  approved,  and  to  permit  the  erection 
of  steam  engines  to  drive  them  which  were  accordingly  ordered. 
The  several  dock  yards  were  fitted  with  engines  for  sawing,  pla- 
ning, boring,  tennoning,  mortising,  &c.,  and  aside  from  better  con- 
struction and  the  greater  experience  in  their  use,  it  is  fair  to  infer, 
had  about  all  the  functions  now  found  in  them.  Their  labor  saving 
capacity  is  sufficiently  attested  by  the  fact  that  Brunnel,  who  had 
perfected  and  assisted  in  their  construction  and  operation,  was  re- 
warded by  being  allowed  as  a  premium  for  his  inventions,  the 
savings  of  one  year's  work  over  hand  labor  in  the  dock  yards,  which 
amounted,  as  we  are  informed,  to  the  sum  of  ?80,000. 
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In  1813  arbitrators  were  appointed  on  the  part  of  the  govern- 
ment to  settle  with  Jeremy  Bentham,  who,  after  the  examination 
of  numerous  witnesses,  allowed  him  the  sum  of  $100,000  for  ma- 
chines furnished  to  the  dock  yards  and  penitentiaries.  From  the 
testimony  given  before  the  arbitrators  we  learn  that  Sir  Samuel 
Bentham  "  prepared  a  system  of  machinery  for  the  employment 
of  men  without  skill,  and  particularly  with  a  view  to  convicts, 
in  1793 — patents  were  taken  out  on  these  inventions  to  secure 
their  exclusive  use  for  the  prisons.  The  testimony  states  that  no 
skill  was  required  in  the  use  of  these  machines,  they  were  intro- 
duced into  the  dock  yards  and  worked  by  common  laborers.  The 
use  of  the  machines  saved  nine-tenths  of  the  labor — "  a  table  could 
be  made  at  one-half  the  expense  by  their  use,  &c.,  &c."  which  goes 
to  show  that  the  machines  were  effective,  at  least — a  claim  that  can 
not  always  be  made  for  those  of  more  modern  manufacture. 

We  will  here  take  leave  of  General  Bentham,  having  advanced 
enough  to  show  that  he  is  entitled  to  be  called  the  father  of  wood 
cutting  machines  in  England,  at  a  date  that  precludes  any  possi- 
bility of  his  inventions  having  been  anticipated  in  other  countries. 
Let  us  in  looking  back  over  this  history,  surrounded  as  we  are  by 
the  perfected  art,  not  forget  the  circumstances  under  which  these 
machines  were  made — imagine  "cat-gut  "  bands  and  grooved  pul- 
leys for  transmitting  motion,  the  want  of  skill  in  the  workmen  to 
carry  out  designs,  the  want  of  all  tools  to  shape  metals,  except  the 
hand  lathe,  the  imperfect  knowledge  of  geometrical  drawing,  in 
short  all  of  the  modern  appliances  with  which  we  are  familiar. 


A  list  of  the  inveniiona  of  Sir  Samuel  Bentham  in  wood  cutting  machines. 

Machine  for  jilnninij  and  forming  mouldings.  Improved  planing  and  moulding 
machine  (rotary.)  Wedging  guard  for  circular  saws.  Segmental  circular  saw. 
Conical  cutters  for  dovetail  grooves.  Undulating  carriago  to  form  wave  moald- 
ings.  Compound  cutter  heads  to  work  two  or  more  sides  at  once.  The  slide  rest. 
Tubular  boring  implements  (core  boring.)  Crown  saws  (or  cyliudcr  saws.)  Be- 
ciprocating  mortise  machine.  Kotary  mortising  machine.  Kadius  arm  for  saw- 
ing segments.  Tracer  guide  for  sawing  irregular  forms.  Bevil  and  curvalineal 
sawing.  Machine  for  grinding  saw  blades.  Taper  gauge  for  sawing.  Grooving 
Table.  Vortical  adjustment  of  saws  in  benches.  T  rabbit  machine.  Sectional 
cutters.  Pivoted  table  for  mortise  machines.  Forked  or  double  mortise  chisel. 
Gauge  lathe  with  slide  rest.  Kotary  cutters  for  forming  screw  threads.  Double 
grooving  saws.     Back  feed  for  planing  machines. 

Those  several  inventions  wore  made  and  practically  applied  previous  to  and 
during  the  year  1793.     Sec  patent  No.  1951. 
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We  must  not,  however,  regard  the  construction  of  the  machines 
BO  remarkable  as  the  wonderful  genius  displayed  in  the  invention 
of  the  processes. 

In  the  proceedings  of  a  trial  between  the  crown  and  Junius  Smith 
in  1848,  for  the  repeal  of  a  patent  on  sawing  machinery,  reported 
in  the  Mechanic's  Magazine^  there  is  appended  a  note  that  pays  a 
tribute  to  the  genius  of  Bentham  greater  than  all  the  honors  con- 
ferred by  the  government  daring  his  life,  from  which  we  will  quote 
as  follows : 

"Sir  Samuel  Bentham  was  the  first  to  introduce  saw  mills  into 
our  national  arsenals,  the  first  also  to  lay  down  the  principles  of 
how  all  kinds  of  machine  saws  may  be  constructed,  and  which  have 
never  since  been  materially  departed  from.  The  specification  of  his 
patent  of  1793  is  a  perfect  treatise  on  the  subject,  indeed  the  only 
one  worth  quoting  that  has  to  this  day  been  written  on  the  subject^ 

From  about  1815  to  the  great  exhibition  of  1852  no  marked  in- 
ventions were  made  in  wood  machines  in  England,  at  least  for 
general  uses,  many  machines  for  special  purposes  were  made  that 
not  only  give  evidence  of  ingenuity  in  their  application  but  show 
high  engineering  talent  in  their  construction.     In  1849  Wm.  Fur- 
ness  of  Liverpool,  imported  from  the  United  States,  and  patented 
in  England,  nearly  all  the  leading  wood  working  machines  manu- 
factured by  C.  B.  Eogers  &  Co.  of  Norwich,  Conn.,  but  from  pre- 
judice, or  from  want  of  being  properly  brought  before  the  public, 
no  modification  of  their  plans  was  made  by  English  builders  until 
after  the  great  exposition  of  1852,  when  they  were  astonished  to 
find  the  small  wood  forming  machines  from  America  to  embody 
much  that  was  new,  and  give  a  performance  that  was,  in  all  respects, 
superior  to  their  own.     This  gave  the  art  of  making  wood  cutting 
machines  a  new  birth  in  England.     For  40  years  the  plans  of  Ben- 
tham, Brunnel  and  Burr  had  been  followed,  as  before  said,  without 
material  change,  and   while  Joseph  Whitworth  and  others  had 
revolutionized  the  manufacture  of  engineering  and  metal  working 
machines  and  implements,  the  wood  machines  had  Iain  dormant. 
"Iron    was  king,"  and  aside  from  ship  building  wood   was  not 
enough  used  in  their  manufactures  to  direct  attention  to  machines 
for  working  it. 

To  follow  the  history  of  wood  cutting  machines  consecutively, 
and  trace  their  development,  their  history  in  the  United  States 
should,  perhaps,  date  from  the  Woodworth  patent  of  1828,  on  pla- 
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ning  macliines.  This  notorious  monopoly  lasted,  by  regular  ex- 
tension and  act  of  Congress,  over  a  period  of  28  years,  costing 
thousands  of  dollars  in  some  sixty-four  suits  at  law  which  followed, 
and  crippling  the  interests  of  our  country  to  the  extent  of  millions 
of  dollars — ^to  say  nothing  of  the  many  inventions  in  rotary  cutting 
machines  that  would  have  been  developed  had  this  monopoly  been 
removed.  We  say  monopoly,  for  the  patent  of  Woodworth  was 
never  accepted  as  a  bona  fide  invention  with  the  scope  that  the 
interpretations  of  our  courts  gave  it.  There  need  be  no  further  evi- 
dence of  this  given  than  the  numerous  appeals  to  the  courts  in  the 
face  of  former  decisions.  It  is  true  that  many  of  these  suits  were 
in  equity  and  did  not  involve  the  question  of  validity,  but  they 
nevertheless,  in  nearly  every  instance,  showed  that  public  opinion 
did  not  acquiesce  in  the  decisions  on  this  point.  In  explanation 
and  support  of  the  opinion  expressed  it  must  be  admitted  that  the 
combination  of  rotary  cutting  cylinders  and  feeding  rolls,  would 
in  the  natural  development  of  this  art,  have  soon  followed  as  a 
matter  of  course,  and  that  as  soon  as  lumber  dressing  by  power 
was  an  industrial  necessity,  this  combination  would  have  been 
invented,  not  by  a  single  man  only,  but  by  a  majority  of  as  many 
as  would  attempt  to  build  planing  machines,  in  other  words  the 
planer  was  a  sequence  of  the  state  of  the  art,  and  the  art  was  not 
dependent  on  the  invention  of  Woodworth. 

Cutting  cylinders  for  reducing  wood  were  under  several  modifi- 
cations, known  and  used  as  we  have  shown  in  a  former  place,  35 
years  before.  In  1811  a  patent  was  granted  to  Charles  Hammond 
of  the  city  of  London,  for  improvements  in  machinery  for  sawing 
and  planing  wood,  in  which  he  very  fully  describes  the  use  of 
feeding  rolls  for  passing  lumber  to  circular  and  other  saws.  Simi- 
lar feeding  rolls  were  used  for  analagous  purposes,  and  when  it 
became  necessary  to  move  a  board  continuously  under  a  rotary  cut- 
ting cylinder,  the  public  would  not  have  had  long  to  wait  for  the 
mechanical  devices  forming  the  subject  of  Wood  worth's  specification 

It  is  not  the  intention  of  the  writer  to  disparage  the  invention  of 
Woodworth,  and  he  begs  to  present  these  views  of  this  old  patent 
as  coming  from  a  practical  mechanic ;  himself  a  patentee  of  im- 
provements in  wood  machines,  and  as  the  frank  expression  of  an 
opinion  based  upon  impartial  consideration  of  the  facts. 

Since  1850  the  inventions  in  wood  machines  have  followed  each 
other  in  rapid  succession  in  our  country,  the  most  complicated 
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forms,  regular  or  irregular  in  their  cutting,  are  produced  with  an 
aocuracy  that  no  hand  manipulation  could  attain,  and  foreign  in- 
ventors in  England,  France  and  Germany  have  been  keeping  pace 
with  us,  not  in  producing  the  same  machines  but  in  adapting  them 
to  the  special  requirements  of  their  respective  countries.  It  is 
"hereafter  thought  best,  in  the  course  of  this  work,  to  consider  the 
different  classes  of  wood  working  machines  under  separate  hejids, 
such  as  machines  for  dressing  plane  surfaces,  machines  for  straight 
line  moldings,  circular,  endless  and  reciprocating  saws,  duplicating 
machines  for  irregular  forms,  turning  machinery  for  parallel,  taper, 
and  ornamental  forms,  machines  for  casks,  barrels  and  pails,  &c., 
&c.,  giving  to  each  class  such  a  share  of  attention  as  their  respective 
importance  or  their  intricacy  demands,  and  the  information  at  hand 

will  allow. 

(To  bo  contined.) 


CLEVELAND  WATER  WORKS  LAKE  TUNNEL. 

The  success  of  the  Chicago  Lake  Tunnel  has  stimulated  the 
people  of  Cleveland,  Ohio,  to  a  like  enterprise,  by  which  the  waters 
of  Lake  Erie  are  to  be  brought  to  their  wash  basins  and  hydrants. 

Through  the  kindness  of  Mr.  F.  Graff,  our  Chief  Engineer  in  this 
department,  and  of  Mr.  John  Whitlaw,  C.  E.  of  the  Cleveland  Water 
AVorks,  we  learn  that  a  contract,  in  accordance  witli  the  subjoined 
specifications,  has  been  let  to  Mr.  A.  A.  McDonell  of  Chicago,  for  the 
sura  of  $112,600.  This  includes  the  lake  shaft  but  not  the  land  shaft, 
which  is  done  by  day  work  under  the  immediate  control  of  the 
water  department.     The  entire  work  is  expected  to  cost  $200,000. 

As  yet  the  progress  made  is  the  land-sbaft,  chamber  and  adit 
complete,  and  about  200  feet  of  the  tunnel. 

EXTRACT  FROM  SPECIFICATIONS. 

Land  Shaft. 

To  be  seventy-eight  feet  deep,  including  a  sump  three  feet  below 
the  bottom  of  the  invert  of  the  tunnel,  and  to  be  eight  feet  clear 
diameter  from  five  feet  below  the  surface  of  the  ground,  the  upper 
five  feet  to  be  lined  with  brick  masonry  twelve  inches  thick  and  to 
be  nine  feet  clear  diameter,  the  following  thirty  feet  to  be  lin^^ 
with  cast  iron  cylinders,  four  in  number,  nine  feet  outside  diainet^^ 
and  one  and  a  half  inches  thick,  witb  flanges  upon  the  inside    t^v^ro 
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inches  thick  and  six  inches  wide,  the  lower  cylinder  to  have  but 
one  flange,  all  of  the  flanges  to  be  faced  in  a  lathe,  true  and  at  right 
angles  to  the  centre  line  of  the  cylinders,  the  joints  between  the 
cylinders  to  be  made  with  red  lead  mixed  thin  with  boiled  linseed 
oil,  and  bolted  together  with  forty-two  one  and  a  quarter  inch  bolts 
with  hexagonal  heads  and  nuts,  in  such  a  manner  as  to  form  water- 
tight joints,  the  iron  to  be  of  good  quality  and  free  from  sand  holes 
or  other  defects,  and  the  castings  to  be  smooth  and  true  on  both 
sides. 

From  the  bottom  of  the  castings  down,  a  distance  of  forty-three 
feet,  the  shaft  is  to  be  lined  with  brick  masonry,  the  wall  to  be  twelve 
inches  thick ;  the  bottom  of  the  shall  to  be  lined  with  brick  work 
twelve  inches  thick  in  the  centre  and  two  feet  thick  under  the  wall, 
laid  in  the  form  of  an  invert. 

Neatly  formed  arches,  as  shown  on  Plan  2,  are  to  be  turned  in 
the  wall  at  the  level  of  the  tunnel,  from  which  to  commence  the 
tunnel  under  the  Lake,  and  an  adit  fourteen  feet  in  length,  six  feet 
high  and  five  feet  wide,  lined  with  brick  work  twelve  inches  thick 
and  terminating  in  a  circular  chamber  eight  feet  clear  diameter  and 
eleven  feet  high  in  the  centre,  to  be  lined  with  brick  work  twelve 
inches  thick,  the  bottom  to  be  formed  the  same  as  the  bottom  of 
the  shaft,  the  top  to  be  arched. 

All  of  the  brick  used  in  this  work  to  be  whole,  well  formed, 
hard  burned,  free  from  lime  and  clear  ringing,  and  are  to  be  laid 
with  close  joints  on  the  face  of  the  work  in  the  inverts  and  arches, 
and  the  joints  in  the  wall  are  not  to  exceed  one-fourth  of  an  inch 
in  thickness. 

All  joints  must  be  filled  flush  with  cement  mortar  aseachcour^ 
is  laid,  the  mortar  be  composed  of  one  measure  of  clean  sharp  lake 
sand  to  one  measure  of  fresh  ground  hydraulic  cement,  of  such 
quality  as  shall  be  approved  by  the  Engineer,  thoroughly  mixed 
in  water,  and  to  be  used  as  fast  as  made. 

The  castings  and  brick  work  in  the  shaft  to  be  perpendicular, 
and  brick  work  to  be  true  and  neatly  laid  in  horizontal  courses  and 
so  as  to  break  joints  at  least  three  inches.  All  spaces  between  the 
outside  of  the  wall  and  the  face  of  the  excavation  to  be  filled  in 
with  brick  laid  in  cement  mortar,  the  same  as  in  the  wall ;  the 
whole  of  the  work  to  be  completed  as  shown  on  Plan  No.  2. 


Digitized  by 


Google 


Cleveland  Water  Works  Lake  Tunnel  315 


Protection  Crib  for  Inlet  Shaft, 

The  bottom  of  the  crib,  which  is  to  be  five-sided,  is  to  be  formed 
by  an  outer,  middle  and  inner  line  of  twelve-inch  square  white  pine 
ti inter,  connected  by  cross- timbers  and  braces  of  the  same  size. 
Each  outer  side  is  to  be  fifty-four  feet  long.     Upon  these  timbers 
a  floor  eight  inches  thick  is  to  be  placed,  covering  all  the  space  be-   ^ 
tween  the  outer  and  inner  walls,  the  ends  of  the  floor  timbers  to  be 
dove-tailed  into  the  outer  and  inner  lines  of  timber  and  into  one 
side  of  the  angle  braces,  one-half  of  the  dove-tail  being  framed  into 
the  lower  course  of  timbers  and  one-half  into  the  next  course  above, 
the  dove-tails  to  be  seven  inches  long  and  the  full  thickness  of  the 
timber  at  the  ends,  with  shoulders  top  and  bottom,  one  inch  deep; 
where  the  floor  timbers  cross  the  middle  wall  timbers  or  cross 
timbers,  they  are  to  be  notched  one  inch  deep  on  both  upper  and 
lower  sides,  and  the  timbers  crossed  by  the  floor  timbers  in  the 
bottom  course,  and  the  next  course  above  are  to  be  cut  away  three 
inches  to  receive  the  floor  timbers.     Upon  the  three  lines  of  tim- 
bers,  solid  perpendicular  walls  of  twelve-inch  square  white  pine 
timber  are  to  be  built  to  a  heighth  of  forty-four  feet,  and  are  to  be 
locked  together  with  cross-timbers  and  braces,  as  shown  on  Plan 
No.  3. 

The  inner  face  of  the  inner  wall  is  to  be  twenty-four  feet  from 
the  outside  of  the  crib,  leaving  an  open  space  in  the  centre  as  shown 
ou  Plans  Nos.  3  and  4. 

The  middle  wall  to  be  equidistant  from  the  outer  and  inner 
walls,  and  is  to  extend  through  the  outer  wall,  the  timbers  of  the 
inner  wall  are  to  extend  from  the  angles  along  the  line  of  the  wall 
and  across  the  space  between  the  inner  and  middle  walls,  and  are 
1  to  be  framed  into  the  middle  wall  with  dove-tail  joints ;  in  alternate 
courses  the  direction  of  the  timbers  from  the  angles  to  the  middle 
\     wall  to  be  reversed  as  shown  on  Plan  No.  3. 

I         Angle  braces  are  to  extend  from  the  outer  to  the  inner  wall  four 
\     feet  four  and  one-half  inches  from  and  parallel  to  a  line  drawn  from 
:     the  outer  to  the  adjacent  inner  angles ;  five  of  these  braces  to  be 
1     xised  in  each  course,  and  to  be  placed  on  opposite  sides  of  the  angles, 
in  alternate  courses;  five  cross-timbers  in  each  course  are  to  extend 
from  the  outer  to  the  middle  wall,  in  sucli  manner  that  in  two   or 
more  courses  the  space  between  the  ends  of  the  middle  wall  tiru\>exa 
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at  the  outer  wall  will  be  divided  into  three  nearly  equal  parts,  as 
shown  on  Plan  No.  3. 

All  of  the  timbers  in  the  outer  and  inner  walls  at  the  angles, 
and  all  timbers  connecting  with  the  outer  and  inner  walls,  and  the 
timbers  of  the  inner  walls  and  cross-timbers  where  they  join  the 
middle  wall,  are  to  be  connected  by  dove-tail  joints  one  inch  deeper 
at  the  end  than  at  the  shoulder,  of  the  full  width  of  the  timber, 
and  of  the  same  depth  in  each. 

Wherever  timbers  cross  each  other  they  are  to  be  halved  together. 
All  butt-joints  must  be  made  under  the  middle  of  some  cross- 
timber,  excepting  in  every  fourth  course,  when  bond  timbers  arc 
to  be  used. 

There  are  to  be  three  inlets  through  the  crib,  each  four  feet  wide 
and  five  feet  high,  the  bottom  and  sides  of  which  are  to  be  formed 
of  twelve-inch  square  white  pine  timber,  and  the  top  is  to  be 
covered  with  six  by  twelve-inch  timber,  closely  fitted  and  securely 
bolted  to  the  side  timbers  with  three-fourth  inch  square  drift  bolts 
twelve  inches  long. 

On  the  top  of  the  three  inlets,  and  against  the  outer  side  of  the 
middle  wall,  well  holes,  four  feet  square,  formed  of  six  by  twelve- 
inch  timber,  are  to  be  built  to  the  top  of  the  crib,  the  ends  of  the 
timbers  next  the  wall  to  be  framed  into  the  wall  with  dove-tail 
joints,  and  the  courses  are  to  be  bolted  together  with  three-fourth 
inch  square  drift  bolts  ten  inches  long ;  upon  the  sides  of  the  wells 
against  the  walls,  four  by  ten-inch  guides  of  white  oak,  for  screens, 
are  to  be  run  from  the  bottom  to  the  top  of  the  wells,  and  are  to 
be  securely  spiked  to  the  wall.     See  Plan  No.  4. 

The  bottom  of  the  lower  inlet  through  the  crib  to  be  eight  feet 
above  the  bottom  of  the  crib,  the  upper  one  to  be  ten  feet  below 
the  water  line,  as  shown  on  Plan  4,  and  the  middle  one  to  l)c  raid- 
way  between  the  upper  and  lower  ones. 

The  whole  face  of  the  inner  wall,  and  all  the  face  of  the  outer 
wall,  to  be  covered  with  two-inch  sound  white  oak  plank,  the  upper 
fourteen  feet  of  the  face  of  the  outer  wall  to  be  covered  with  a 
second  layer  of  two-inch  white  oak  plank  of  best  quality,  to  be 
fastened  to  the  crib  with  six-inch  wrought  ship  spikes  5-16  inch 
square,  as  shown  on  Plans  Nos.  3  and  4. 

Iron  Work  for  Crib, 
The  three  lower  courses  of  timber  are  to  be  bolted  together 
with  IJ-inch  round  wrought  iron  bolts,  with  wrought  iron  plates 
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under  heads  and  nuts,  J  inch  thick  and  six  inches  square ;  there 
are  to  be  nine  of  these  bolts  in  each  of  the  sides  of  the  outer  wall, 
seven  in  the  middle  and  four  in  the  inner  wall,  and  six  in  each 
angle  brace,  4  feet  long  each,  making  one  hundred  and  thirty  in 
all ;  the  bolts  in  the  walls  to  be  thirty-six  inches  between  heads 
and  nuts,  as  shown  on  Plans  Nos.  5,  6  and  7. 

The  outer  courses  of  timber  are  to  be  secured  to  each  other  in 
the  outer  and  middle  walls  by  IJ-inch  square  wrought  iron  drift 
bolts  thirty  inches  long,  and  in  the  inner  wall  by  one  inch  square 
bolts  of  the  same  length.  All  of  the  bolts  to  be  driven  at  an  angle 
of  ten  degrees  from  a  perpendicular,  and  are  to  incline  in  opposite 
directions  in  alternate  rows.  Forty-five  IJ-inch,  and  fifteen  one 
inch  drift  bolts  to  be  used  in  each  course  of  timber.    See  Plan  No.  8. 

The  outer  angles  of  the  crib  are  to  be  covered  with  J  inch  wrought 
iron  plates,  four  feet  wide,  and  extending  down  from  the  top  of 
the  crib  to  a  depth  of  twelve  feet,  the  plates  are  to  be  bent  to  the 
exact  angle  of  the  crib,  and  are  to  lap  two  feet  on  each  side ;  they 
are  to  be  fastened  to  the  crib  by  one  inch  round  wrought  iron 
bolts,  one  through  each  timber,  on  each  side  of  the  angles,  the 
heads  to  be  countersunk  into  the  plates  and  secured  with  nuts  and 
washers  on  the  inside,  with  a  wrought  iron  bar  J  inch  by  six  in- 
ches, running  under  all  the  nuts. 

There  may  be  five  openings  provided  with  gates  in  the  outer 
wall,  and  two  in  the  inner,  near  the  bottom  of  the  crib,  for  the 
purpose  of  admitting  water  for  regulating  the  sinking  of  the  crib, 
each  opening  to  be  twelve  inches  square. 

In  the  construction  of  the  crib,  the  best  timber  shall  be  selected, 
and  used  in  building  the  upper  fourteen  courses. 

The  crib,  after  being  towed  to  its  proper  location,  shall  at  once 
be  anchored  in  its  place  in  a  secure, manner,  and  be  filled  as  soon 
thereafter  as  possible  with  sound,  clean  rubble  stone  from  bottom 
to  top.  After  the  crib  shall  have  been  completely  filled  with  stone 
the  whole  surface  between  the  outer  and  inner  walls  shall  be  floored 
over  with  sound  white  oak  plank  three  inches  thick,  securely 
spiked  to  the  wall  timbers,  cross-timbers  and  angle-braces,  with 
nine-inch  wrought  ship  spike  J  inch  square. 

The  angles  of  the  crib  shall  be  placed  in  such  exact  position  as 
the  Engineer  of  Water  Works  shall  direct,  and  the  walls  shall  stand 
perpendicular.  Before  sinking  the  crib,  its  site  shall  be  thoroughly 
dragged  and  levelled,  so  that  no  boulders  or  other  irregularities  of 
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bottom  shall  prevent  the  crib  from  settling  upon  a  horizontal  and 
even  bearing. 

The  Inlet  Shaft. 

To  be  of  cast  iron,  nine  feet  outside  diameter,  two  inches  thick, 
made  in  six  sections,  each  seven  feet  ten  inches  long,  the  flanges 
to  be  2  J  inches  thick  and  seven  inches  wide  on  the  face,  and  are  to 
be  faced  in  a  lathe,  true  and  at  right  angles  to  the  centre  line  of 
the  cylinders,  the  lower  cylinder  to  have  but  one  flange,  and  the 
bottom  end  to  be  turned  sharp.  Each  flange  to  have  a  groove 
turned  in  its  face,  as  shown  on  the  Plan. 

The  cylinders  to  be  fastened  to  each  other  by  forty-two  bolts  to  each 
joint  If  inches  in  diameter,  with  hexagonal  heads  and  nuts,  the 
joints  to  be  made  with  thin  red  lead  putty.  The  top  of  the  cast 
iron  cylinder  to  be  nine  and  a-half  feet  below  the  water  line,  as 
shown  on  Plan  No.  4. 

From  the  top  of  the  cast  iron  cylinders  to  five  and  a  half  feet 
above  the  water  Ifne,  the  cylinder  to  be  of  boiler  iron  f  inch  thick 
and  nine  feet  outside  diameter,  riveted  to  a  cast  iron  flange  and 
bolted  to  the  top  of  the  cast  iron  cylinder,  in  the  manner  shown  on 
said  Plan  No.  4. 

All  the  perpendicular  joints  to  be  butt  joints,  and  to  be  fastened 
together  with  plates  on  the  outside  f  inch  thick  and  seven  inches 
wide,  and  all  lap  joints  and  butt  joints  to  be  double  riveted  with  j 
inch  rivets,  and  all  to  be  calked  in  such  a  manner  as  to  render  the 
cylinder  perfectly  water-tight.  The  top  of  the  cylinder  to  have  a 
cast  angle  iron  flange,  two  inches  thick,  six  inches  wide  and  six 
inches  deep,  fastened  on  with  two  rows  of  f  inch  rivets,  and  the 
sides  are  to  be  braced  with  two  rings  of  angle  iron  riveted  to  the 
sides  of  the  cylinder,  of  the  form  and  dimensions  shown  on  the 
Plan. 

After  the  completion  of  the  whole  work,  and  before  the  water 
is  let  into  the  tunnel,  a  grate  or  screen,  in  accordance  with  plans  to 
be  furnished  hereafter,  and  to  be  paid  for  as  extra,  is  to  be  fastened 
to  the  top  of  the  cast  iron  shaft,  and  the  wrought  iron  cylinder  is 
then  to  be  removed  and  placed  on  the  crib.  From  the  bottom  of 
the  castings  to  the  bottom  of  the  shaft,  a  distance  of  fourteen  feel, 
including  a  sump  five  feet  deep,  the  sides  are  to  be  lined  with  brick 
masonry  twelve  inches  thick  and  seven  feet  ten  inches  clear  diameter, 
and  the  bottom  casting  is  to  be  lined  with  brick  masonry  to  the 


Digitized  by 


Google 


Cleveland  Water  Works  Lake  Tunnel,  319 

flange.    Inverts  and  arches  of  the  form  and  dimension  shown  on 
Plan  No.  4,  are  to  be  built  in  the  wall  on  the  line  of  the  tunnel. 

The  Tunnel 

To  be  five  feet  two  inches  high  and  five  feet  wide,  clear  dimen- 
sions, the  top  and  bottom  arches  to  be  semi-circles,  and  is  to  extend 
from  the  bottom  of  the  shore  shaft  a  distance  of  sixty-seven  feet 
eight  inches  below  the  water  line  shown  on  the  Plans,  out  under 
Lake  Erie,  at  right  angles  to  the  shore  line  to  the  lake  shaft,  a 
distance  of  six  thousand  six  hundred  feet,  and  beyond  the  lake 
shaft  a  distance  of  fifty  feet,  with  a  chamber  eight  feet  in  diameter 
and  eleven  feet  highj  clear  dimensions,  lined  with  brick  masonry 
twelve  inches  thick,  and  to  be  located  six  feet  beyond  the  lake 
shaft,  the  bottom  of  the  tunnel  to  connect  with  the  lake  shaft  at  a 
depth  of  sixty-five  feet  and  six  inches  below  the  water  line,  as  shown 
on  Plan  No.  4.     The  grade  line  of  the  bottom  to  be  uniform  between 
the  two  shafts,  or  from  a  point  between  the  shafts  to  each  shaft, 
as  the  Engineer  may  hereafter  determine.     The  whole  tunnel  to 
be  lined  with  brick  masonry,  eight  inches  thick,  laid  in  hydraulic 
cement,  the  brick  to  be  laid  lengthwise  of  the  tunnel,  and  so  as  to 
break  joints  at  least  three  inches.     The  centres  upon  which  the 
upper  arch  is  turned  shall  not  exceed  two  feet  in  length. 

The  brick,  mortar  and  workmanship,  in  the  lake  shaft  and  tunnel, 
are  to  be  of  the  same  character  and  quality  as  described  for  the 
land  shaft. 

The  excavation  to  conform  exactly  to  the  outside  of  the  brick 
lining  of  the  tunnel,  and  all  spaces  between  the  outside  of  the  brick 
work  and  the  face  of  the  excavation  shall  be  filled  in  with  masonry 
of  the  same  quality  as  the  lining  for  the  tunnel.  If,  in  the  prose- 
cution of  the  work  any  soil  is  met  with  that  requires  to  be  sup- 
ported while  the  brick  work  is  being  laid,  the  space  between  the 
wall  of  the  tunnel  and  the  plank  or  timber  used,  shall  be  filled 
with  solid  masonry,  similar  to  that  used  in  filling  other  spaces,  as 
described  above. 

The  contractor  shall  furnish  and  put  in  place  all  timber,  plank, 
or  other  material  necessary  for  the  support  of  the  top  or  sides  of 
the  excavation  until  the  brick  work  is  laid  ;  he  shall  also  furnish 
and  put  in  place  all  air  pipes  and  apparatus  necessary  for  the  com- 
plete and  proper  ventilation  of  the  tunnel,  all  steam  engines,  pumps, 
elevators  or  hoisting  apparatus,  and  all  fixtures  for  the  same,  all 
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sheds  and  shelters  for  the  protection  of  the  workmen  and  materiak 
at  both  shafts,  and  all  tracks,  trucks  and  other  necessary  imple- 
ments or  machinery  for  removing  excavated  material  out  of,  and 
building  material  into  the  tunnel. 

And  the  contractor  shall  be  held  responsible  and  liable  for  any 
damage  that  may  be  sustained  by  any  person  employed  in,  or 
visiting  the  tunnel,  in  consequence  of  the  failure  on  his  part  to 
keep  all  such  fixtures,  implements  or  machinery  in  a  safe  con- 
dition for  the  purpose  for  which  they  are  used. 

The  contractor  shall  remove  all  excavated  material  taken  out 
of  the  tunnel  and  shafts,  to  such  place  not  exceeding  five  hundred 
feet  from  each  shaft,  as  the  Engineer  may  direct,  and  shall  provide 
for  such  purpose  all  the  necessary  implements  and  means  of  trans- 
portation. 

The  rest  of  the  specifications  refer  simply  to  business  and  finan- 
cial details. 


CYLINDRICAL  TYPE  PRINTING  MACHINES. 

By  Hector  Orr. 
Read  before  the  Franklin  Institute  at  their  Stated  Meeting,  March  IG,  1870. 

I  SHALL  assume  that  the  Franklin  Institute  is  interested  in  tbe 
diffusion  of  useful  knowledge,  and  that  Type  Printing  is  the  main 
instrument  of  such  diffusion.  If  these  assumptions  are  disputed 
I  will  ask  that  some  future  time  be  set  for  the  arguments  there- 
upon— and  will  proceed  now  to  offer  a  few  thoughts  on  the  process 
and  progress  of  Type  Printing. 

Less  than  fifty  years  ago  500  impressions  per  hour  was  the 
utmost  amount  that  could  be  produced  by  two  proficient  workmen 
on  the  best  press  then  known  in  America — the  sheet  of  paper 
measuring  18  inches  by  23  inches.  We  now  have  machines  which 
print  25,000  impressions  per  hour,  the  sheet  being  four  times  the 
size  of  the  former  one ;  our  present  speed  thus  rating  with  that 
first  named  as  200  to  1.  It  required  350  years  to  attain  500  im- 
pressions per  hour,  and  then,  in  our  own  generation,  the  speed 
increased  200  fold. 

Whence,  then,  this  enormous  acceleration  ?  The  answer  is  nol 
a  long  one,  though  capable  of  great  elaboration  : — it  has  been  at- 
tained by  the  substitution  of  curved  surfaces  for  flat  ones  in  the 
chief  points  of  contact.     In  our  particular  department  of  art  it  has 
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no  rival  in  importance,  and  few  equals  in  the  whole  range  of 
mechanics.  It  gave  us  an  economy  of  power,  time  and  space,  each 
one  of  which  results  might  give  its  author  enduring  fame,  and  which, 
united,  make  a  desert  truly  illustrious. 

That  others  may  judge  if  this  commendation  is  too  emphatic, 
I  will  ask  leave  to  describe,  in  few  words,  the  process  to  which  it 
applies. 

If  we  take  a  common  pin  and  score  a  soft  metal  or  even  a  waxen 
surface  by  it,  wo  may  take  from  such  lines  a  number  of  impressions 
of  quite  delicate  outline  by  very  simple  means — the  dead  surface 
surrounding  the  inscription  meeting  the  impressive  force  and  bear- 
ing it  oflF.  But  in  type  printing  we  must  imagine  the  pin's  point 
to  be  turned  up,  and  the  color  and  impression  to  be  applied  there. 
This  evidently  demands  a  careful  operation,  to  complete  which  the 
types  were  placed  upon  a  flat  surface  laboriously  smoothed,  and 
a  similarly  prepared  impressing  surface  was  forced  perpendicu- 
larly down  upon  the  letters — both  being  carefully  guarded  from 
vibration.  Now,  to  change  these  surfaces  to  curves,  and  to  ex- 
pect to  bring  a  clear  impression  therefrom,  required  a  large  share 
of  mechanical  courage. 

Yet  it  was  found  ;  and  I  am  glad  to  be  able  to  name  the  great 
genius  who  accomplished  the  feat.  Mr.  TF".  Nicholson^  editor  of  the 
London  Philos.  Journal^  was  the  man.  In  the  year  1790  he  ob- 
tained letters  patent  for  an  improved  printing  press;  and  his  formal 
specifications  of  his  means  and  results  cover  nearly  every  important 
point  of  all  his  successors.  His  description  is  one  of  the  most  sur* 
prising  first  attempts  at  invention  that  I  ever  read*  James  Watt 
had  but  well  finished  the  steam  engine  when  Nicholson  (another 
Scotchman,  I  suspect)  conceived  the  Cylinder  Press ;  and  these  two 
have  given  our  planet  a  new  history. 

I  have  said  that  Nicholson  had  a  well-defined  idea  of  type  print- 
ing by  curved  surfaces,  but  he  had  no  adequate,  nor  even  sympa- 
thising mechanical  assistants.  He  insisted  on  placing  the  types 
upon  a  cylinder  and  of  bringing  other  cylinders  against  the  first  to 
apply  the  ink  and  give  the  impression ;  but  no  type  founder  of 
his  generation  could  meet  his  requirements,  and  the  entire  printing 
trade  was  bitterly  opposed  to  his  invention.  As  editor  of  the 
Philosophical  Journal^  we  may  suppose  that  he  had  both  patience 
and  perseverance,  and  truly  he  needed  both,  and  time  and  money 
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besides.     But  all  these  were  insufficient  to  produce  a  complete 
machine  :  he  died  uncrowned  by  success — mortal  yet  invincible! 

Some  24  years  after  the  date  of  Nicholson's  patent,  a  Saxon  Ger- 
man, named  Koenig,  produced  a  printing  machine  in  London  em- 
bracing a  portion  of  the  cylindrical  principle.  He  kept  the  form 
of  types  flat,  and  gave  the  impression  by  the  circle — (a  wise  man, 
who  took,  thankfully,  one-half  of  the  former  enthusiast's  loaf.)  The 
Times  Newspaper  was  printed  on  such  a  machine  in  November, 
1814,  and  its  inventor  continued  to  build  and  improve  printing 
presses  for  the  remainder  of  his  life — retiring  to  Germany  and 
there  becoming  quite  celebrated. 

In  1816  Edward  Cowper  patented  a  Cylinder  Printing  Press, 
which  still  farther  realized  Nicholson's  idea.  Stereotype  plates 
had  by  this  time  appeared,  and  Cowper  had  these  bent  and  fastened 
to  one  of  his  curved  surfaces.  Cowper  also  applied,  successfully, 
the  celebrated  glue  and  molasses  roller — though  he  was  not  the 
inventor  of  it. 

In  1825  David  Napier  (who  had  previously  built  other  cylindrical 
presses)  completed  a  double  cylinder  and  bed  press  for  book  work, 
which  is  highly  praised  by  Mr.  Hansard  in  his  Typographia. 

In  all  this  time  American  printers  had  kept  rigorously  to  flat 
surfaces.  The  Columbian  Hand  Press  (superior  to  any  other  of 
this  class  in  the  world,  for  years)  was  invented  in  Philadelphia  in 
1817.  In  1826  Mr.  Treadwell  of  Boston,  brought  out  a  platen 
press  running  500  impressions  per  hour,  which  was  introduced  in 
Philadelphia  the  following  year.  In  a  short  interval  of  time  Isaac 
Adams  of  Boston,  produced  his  style  of  platen  press,  which  ran 
about  750  impressions  per  hour.  With  this  press  the  celebrated 
*' fly  "was  introduced — a  contrivance  for  delivering  the  printed 
sheet  from  the  machine;  this  was  Adam's  chief  contribution  to 
the  trade,  and  has  been  adopted  on  most  of  the  succeeding  presses, 
whether  platen  or  cylindrical. 

It  was  not  until  1830  that  cylinder  presses  appeared  in  America, 
introduced  by  Messrs.  Hoe  &  Co.,  of  New  York,  and  applied  at 
first  to  newspaper  printing ;  but  in  1832  a  registering  book  press 
was  made  by  them,  running  3000  impressions  per  hour.  In  1889 
David  Morrison  of  London,  patented  the  "  Eotary  Press  "  attaching 
movable  types  to  a  revolving  cylinder,  and  thus,  at  length,  attain- 
ing Nicholson's  idea. 

In  1847  Messrs.  Hoe  k  Co.  of  New  York,  patented  their  "  Eotary 
Type  Printing  Machine,"  which  by  various  improvements  and  ex- 
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tensions  has  well  nigh  rolled  over  the  world.  This  machine  is  com- 
posed of  a  great  central  cylinder  on  which  movable  types  are 
securely  held  by  ingenious  contrivances,  and  made  to  pass  under 
a  series  of  inking  rollers  and  impression  cylinders  arranged  around 
the  circumference,  where  numerous  skilled  assistants  "feed"  in 
the  sheets.  The  largest  of  these  machines  now  made  have  ten 
feeders  each  and  execute  25000  impressions  per  hour.  They  are 
in  use  in  nearly  all  the  large  newspaper  oflBlces  in  America,  and  in 
London,  Paris,  and  various  other  important  centres  of  civilization 
on  the  globe. 

And  now  we  come  to  the  latest  development  of  these  machines, 
perfected  and  built  in  our  own  city — known  as  BullocKs  Self  Feeding 
and  Perfecting  Press — an  engraving  of  which  is  here  given.  The 
paper,  in  a  continuous  roll,  a,  (see  Plate)  resting  in  simple  socket 
bearings,  has  its  outer  edge  taken  between  cylinders  c  and /and  is 
there  cut  into  uniform  sheets,  each  of  which  is  seized  by  fingers  on 
cylinder  g  and  brought  against  the  first  type  cylinder  h;  it  then 
passes  to  large  cylinder  i  where  its  face  is  reversed  and  drawn 
against  the  second  type  cylinder  y,  and  then  carried  down  and 
onward  to  the  "fly-belts  "  which  pile  the  completed  sheets  on  fly 
board  o ;  the  pans  1c  h  are  the  two  ink  fountains ;  I  the  first  dis- 
tributing cylinder,  m  the  second  one,  and nnnn  the  distributing 
rollers.  The  press  is  started  by  the  lever  c  and  no  other  manual 
aid  is  needed  except  to  lift  away  the  pile  of  printed  sheets. 

This  machine  occupies  11  feet  by  6  feet  and  is  also  6  feet  in 
height.  It  will  execute  20,000  impressions  per  hour  without  the 
touch  of  human  hand,  except  to  start  it.  Feeding  itself  with  paper, 
printing  both  sides  of  the  sheets,  and  piling  the  same  in  a  neat 
heap  at  the  rate  above  named. 

Hoe's  last  mammoth  press  claims  to  print  25,000  sheets  per  hour, 
with  the  attendance  of  ten  trained  men ;  but  prints  its  sheets  on 
one  side  only  and  costs  $52,000. 

Bullock's  press  prints  20,000  impressions  per  hour,  entirely 
automatically ;  and  is  sold  for  $20,000. 

To  all  this  triumphant  achievement  there  is  one  sad  fact  which 
I  will  venture  to  append.  The  inventor  of  this  wonderful  machine, 
Mr.  William  Bullock,  was  killed  by  his  latest  complete  machine. 
As  a  practical  mechanic,  as  well  as  inventor,  he  put  his  own  hand 
to  every  part  of  the  work,  and  in  his  anxious  zeal  he  was  caught 
in  the  machinery,  and  was  extricated  only  to  die.  A  mechanic's 
Institute  will  know  how  to  estimate  such  a  sacrifice. 
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BELTING  FACTS  AND  FIGURES. 

By  J.  H.  Cooper. 

(Continued  from  page  284.^ 

Means  of  Increasing  Adhesion  of  Belts. 

Various  means  have  been  devised  for  augmenting  the  adhesion 

of  belts  to  the  pulleys  which  they  drive,  to  some  of  which  we  now 

refer.     With  the  ordinary  single  and  double  belts  where  the  usual 

tightening  of  the  same  as  well  as  where  the  application  of  the 

several  oily  and  adhesive  matters  in  common  use  have  proven  in- 

suflBcient,  a  very  simple  remedy  has  been  applied  with  success,  in 

the  shape  of  a  narrower  belt  drawn  tightly,  with  ends  laced  in  the 

usual  way  and  allowed  to  run  with,  and  on  the  outside  of  the  same. 

This  is  a  remedy  almost  too  simple  to  refer  to,  yet  it  has,  in 

many  instances,  proven  a  valuable  addition  to  the  driving  power 

of  certain  belts  in  a  system  which  fails  to  transmit  the  power  desired 

from  lack  of  adhesion.     In  many  cases  belts  do  not  possess  sufficient 

tensional  strength  to  impart  the  power  due  to  their  surface  velocity  ; 

with  such,  the  auxiliary  belt,  above  referred  to,  is  the  cheapest  and 

readiest  cure. 

Double  leather  belts  are  frequently  employed  in  place  of  single 
ones  to  increase  adhesion  on  the  pulley  surface,  but  while  we  are 
assured  of  greater  tensional  strength  in  the  double  belt  we  have  no 
data  to  prove  its  superior  adhesive  power. 

We  have,  however,  the  valuable  testimony  of  Mr.  F.  W.  Bacon, 
of  New  York,  whose  large  experience  in  this  line  of  practical  engi- 
neering gives  weight  to  his  conclusions.  He  says : — "  I  never  use 
double  belts  under  any  circumstances,  I  am  satisfied,  that  other 
things  being  equal,  they  will  not  do  as  much  work  as  a  single  belt, 
because  they  do  not  come  in  contact  with  as  much  surface  as  the 
„.     .  more  pliable  single  belts  do,  hence  there  is  no 

advantage  in  doubling  the  thickness.  If  greater 
tensional  strength  is  required  use  wider  belts.'^ 
In  Fig.  1  we  present  the  invention  of  Mr. 
Alonzo  Hitchcock  of  New  York,  which  con- 
sigts  of  three  pulleys,  each  on  an  axis  of  its 
own,  and  a  driving  belt  so  placed  that  the 
driving  pulley  A  touches  the  driven  pulley  0.  These  two  are 
forced  into  close  contact  by  the  auxiliary  pulley  B,  over  which 
the  belt  is  tightly  drawn  from  the  pulley  A.  The  larger  pulleys  may 
be  leather  covered,  and  all  should  be  straight  on  the  face  and  have 
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their  centres  in  the  same  straight  line  and  of  course  their  axes  in 
the  same  plane. 

It  is  evident,  on  inspection,  that  the  belt  and  pulley  surfaces  all 
favor  rotary  motion  in  the  pulley  0,  and  while  the  pulleys  A  and  c 
may  vary  greatly  in  diameter,  producing  rapid  increase  of  speed, 
the  belt  passes  freely  and  with  full  driving  effect  over  comparatively 
large  pulleys.     The  pulley  B  being  made  of  any  diameter  desired. 

This  combination  was  patented  January  30, 1867.  The  inventor 
says : — "  I  claim  distributing  the  power  around  the  shaft  to  be  driven 
so  that  the  tendency  to  displace  the  shaft  on  one  side  is  counter- 
acted by  that  on  the  other  by  the  means  and  in  the  manner  shown." 

A  more  complicated  arrangement  of  pulleys  for  gaining  a  high 
speed  of  rotation  at  once,  without  intermediate  pulleys,  is  shown 
by  Parker's  patent  belting  in  Fig.  2. 

In  this  the  auxiliary  pulley  B  is  connected  to  the  driven  pulley 
c  by  an  endless  belt,  P  F,  but,  unlike  the  usual  method,  the  driving 
pulley  A  is  set  against  the  outside  of  the  belt 
to   contact  with  B  and  c,  the  belt  passing  be-  ^^^'  ^' 

tween. 

The  axis  of  the  pulley  B  turns  in  the  ends  of 
the  arms  E,  one  being  on  each  side,  which  are 
jointed  with  the  arms  d,  at  h,  outside  the  pul- 
ley, the  other  ends  of  D  turn  upon  the  shaft 
bearings  of  pulley  A. 

These  levers  form  a  toggle  by  which  the  auxiliary  pulley  is 
forced  against  the  driving  pulley.  The  effect  of  this  combination 
is  to  draw  belt  and  pulleys  into  close  driving  contact,  and  at  the 
same  time  to  avoid  severe  lateral  strains  on  the  shaft  bearings. 

The  driving  and  driven  pulleys  may  have  diameters  of  30  to  40 
and  even  as  high  as  50  to  1  respectively,  the  driven  pulley  may, 
indeed,  be  nothing  more  than  an  enlargement  of  its  shaft,  and  the 
auxiliary  pulley  must  be  of  such  diameter  as  will  prevent  con- 
tact of  belt  at  F. 

The  pulley  surfaces  must  all  be  straight,  that  of  c  may  be  covered 
with  leather,  the  belt  must  be  made  of  well  stretched  leather  of 
uniform  texture,  must  have  a  permanent  joint  and  be  of  equal 
thickness  throughout  its  entire  length,  and  all  the  parts  must  be  fitted 
with  great  exactness  to  insure  perfect  working  of  the  combination. 

Many  of  these  have  been  made  and  used  for  driving  small  circu- 
lar saws,  where  hand  power  is  employed,  and  for  such  and  like 
purposes  they  answer  very  well. 
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Fig.  3. 


One  of  the  simplest  methods  of  increasiDg  the  efficiency  of  any 
belt  or  cord  is  with  pulleys  of  given  dimensions,  to  cause  it  to  em- 
brace a  greater  portion  of  their  circumference,  which  increases  pro- 
portionally its  adhesion  as  well  as  its  driving  power.  The  following 
shows  one  method  of  doing  this  by  the  cord  and  pulley  arrangement. 
In  Fig.  3  one  fold  of  the  cord  is  drawn  out  of  its  direct  course 
between  the  peripheries  of  the  driving  sheave  A  and  driven  sheave 
C  across  the  other  fold  and  around  a  tightening 
sheave  B,  which  is  so  arranged  as  to  be  moved 
to  and  from  the  other  sheaves  and  set  at  such 
an  angle  as  to  prevent  contact  of  cords  at  points 
of  crossing.  The  movement  of  B  is  such  as  to 
permit  the  cord  to  run  in  grooves  of  diflFerent 
diameters  on  a  and  c,  by  which  different  speeds 
in  c  can  be  obtained  when  that  of  a  is  uniform. 
This  is  an  old  device  and  is  frequently  applied 
to  the  driving  gear  of  foot  lathes. 

In  this  the  driving  power  is  limited  to  the  adhesion  of  the  single 
cord  in  the  sheave  grooves,  but  its  circumferential  contact  is  such 
as  to  give  the  greatest  effect  possible. 

In  order  to  greatly  increase  the  adhesion  of  the  cord  the  plan 
shown  in  Fig.  4  has  been  devised  and  consists  of  two  multigrooved 
wheels  A  and  c,  the  driving  and  driven  sheaves  of  the  system.  Into 
the  grooves  of  these  sheaves  is  wound  continuously  a  single  endless 
cord,  in  parallel  lines  from  one  sheave  to  the  other,  such  that  the 
cord  in  leaving  the  last  groove  of  A  is  deflected  across  and  above 
the  other  cords  and  delivered  in  line  of  the  groove  in  c  by  the  ad- 
justable single  grooved  sheaves  B  and  B. 

The  bearings  of  these  sheaves  are  secured  to  rods  D  J>  fixed 
parallel   with  the   cords   and   upon   which    the   sheaves   can  be 
slipped  and  fastened  to  take  up  slack  of 
cord. 

It  is  evident  that  with  any  cord  its  ad- 
hesion, and  consequently  its  driving  power, 
is  increased  in  the  direct  proportion  of  the 
number  of  grooves  in  each  driving  sheave. 
Eeferring  generally  to  pulleys  with  an 
gular  grooves  for  round  cords  of  any  ma- 
terial, we  quote  from  Publication  Indus 
triellejpar  Armengaud  aini.  Vol.  IX.  p.  428, 
"  This  system  is  much  in  use  for  trans 
raitting  power  by  means  of  hemp  cords  or 
round  gut  belts  of  small   dimensions.     The  angular  shape  of  the 
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groove  is  preferred  in  order  to  increase  the  adhesion  of  the  cord 

which  is  thus  pinched  between  the  surfaces  of  the  groove 

by  the  primitive  tension  it  receives  similar  to  ordinary       ^^^'  ^* 

belts.     The  angle  which  the  two  surfaces  form  with  each 

other  is  made  ordinarily  60°" 

A  very  simple  method  of  driving  two  pulleys  on  sepa- 
rate shafts  from  one  pulley  is  shown  in  Fig.  6.  The 
driving  pulley  a  has  a  belt  running  to  B,  which  it  turns 
in  the  usual  way. 

The  pulley  c  may  be  driven  by  a  also,  by  simply  run- 
ning its  belt  over  the  belt  which  turns  B. 

The  belts  atop  of  each  other  on  a  increase  the  adhesion 
sufficiently  to  drive  both  B  and  c. 

We  have  found  it  convenient  as  well  as  economical  to  resort 
to  this  expedient  for  driving  lines  of  shafting  in  different  stories 
from  the  prime  mover  below. 

(To  be  continued.) 


Busting  of  Iron, — Dr.  Calvert,  a  fortnight  ago,  communicated 
to  the  Chemical  Society  some  very  useful  information  on  the  rust- 
ing of  iron.  Bust  is  mainly  sesquioxide  of  iron,  and  it  has  always 
been  supposed  that  the  active  agents  in  producing  it  are  moisture 
and  oxygen.  It  seems,  however,  from  Dr.  Calvert's  experiments 
that  carbonic  acid  must  be  associated  with  these  to  produce  any 
considerable  amount  of  oxidation.  In  dry  oxygen  iron  does  not 
rust  at  all ;  in  moist  oxygen  but  little  and  seldom ;  but  in  a  mix- 
ture of  moist  carbonic  acid  and  oxygen  iron  and  steel  rust  very 
rapidly.  In  like  manner  a  piece  of  bright  iron  placed  in  water 
saturated  with  oxygen  rusts  very  little ;  but  if  carbonic  is  present 
as  well,  oxidation  goes  on  so  fast  that  a  dark  precipitate  is  produced 
in  a  very  short  time.  Curiously  enough,  bright  iron  placed  in  a 
solution  of  caustic  or  carbonated  alkali  does  not  rust  at  all.  These 
facts  show  that  the  points  to  be  attended  to  in  the  preservation  of 
iron  from  rust  are  the  exclusion  of  carbonic  acid  and  moisture,  two 
indications  which  may  be  very  easily  fulfilled. —  Chemical  News, 
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BRIDGE  CONSTRUCTION. 

By  Col.  W.  E.  Merrill,  U.  S.  N. 

Thebe  are  some  points  in  the  review  of  my  recent  work  on  "  Truss 
Bridges,"  published  in  this  Journal  for  February,  1870,  which  I 
think  demand  reply,  and  as  the  reviewer  has,  in  some  points,  mis- 
understood the  object  of  my  work,  and  my  reason  for  going  into 
certain  elaborations,  which  I  agree  with  him  in  considering  un- 
necessary in  practical  construction,  I  am  glad  to  be  able  to  avail 
myself  of  the  opportunity  for  re-stating  my  object  and  views. 

My  object  was  not  in  any  way  to  deal  with  the  details  of  making 
the  parts  of  a  bridge,  which  pertain  rather  to  mechanical  than  to 
civil  engineering,  but  simply  to  discuss  the  problem  o^  form — 
to  endeavor  to  ascertain,  by  calculation,  which  method  of  combi- 
ning chords,  posts  and  braces  would  give  the  best  results— or,  in 
other  words,  would  necessitate  the  use  of  the  least  amount  of  iron 
to  carry  with  a  given  degree  of  safety  a  given  moving  load.  To  do 
this  it  became  necessary  to  take  each  well  known  form  of  bridgeand 
calculate  the  weights  of  each  one  of  its  parts  with  the  utmost  nicety, 
assuming  for  each  one  of  the  trusses  examined  the  same  permanent 
and  rolling  load,  and  the  same  general  dimensions. 

To  do  this,  ^ith  justice  to  all,  I  was  necessarily  led  into  many 
refinements  of  calculation  which  in  ordinary  cases  are  entirely  un- 
necessary ;  such  as  the  "  extra  strains,"  and  for  some  spans,  the  sub- 
division of  the  rolling  load. 

It  is  well  known  that  when  a  long  pillar  is  loaded  with  a  weight 
acting  through  its  axis  it  breaks  by  flexure  under  a  strain  much 
less  than  the  crushing  weight  of  its  cross  section.  It  commences 
to  bend  under  a  still  smaller  weight.  The  moment  this  begins  it 
becomes,  as  it  were,  two  pillars  making  a  very  obtuse  angle  with 
each  other,  held  together  by  molecular  cohesion.  Every  pound  of 
additional  weight  gives  necessarily  a  transverse  component  at  the 
point  of  flexure,  as  well  as  a  component  through  the  lower  half  of 
the  pillar,  neutralized  by  its  support.  Manifestly  if  we  can  hold 
the  pillar  in  any  manner  at  the  point  of  flexure  so  as  to  neutralize  this 
transverse  component,  and  prevent  it  from  acting  on  the  pillar,  we 
very  greatly  increase  its  capacity  to  withstand  a  strain  through  its 
axis.  If  this  pillar  were  composed  of  a  number  of  small  pillars 
fastened  together,  no  matter  in  what  way,  this  tendency  to  flexure 
would  still  exist.     But  the  top  chord  of  a  Bridge,  with  the  strains 
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through  its  axis,  presents  an  analogous  cjase,  with  the  additional  un- 
favorable transverse  action  of  its  own  weight.  The  chord,  there- 
fore, must  naturally  sag  somewhat,  and  no  matter  how  carefully 
the  mechanical  connections  are  made,  aa  it  is  impossible  to  keep 
the  segments  in  a  strictly  accurate  line,  there  must  be  generated 
transverse  strains  at  the  joints  of  the  series.  If  this  were  not  the 
case  why  is  it  necessary  to  have  top  lateral  bracing  ?  Parallelism 
of  the  trusses  could  be  secured  by  connecting  the  end  posts,  were 
there  not  deflecting  agencies  to  be  guarded  against  at  other  points. 
Universal  practice  in  construction  recognizes  the  existence  of  these 
abnormal  horizontal  strains.  It  seems,  therefore,  an  inevitable 
conclusion  that  the  abnormal  vertical  strains  should  be  recognized 
also.  How  to  estimate  for  them  isa  diflTerent  matter,  and  after  long 
and  patient  study  and  investigation,  I  could  decide  upon  no  better 
or  simpler  method  than  that  given  in  the  text. 

Experience  has  shown  that  in  theBollman  bridges  it  is  absolutely 
necessary  to  introduce  panel  ports  and  ties  which  form  no  part  of 
the  weight  bearing  system.  The  theory  which  I  have  adopted 
accounts  for  their  use  and  necessity,  and  gives  an  approximate 
means  of  estimating  their  sizes.  Knowing  them  to  be  essential  in 
this  bridge  I  was  necessarily  led  to  examine  into  the  need  of  some- 
thing similar  in  other  bridges.  The  calculations  show  that  in  most 
others  these  "  extra  strains  "  are,  in  the  main,  provided  for  by  the 
ordinary  posts  and  braces.  But  as  a  matter  of  justice  to  all  I  was 
compelled  to  take  these  strains  into  account  wherever  they  added 
even  a  pound  to  the  maximum  direct  strains  on  any  principle  mem- 
ber. Though  I  admit  freely  that  in  most  cases  such  a  discussion 
is  an  unnecessary  refinement,  I  yet  must  insist  that  in  a  comparison 
as  to  economy  in  combination  it  is  imperative  to  take  everything 
into  account  that  can  effect  the  result.  I  thought  that  my  opinions 
and  reasons  on  this  matter  were  all  set  forth  with  sufficient  clear- 
ness in  the  work  itself,  but  as  the  reviewer  seems  to  have  failed  to 
appreciate  my  argument  I  hope  that  this  explanation  may  be  of 
service  to  him.  As  to  the  size  of  top  chord  selected  for  computing 
these  extra  strains,  I  am  aware  that  I  exaggerated  somewhat,  but 
I  considered  it  best  to  do  so  in  order  to  provide  fully  for  shocks 
and  vibrations  that  cannot  be  brought  down  to  exact  calculation. 

The  "  mathematical  jugglery  "  referred  to  in  the  review  is  simply 
the  necessary  transposition  of  terms  in  Ilodgkinson's  formulae  in 
order  to  obtain,  in  the  shortest  time  and  simplest  manner,  the 
Vol.  LIX.— Third  Seriks.— No.  5.— May,  1870.  42 
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values  of  the  diameter^  which  in  bridge  calculations  is  necessarily 
the  unknown  term.  Hodgkinson's  formulse  only  show  how  to  find 
the  breaking  weights  of  given  pillars ;  but  in  bridges  this  breaking 
weight,  which  is  the  maximum  strain  increased  by  the  factor  of 
safety,  is  a  known  term,  as  is  also  the  length.  It  is,  therefore,  an 
absolute  necessity  that  the  equations  be  solved  with  reference  torf, 
the  unknown  term  and  quantity  sought.  In  the  case  of  short  pil- 
lars the  diflSculty  in  obtaining  d  is  still  further  increased  by  the  use 
of  his  formulae.  It  is  true  that  when  cf  is  given  and  Wis  sought 
these  formula  are  of  easy  application,  but  when  the  reverse  is  the 
case  d  can  only  be  obtained  by  a  series  of  approximations,  unless 
the  equations  are  combined  and  a  single  equation  deduced  for  the 
value  of  d.  This  simple  and  necessary  work  seems  to  have  be- 
wildered the  reviewer,  and,  therefore,  he  contemptuously  styles  it 
"jugglery."  This  is  certainly  a  strange  term  to  use  in  a  serious 
review  of  a  professedly  mathematical  work. 

The  reason  why  I  made  use  of  the  round-end  formula  in  calcu- 
lating compression  strains  is  fully  stated  in  the  work.  According 
to  Hodgkinson  the  strength  of  a  flat  end  pillar,  not  immovably 
fixed,  is  about  one-third  of  what  it  is  when  the  ends  are  so  secured 
that  no  motion  whatever  can  take  place.  Posts  and  Top  Chords  in 
bridges,  however  accurately  the  connections  are  made,  are  subject 
to  vibrations  and  small  movements,  and  therefore  are  not  proper 
cases  for  the  use  of  the  flat-end  formula.  It  is  a  matter  of  choice 
whether  we  should  use  the  flat-end  formula,  divided  by  three,  or 
adopt  the  round-end  one,  which  gives  exactly  the  same  result. 
Bearing  in  mind  that  my  object  was  only  to  institute  a  comparison 
for  the  purpose  of  ascertaining  the  merits  of  the  different  combina- 
tions it  seemed  immaterial  which  course  I  had  better  follow,  and, 
therefore,  I  chose  the  one  that  seemed  simplest — using  the  same 
formula  in  all  cases. 

I  am  quite  willing  to  concede  that  "  ordinary  engineering  calcu- 
lations do  not  require  astronomical  accuracy,"  but  the  reviewer 
should  have  borne  in  mind  that  I  was  not  making  an  ordinary  en- 
gineering calculation,  but  a  comparison^  and  therefore  was  com- 
pelled to  take  everything  into  account  that  could  effect  the  result 
I  have  used  logarithms  freely  in  order  to  insure  accuracy,  and  be- 
cause Hodgkinson's  formulas  cannot  be  used  without  them;  and  I 
cannot  believe  that  any  good  engineer  can  afford  to  neglect  so  great 
an  assistance,  or  can  find  any  difficulty  in  its  use.     At  all  events 
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railroad  engineers  who  are  daily  using  logarithmic  sines  and  tangents 
can  hardly  object  to  logarithms  of  numbers.  I  have  been  very 
careful  in  the  tables  to  give  both  the  actual  numbers  and  the  lo- 
garithms of  all  constants,  in  order  to  facilitate  as  much  as  possible 
the  use  of  the  formulae. 

The  nomenclature  of  the  trusses  examined  is  but  a  small  matter 
at  best.  It  was  necessary  to  name  them  for  convenience  of  reference, 
and  I  used  my  best  judgment  in  choosing  the  designations  adopted. 
If  I  have,  unintentionally,  done  injustice  to  any  bridge  builder  I 
regret  it ;  but  as  the  trusses  themselves  are  carefully  drawn  in 
outline,  those  disliking  the  titles  which  I  have  chosen  may  give 
them  such  others  as  may  seem  to  them  more  fitting. 

I  am  aware  that  the  Fink  and  BoUman  bridges  are  better  as  deck 
than  as  through  bridges,  and  I  have  so  stated ;  but  as  from  necessity 
the  great  majority  of  E.  E  bridges  are  overgrade  I  did  not  deem  it 
necessary  to  make  a  special  discussion  of  undergrade  bridges. 

The  only  really  important  objection  that  the  reviewer  has  ad- 
vanced is  that  to  my  manner  of  treating  the  counter.  But  while  he 
objects  to  my  conclusions,  and  quietly  states  that  there  can  be  no 
question  as  to  the  true  use  and  action  of  this  member,  he  neither 
refers  to  the  proofs  which  I  have  alleged,  in  favor  of  my  view,  nor 
gives  any  himself.  I  am  fully  aware  that  many  high  authorities 
on  bridge  building  are  on  his  side,  but  the  assumption  that  all  are, 
and  that  there  is  but  one  opinion  on  the  point  involved,  is  gratuitous 
and  inaccurate.  The  point  is  not  a  conceded  one,  and  if  it  were  he 
should  have  been  able  to  point  out  the  error  in  the  course  of  reason- 
ing by  which  I  apparently  proved  the  contrary.  I  have  endeavored 
to  prove  every  step  which  I  have  taken,  and  also  to  express  these 
proofs  so  clearly  that  no  one  could  misapprehend  my  meaning. 
The  natural  inference  is  that  the  reviewer  could  not  successfully 
attack  my  demonstrations,  or  else  that  he  examined  the  book  so 
carelessly  as  not  to  have  noticed  them. 

In  reference  to  the  use  of  cast  iron  for  compression  I  have  simply 
expressed  my  individual  preference.  The  strongest  reason  for  my 
choice  of  it  in  making  the  comparison  as  to  economy  in  combina- 
tion, arose  simply  from  the  fact  that  cast-iron  compression  members 
can  more  readily  be  calculated  from  formulae  than  similar  parts  of 
wrought  iron.  The  latter  depend  for  strength  so  much  on  mechani- 
cal skill  and  peculiarity  of  combination,  that  the  only  sure  depend- 
ence on  them  comes  from  experiment.     I  doubt  if  a  formula  could 
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be  found  that  could  give,  with  any  reliability,  the  comparative 
strengths  of  the  different  posts  and  chords  in  use.  Moreover  the 
object  of  the  treatise  was  not  to  discover  which  bridge  building 
company  had  succeeded  in  getting  the  best  posts  and  chords  to  sus- 
tain given  strains,  but  to  ascertain  which  would  have  the  least 
strains  to  meet,  and  which,  therefore,  ought  to  be  able,  with  a  given 
amount  of  metal,  to  make  the  strongest  bridge.  The  test  of  this 
point  simply  required  perfect  conditions  of  equality — and,  it  was 
believed,  that  such  equality  could  best  be  secured  by  assuming  cast 
iron  compressive  members.  The  reviewer  refers,  occasionally,  to 
Mr.  Shale  Smith's  pamphlet,  in  terms  of  commendation.  If  he 
will  examine  it,  carefully,  he  will  there  find  that  Mr.  Smith  has 
spoken  much  more  decidely  of  cast-iron  than  I  have. 

The  competition  for  the  Quincy  bridge  is  adduced  as  showing, 
from  the  builders  themselves,  a  different  estimate  of  weights  from 
that  which  I  have  deduced.  This  is  begging  the  question,  as  there 
is  nothing  to  show  that  the  three  bridges  had  the  same  strength. 
The  bidders  may  have  over-estimated  or  under-estimated  the  strains 
which  they  were  to  provide  for.  The  comparative  statement  is  of 
no  value  at  all  unless  it  be  shown  conclusively  from  calculations 
made  by  the  same  Engineer,  that  the  three  bridges  were  equally 
strong  throughout.  Comparing  the  bids  with  my  own  calculations 
for  the  same  span,  I  can  only  conclude  that  Mr.  Post  would  have 
built  the  strongest  bridge. 

Finally,  I  would  like  to  add  a  few  words  about  the  object  and 
purpose  of  my  work.  I  do  not  claim  it  to  be  exactly  correct,  but 
simply  that  it  is  correctly  reasoned  to  the  best  of  my  ability.  Bridge 
building,  as  a  science,  has  improved  greatly  within  the  last  few 
years,  and  it  is  to  be  presumed  that  it  will  continue  to  improve. 
Until  it  reaches  perfection  it  is  the  bounden  duty  of  all  engineers 
to  contribute  what  they  can  to  clear  up  any  dark  points.  By  com- 
bining the  studies  and  knowledge  of  many,  some  clearing  up  one 
obscure  point  and  some  another,  though  no  one  author  may  be 
right  throughout,  yet  those  that  come  after  can  gather  up  the 
scattered  truths  and  build  up  an  harmonious  and  correct  system. 
Believing  this  I  have  given  my  little  work  to  the  world,  not  as 
finally  conclusive  on  the  subject  of  truss  bridges,  but  simply  as  my 
individual  contribution.  That  it  would  meet  with  hostile  criticism 
I  expected,  but  I  hardly  looked  for  so  ex-parte  and  thoroughly 
prejudiced  a  review  as  that  which  has  called  forth  this  reply.    The 
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best  points  in  the  work  are  quietly  ignored  and  much  ado  is  made 
about  preface  and  bridge  titles,  things  in  themselves  of  little  im- 
portance, and  of  no  bearing  on  the  general  result.  I  gladly  invito 
criticism,  and  hope  that  much  good,  to  myself  and  others,  may  arise 
from  the  full  discussion  of  the  points  at  issue — but  I  hope  that  the 
next  reviewer  may  come  to  his  task  without  a  mind  as  evidently 
made  up  in  advance,  and  so  determined  to  see  nothing  good  in  the 
work.  I  have  prepared  this  answer  to  the  reviewer  more  because 
of  the  influence  and  character  of  the  Journal  in  which  his  critique 
appears,  than  on  account  of  anything  in  the  article  itself. 


Stone  Marbles  and  how  they  are  made.— The  chief  place 
for  the  manufacture  of  "  Marbles  "  is  at  Oberstein,  on  the  Fahe,  in 
Germany,  where  there  are  large  agate  mills  and  quarries,  the  refuse 
of  which  is  carefully  turned  to  good  paying  account,  by  being  made 
into  small  balls  employed  by  the  experts  to  knuckle  with,  which 
are  mostly  sent  to  the  American  market.  The  substance  used  in 
Saxony  is  a  hard,  calcareous  stone,  which  is  broken  into  blocks 
nearly  square  by  blows  with  a  hammer.  These  are  thrown  by  the 
one  hundred  or  two  hundred  into  a  small  sort  of  mill,  which  is 
formed  of  a  flat  stationary  slab  of  stone,  with  a  number  of  concen- 
tric furrows  upon  its  face.  A  block  of  oak,  or  other  hard  wood, 
of  the  same  diametric  size,  is  then  placed  over  the  small  stones 
and  partly  resting  upon  them.  This  block  or  logis  kept  revolving 
while  water  flows  upon  the  stone  slab.  In  about  fifteen  minutes 
the  stones  are  turned  to  spheres,  and  then  being  fit  for  sale  are 
henceforth  called  "  marbles."  One  establishment,  containing  only 
three  of  these  rude  mills,  will  turn  out  fully  sixty  thousand  "mar- 
bles "  in  one  week.  Agates  are  made  into  "  marbles  "  at  Oberstein 
by  first  chipping  the  pieces  nearly  round,  with  a  hammer,  handled 
by  a  skillful  workman,  and  then  wearing  down  the  edges  upon  the 
surface  of  a  large  grindstone. 

Preparation  of  Pure  Oxygen  Gas  at  the  Ordinary  Tem- 
perature,— By  Prof.  Boettger.  The  author  says  that  when  a 
mixture  is  made  of  equal  partSj  by  weight,  of  peroxide  of  lead 
and  peroxide  of  barim,  and  there  is  poured  on  this  mixture  dilute 
nitric  acid  of  a  strength  of  9°  Beaurae,  and  specfic  gravity  1*069 
a  current  of  pure  oxygen,  free  from  ozone  and  antozone,  is  given 
oflf  abundantly*  This  mixture  of  the  two  peroxides  alluded  to  may 
be  kept  together  in  a  stopped  bottle,  in  dry  state,  for  any  length  of 
time. — Dingler'^8  Polytechnic  Journal. 
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A  NEW  MECHANICAL  FINGER  FOR  THE  MICROSCOPE. 

By  J.  Zentmatbr. 

At  the  present  time,  when  we  are  informed  almost  daily  of  some 
new  scheme  of  gigantic  magnitude,  and  while  nothing  short  of  con- 
necting two  worlds  or  two  oceans,  by  Cable,  Canal  or  Railroad, 
will  create  even  a  short  lived  excitement,  it  may  hardly  sacra 
profitable  to  call  attention  to  a  Lilliput  Engineering  Instrument, 
such  as  the  Mechanical  Finger.  But,  on  the  other  hand,  while 
some  far-sighted  ones  already  fear  that  this  cutting  through 
Isthmuses,  tunneling  mountains  and  mining  whole  kingdoms, 
might,  before  long,  dangerously  displace  the  centre  of  gravity  of 
our  earth,  I  can,  at  least,  promise  faithfully,  that  even  if  the  in- 
strument which  I  am  about  to  describe  is  worked  to  its  utmost 
capacity  it  will  not  appreciably  disturb  the  equilibrium  of  our 
planetary  system. 

In  the  study  of  diatoms  it  has  been  long  desired  to  find  a  substi- 
tute for  the  clumsy  fingers  of  the  human  hand,  to  do  the  delicate 
work  of  picking  up  rare  and  valuable  diatoms  detected  by  the  mi- 
croscope and  to  transfer  them  to  a  glass  slide  for  preservation. 

Prof.  H.  L.  Smith,  well  known  by  microscopists  as  the  inventor 
of  several  valuable  accessories  to  the  microscope,  first  presented  us 
with  a  very  ingenious  little  instrument  of  this  kind. 

Messrs.  John  H.  B.Latrobe  and  Geo.  Dobbin  of  Baltimore,  two 
expert  microscopists,  had  in  use  for  some  time  one  of  these  instru- 
ments, but  found  it  difficult  to  work  it;  and  as  the  instrument  was 
exceedingly  well  made,  this  proved  that  its  construction  was  too 
complicated  to  give  the  firmness  required  in  picking  up  a  shell, 
less  than  the  thousandth  part  of  an  inch  in  length,  and  of  which  a 
single  ounce  of  ocean  sand  contains,  sometimes,  many  millions. 
Mr.  Latrobe  invited  me  to  design  and  construct  for  him  an  instru- 
ment for  this  purpose. 

The  instrument  requires  many  adjustable  movements,  and  each 
of  these  increases  its  liability  to  shake  and  spring.  So  I  made  it 
my  object  to  utilize  such  movements  of  a  first  class  microscope 
stand  as  are  not  essential  for  other  specific  operations,  as  parts  of 
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the  new  finger.  I  found  in  the  movements  of  a  mechanical  or 
sliding  stage  the  main  movements  required  in  the  finger,  and  so 
attached  the  apparatus  to  the  mechanical  stage.  This  gave  me 
two  of  the  most  important  movements,  with  a  firmness  and  with 
dimensions  of  parts  for  which,  otherwise,  there  would  be  no  room. 

This  step,  however,  made  it  necessary  to  provide  for  another 
stage ;  but  as  there  is  never  a  higher  power  than  a  ^  employed 
with  such  an  apparatus,  a  plain  stage  with  some  simple  arrange- 
ment to  hold  the  slides  would  be  found  quite  sufficient.  Such  an  one 
was  therefore  arranged.  The  cut  represents  the  finger  attached  to 
one  of  my  large  microscopes. 

A  is  the  top  plate  of  the  mechanical  stage  ;  the  circular  plate  is 
omitted.  The  cap  B  is  fitted  to  the  lov/'er  body  below  the  stage, 
into  which  cap  the  new  sub- 
stage  c  is  fastened  by  a  nar- 
row tube,  wide  enough  to 
admit  illumination  from  the 
mirror.  As  the  lower  body 
is  movable  up  and  down  by 
a  rack,  another  movement 
is  gained  which  is  necessary 
to  accomplish  our  result. 
The  difference  of  the  size  of 
the  aperture  of  the  stage  and 
the  diameter  of  the  tube, 
which  connects  the  sub-stage  with  the  cap  A  is  equal  to  the  move- 
ment of  the  mechanical  stage,  and  this  is  found  more  than  sufficient. 

D  is  the  clamp  by  which  the  finger  is  attached  to  the  stage  by 
means  of  the  screw  K.  A  steel  cylinder,  G,  is  nicely  fitted  into  the 
top  and  bottom  of  the  tube  F,  leaving  room  inside  for  a  light  spring 
to  press  the  steel  cylinder  upwards.  To  prevent  turning,  the 
spring  I  is  provided,  at  H,  with  a  steel  pin,  accurately  fitted  into  the 
fork  at  the  top  of  the  tube  F.  By  turning  the  nut  K  the  spring  i 
is  elevated  and  depressed,  giving  nice  adjustment  to  the  needle  N  in 
case  the  finger  is  to  be  attached  to  a  microscope,  not  having  rack- 
movement  to  the  cap  B,  to  bring  the  end  of  the  hair  and  the  object 
in  close  approximation. 

The  end  of  the  spring  i  forms  a  little  ring,  with  a  screw  cut  in- 
,side,  into  which  a  cork  M  is  screwed  to  receive  a  needle  N,  to  which 
a  hair  is  fastened  by  wrapping  gum-paper  around.     Turning  the 
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cork  facilitates  the  adjustment  of  the  hair  to  the  proper  inclina- 
tion. A  slight  pressure  on  the  button  L  brings  down  the  hair,  and 
the  spring,  inside  of  F,  instantly  lifts  it  again  when  the  pressure  is 
removed. 

The  tube  F  turns  in  the  clamp  D  in  order  to  adjust  the  hair  and 
cork  more  conveniently,  and  when  brought  back  again  it  is  tightened 
by  a  set  screw. 

Complicated  as  it  may  appear,  only  one  movement  is  added  to 
the  microscope  stand  by  this  instrument,  the  one,  namely,  which 
gives  the  vertical  motion.  When  the  apparatus  is  to  be  used  the 
material  you  want  to  select  from  is  placed  on  the  sub-stage  c  and 
focussed,  then  the  point  of  the  hair  is  approximately  brought  over 
the  selected  object  by  means  of  the  stage  movements  and  turning 
of  D ;  this  brings  the  hair  nearly  in  focus  too,  because  it  is  almost 
in  the  same  plane  with  the  object.  We  next  adjust  the  hair  pre- 
cisely over  the  selected  shell,  press  down  the  button  L,  and  the 
shell  will  adhere  to  the  hair.  Now  we  remove  the  slide  with  the 
material  and  substitute  a  glass  slide,  moistened  by  breathing  on  it, 
and  having  brought  it  in  proper  position,  briskly  dip  down  the 
button  L  again  and  the  shell  will  be  deposited  on  the  glass  slide. 

As  the  mechanical  stage  has  a  graduated  indicator,  the  finger 
may  be  moved  along  regularly,  and  shells  may  be  placed  at  equal 
distances  in  lines.  After  the  cover-glass  is  carefully  placed  over 
it,  then  Canada  Balsam  may  be  run  in  by  capillary  attraction 
without  disturbing  the  position  of  the  shells. 

Philadelphia,  April,  1870. 


Eztractioxi  of  Zinc  from  its  Ores  in  the  Wet  Way.— A 

method  of  extracting  zinc  from  the  most  common  of  its  ores,  cala- 
mine, (the  carbonate,)  in  the  moist  way,  has  been  devised  and  pub- 
lished by  Jungmann.  If  practised  on  a  large  scale  the  operations 
would  no  doubt  involve  greater  expense  and  trouble  than  the  mode 
of  reduction  commonly  adopted,  but  the  metal  obtained  would  cer- 
tainly be  purer,  and  probably  the  yield  larger.  The  plan  consists 
in  first  boiling  the  calamine  with  a  strong  solution  of  chloride  of 
calcium.  In  this  way  there  is  obtained  by  a  double  decompositiou 
a  solution  of  chloride  of  zinc,  while  carbonate  of  lime  is  precipi- 
tated. The  solution  of  chloride  of  zinc  is  next  run  off  and  treated 
with  lime,  whereby  chloride  of  calcium  is  reproduced  and  oxide  of 
zinc  precipitated.  The  oxide  is  then  reduced  and  the  metal  dis- 
tilled in  the  ordinary  manner.  The  only  recommendation  of  this 
process  that  we  can  see  is  the  possible  greater  purity  of  the  metal 
obtained,  which  is,  however,  a  matter  of  no  great  importance. 
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INVESTIGATION  OF  FUME  TEMPERATURES;  IN  THEIR  RELATIONS 
TO  COMPOSITION  AND  LUMINOSITY. 

By  B.  Silliman  and  Hknry  Wxtrtz. 


FIRST  MEMOIR. 

CALORIFIC  POWERS  OR  EFFECT  OP  GASES. 
[Read  to  the  Amkrican  Association  at  Salem,  Augost,  I860.] 

These  subjects  lie,  in  our  belief,  at  the  very  basis  of  the  true 
theory  of  the  phenomena  of  luniferous  gases,  and  have  practical 
bearings  that  can  scarcely  be  overrated. 

In  fact,  our  studies  of  the  subject  have  led  us  in  the  direction 
of  the  general  conclusion  that,  all  other  conditions  being  equal,  the 
temperature^  in  a  given  flame,  is  the  main  factor  of  luminositv. 
This,  however,  may  as  yet  be  regarded  merely  as  an  hypothesis;  m 
consequence  of  the  imperfection  of  our  present  means  of  actual  ex- 
perimental demonstration  of  the  temperatures  of  flames.  It  is  an 
hypothesis,  nevertheless,  which  is  in  general  accordance  with  known 
facts.  By  the  spectroscope,  for  example,  which  can  recognize  only 
luminous  rays,  we  find  that  the  higher  the  temperature  the  greater 
the  number  of  these  luminous  ravs.  The  recent  results  of  Frank- 
land  upon  the  development  of  luminosity  by  increased  pressure, 
in  flames  which  are  non-luminous  under  atmospheric  pressure,  are 
in  accordance  with  this  view;  increase  of  temperature  necessarily 
following  increase  of  pressure. 

Very  vague  views  have  been  rife,  even  among  chemists,  with  re- 
gard to  the  temperatures  of  luminiferous  flames.  Some  have  been 
satisfied  with  believing  crude  hypotheses;  such  as  that  the  heat 
power  of  a  flame  is  always  proportional  to  the  density  of  the  gas  or 
vapor  undergoing  combustion ;  or  that  it  is  proportional  to  the 
amount  of  oxygen  consumed  by  a  given  volume  of  the  gas,  and  so  on. 
This  latter  hypothesis  has  been  one  of  very  common  acceptation. 
A  view  which  is  even  now  entertained  by  some  skilful  chemists 
(than  which,  however,  nothing,  as  will  be  shown  below,  could  be 
more  fallacious)  is,  that  those  individual  gaseous  compounds  which 
impart  the  highest  luminosity  under  ordinary  conditions,  are  also 
the  most  productive  of  heat. 

The  admirable  researches  of  the  great  gas-chemist,  Bunsen  of 
Heidelberg,  placed  in  our  possession  some  years  ago  the  means  of 
computing,  at  least  with  approximate  accuracy,  the  heat  of  flames 
of  gases  of  known  compositions.  Few  however  have  properly  and 
successfully  applied  Bunsen's  methods  in  practice.  We  consider 
it  quite  time  that  these  methods  should  be  introduced  to  the  know- 
ledge of  Gas  Engineer*,  in  forms  available  to  them. 

Vol.  LIX.— Third  Seriks.— No.  6  —Mat,  1870.  48 
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Bunsen's  formulm  for  these  computations  are  based  upon  the 
actual  experimental  determinations  of  the  total  amounts  of  heat 
devclopea  by  the  combustion  of  different  pure  combustible  gases 
with  pure  oxygen,  made  by  Favre  and  Silbermann:  and  upon 
Regnault's  determinations  of  the  specific  heats  of  gaseous  products 
of  combustion. 

It  is  not  to  be  maintained  that  Favre  and  Silbermann's  numbers 
are  strictly  correct,  but  they  are  doubtless  approximate,  and  at 
least  proportionally  correct  among  themselves.  At  any  rate,  they 
are  the  best  data  we  have.  Those  employed  here  are  included  in 
the  following  table.  They  are  usually  given  in  the  text-books  for 
equal  weights  of  the  gases,  but  we  have  reduced  them  to  the  stand- 
ard of  equal  volumes  also,  as  more  suitable  to  our  present  purpose. 
This  reduction  is  made  simply  by  multiplving  the  equivalents  for 
weights,  by  the  densities  as  given  in  the  third  column. 

Tablr  I. 


Carbonic  Oxide 

Hydrogen 

Marsh  Gas 

Olefiant  Gas.... 


Total  Caloric 
Equitalknts. 


Dknsitiks 
on  Scale  uf 


Of  Equal    j   Hydrogen 
Volume.  =  1. 


84,462°  C. 

&8,642o  " 
104,604<>  " 
166,012«  '*  ' 


1- 
14- 

8- 
14- 


The  meaning  of  this  table  is  simply  that  equal  weights -of  water 
would  be  heated  by  the  several  gases  to  temperatures  proportional 
to  the  numbers  in  the  first  column,  when  equal  weights  of  the  gases 
are  burned ;  and  proportional  to  those  in  the  second  column,  when 
equal  volumes  are  burned. 

A  cursory  glance  at  the  figures  in  the  second  column  of  this 
table  might  seem  to  justify  the  notion  hitherto  entertained  by  many 
of  the  comparatively  low  calorific  powers  of  hydrogen  and  carbonic 
oxide ;  and  it  was  doubtless  as  a  consequence  of  such  a  comparison 
as  this  that  statements  have  been  put  forth  and  widely  accepted 
among  American  Gas  Engineers  to  the  effect  that  the  weight  of 
water  heated  from  the  freezing  to  the  boiling  point  by  one  cubic 
foot  of  the  four  main  components  of  illuminating  gas,  respectively, 
is  as  follows : 
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Hydrogen 2-22  lbs.  water. 

Carbonic  Oxide 216     "       " 

Marsh  Qas 6-17     "       " 

Olefiant  Gas 10-74     "       •* 

The  figures  here  being  obviously  about  in  the  same  ratio  as  those 
in  the  second  column  of  Table  I.  Several  most  grave  errors,  how- 
ever, are  here  involved.  To  get  at  the  true  relative  calorific  effects 
of  the  above  gases,  when  burned  in  the  open  air,  in  heating  water, 
below  its  boiling  point,  deductions  must  be  made,  not  only  for  the 
specific  heats  of  the  products  of  combustion  of  the  gas,  but  also, 
more  important  still,  for  the  specific  heat  of  the  nitrogen  of  the  air 
required  to  burn  the  gas.  In  fact,  when  we  consider  that  for  each 
volume  of  oxygen  required  to  burn  a  given  volume  of  a  gas,  about 
four  volumes  of  nitrogen  must  be  heated  up  to  the  temperature  of 
the  flame,  it  becomes  easy  to  conceive,  what  is  actually  the  fact, 
that  within  certain  limits  the  waste  of  heat  due  to  this  cause  alone 
counterbalances  altogether  the  advantage  that  would  be  supposed 
to  result  from  the  crowding  of  combustible  matter  into  so  con- 
densed a  form  as  in  the  illuminating  hydrocarbons.  An  inevita- 
ble result  of  our  investigations  of  this  matter,  is  that  the  heating 
powers  of  the  flames  of  pure  hydrogen  and  pure  olefiant  gas,  even 
when  used  to  the  greatest  advantage,  to  heat  water  below  its  boil- 
ing point,  are  almost  or  quite  identical. 

In  this  discussion  we  have  occasion  to  use  the  numbers  repre- 
senting the  specific  heats  of  but  three  gases,  the  three,  namely,  which 
remain  after  complete  combustion,  steam,  carbonic  acidsmd  nitrogen; 
as  we  must  assume  that  in  the  hottest  and  most  luminous  zone  or 
shelf  of  the  flame,  there  is  no  oxygen  in  excess  to  be  heated.  These 
three  numbers  are,  according  to  Regnault's  latest  determinations 
for  equal  weights  of 

Stoani 0  4805 

Carbonic  Acid 0-2163 

Nitrogen 0-2438 

(Liquid  water  being lOCOO) 

This  means  that  the  amounts  of  heat  which  would  raise  one 
pound  of  water  and  steam  to  the  same  degree  are  in  the  ratio  of 
0-4806  for  the  pound  of  steam,  and  1  for  the  pound  of  water. 

Calculation  qf  the  Calorific  Effect  of  Hydrogen  Burning  in  Air. 

Let  us  take,  first,  the  simplest  case  possible,  that  of  hydrogen 
with  exactly  the  right  admixture  of  pure  oxygen  to  burn  it,  which, 
by  Table  I,  develops  a  total  heat  of  34462°  (J ;  that  is,  would  heat 
a  certain  weight  of  liquid  water  to  this  temperature.  In  order  to 
find  the  actual  amount  of  heat  contained  in  the  products  of  com- 
bustion, we  must  first  take  into  account  the  fact  that  one  pound  of 
hydrogen  burns  to  nine  pounds  of  steam,  and  then  obtain  the  ratio 
between  the  above  number,  34462,  and  the  amount  of  heat  neces* 
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sarj  to  heat  nine  times  the  weight  of  steam ;  that  is,  nine  times  the 
specific  heat  of  steam.     Calling  the  total  residual  heat  in  the  pro- 
duced steam  x,  we  have  the  simple  proportion : 
9  X  (Sp.  heat  of  steam  =  0-4805) :  34462 : :  (Sp.  heat  of  water  =  1) :  x  ; 

or,  X  =  ^^-g  =  7969°  C  *  =  148T6°  F. ; 

a  number  which,  we  may  add,  represents  the  maximum  of  heat 
capable  of  being  imparted  to  liquid  water  by  the  flame  of  Hare's 
oxy hydrogen  blow- pipe. 

Still,  we  have  by  no  means  here  the  actual  temperature  of  the 
free  or  open  flame  of  Hare's  blow-pipe ;  which  is  generally  lower 
than  this  figure,  as  we  have  not  yet  taken  into  account  the  **  latent 
heat,"  or  heat  of  vaporization,  of  the  9  lbs.  of  steam  formed.  The 
centigrade  temperature  necessary  to  convert  i  lb.  of  water  into 
steam  being  537°  ;  to  get  the  actual  temperature  of  the  oxybydro- 
gen  flame,  we  must  modify  the  above  equation,  so  that 

x=  «M621- (9  X5371) ^ ^g^^^ ^  ^ ,2864° F. ; 
4*324o  ' 

which  is  the  temperature  actually  possible  in  the  flame  of  the  com- 
pound blow-pipe,  were  the  combustion  instantaneous  and  complete. 

When  hydrogen  gas  burns  in  air,  however,  as  has  been  before 
stated,  another  deduction  of  enormous  amount  must  be  made  from 
the  above  figures,  due  to  the  heat  required  to  expand  the  nitrogen. 
This  is  obtained  simply  by  adding  to  the  divisor,  as  above,  the 
weight  of  the  nitrogen  of  the  air  employed,  multiplied  by  its  specific 
heat.  The  weight  of  the  nitrogen  in  air=:3-318  times  the  oxy- 
gen ;  so  that  the  latter  of  the  above  equations  becomes 

X  =  34462°-(9  X  587°)  _  _ 

^      4-3245 +  (8  X3-;J18x  0-2448) ^"^^^^    U-4y/^    J?. 

[We  have  here  a  full  explanation  of  the  extraordinary  rate  of 
degradation  of  illuminating  gas  by  admixture  of  air,  which  we  have 
discussed  elsewhere.  The  nitrogen  of  such  air  is  not  merely  a  di- 
lutent,  or  even  a  mere  deductive  quantity  ;  its  specific  heat  is  an 
actual  divisory  function  in  diminishing  the  flame  temperature.] 

This,  then,  is  the  actual  temperature  to  which  the  flame  of  hydro- 
gen gas  burning  in  the  atmosphere  might  attain  to,  supposing  com- 
plete and  instantaneous  combustion.  If  it  is  desired  to  obtain  in- 
stead, the  total  calorific  efiectiveness,  as  in  heating  water  below  its 
boiling  point — in  which  case  the  latent  heat  of  the  steam  of  com- 

^Bunsen,  in  his  OoBomctry  (English  edition  of  1867,  p.  2^2],  gives  this  number 
as  8061°  C,  the  difference  being  due  to  the  use  by  him  of  a  different  number  for 
the  specific  heat  of  steam,  namely,  0-475,  apparently  an  earlier  determination  of 
Regnault.  Bunsen  makes  here  the  singular  oversight  of  regarding  this  figure  as 
the  temperature,  when  **the  ^ases  can  freely  expand,  as  is  the  case  in  an  open 
flame,"  overlooking  the  correction  necessary  in  this  case  for  the  latent  heat  of  steam 
of  eombuation,  as  is  explained  in  the  text  above. 


Digitized  by 


Google 


Invcatigaiion  of  Flame  Temperatures,  341 

bustion  becomes  also  available — the  above  expresaion  is  changed 
by  simply  omitting  the  subtrahend  in  the  numerator: 

Calculation  of  the  Calorific  Effect  of  Carbonic  Oxide  Burning  in  Air, 

As  the  product  of  combustion  is  here  solely  carbonic  acid,  no 
latent  heat  of  steam  enters,  and  the  calorific  effectiveness  is  the 
same,  under  all  circumstances,  in  air.  In  the  numerator  we  sub- 
stitute, of  course,  the  calorific  equivalent  of  one  volume  of  carbonic 
oxide  from  table  I. ;  and  in  the  denominator,  for  the  specific  heat 
of  9  pounds  of  water,  that  of  22  pounds  of  carbonic  acid,  being  the 
weight  of  the  latter  formed  by  the  combustion  and  combination  of 
14  lbs.  (weight  of  a  volume  of  carbonic  oxide  on  the  hydrogen 
scale  by  third  column  of  Table  I.)  of  carbonic  oxide,  with  8  lbs.  of 
oxygen.  The  number  for  the  specific  heat  of  nitrogen  is  the  same 
as  before ;  and  the  equation  is  now 

=«^  =  (22l^lyTW^ir23  =2996°  C.  =  5425o  F. 

Marsh  Oas  and  defiant  Gas. 

In  these  two  cases,  we  have  as  products  of  combustion  both  car- 
bonic acid  and  water ;  and,  therefore,  when  the  calorific  effects  are 
sought  for,  we  have  not  only  the  latent  heat  of  steam  entering  as  a 
subtrahend  into  the  numerator,  but  also  into  the  denominator,  as 
divisors,  all  three  of  the  specific  heats  of  steam,  carbonic  acid  and 
nitrogen. 

Then,  as  8  lbs.  of  marsh  gas  consume  22  lbs.  of  oxygen,  and  pro- 
duce 22  lbs*  of  carbonic  acid,  and  18  lbs.  steam;  and  as  14  lbs.  of 
defiant  gas  consume  48  lbs.  of  oxygen,  producing  44  lbs.  of  car- 
bonic acid,  and  18  pounds  of  steam,  the  equations  for  the  calorific 
powers  of  their  flames  in  air  become — 

For  marsh  gas : 

104504O-(18-X537^) 24Uo  C.  -  4886^  F. 


~  (18  X  4805)  4-  (22-  X-2T68)  +  (82-X8-318X  -2438) 

And  for  Olefiant  gas : 

^= 166012°^(18X537^) =  2743o  C.  =  4970«  F 

(l»-X-4»o6j-l-(44-X-2lt5«j+(4ttX^-3l8X-2=*^«J  , 

When  the  deduction  for  the  latent  heat  of  the  steam  of  combustion, 
is  not  made,  the  results  in  these  two  gases  are  considerably  higher, 
as  will  be  obvious  from  mere  inspection  of  the  formulae. 

We  shall  now  give,  in  tabular  form,  all  the  results  of  our  calcu- 
lations of  the  calorific  powers  when  burning  in  the  air,  of  the  four 
gases  we  have  to  deal  with. 
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Table  IL 


Calorific  Effects  in 

Calorific  EffecU 

For  Equal  Volumes  ov  the 

Healing  Liquid  Water 

Above  100°  C. 

Gask»  Burning  in  Air. 

Centigrade 

Fahrenheit,  Centigrade 

Fahrenbfit 

Degree! 

\. 

Degrees,  i    Degrees. 

Dogrees. 

•  (Sp.  Heal  HO  =-4805) 

8192°  " 

5778°  ■ 

2744° 

4971° 
4991° 
4980° 

Hydrogen  • 

(Sp.  Heal  HO  =-4750) 

8204° 

67990 

2755° 

• 

Mean 

3198° 

5788° 

2749° 

Carbonic  (>j 
Marsh  Gas, 

cidc 

2996° 
2660° 

5425° 

2996° 

6125° 

(Sp.  HoatHO=-4805).. 

1 
4820°            2414° 

5481°       '     2743° 

li 

43S6° 

Olcflant  Gag        "              '» 

2916° 

4970° 

Computation  of  Calorific  Effects  of  Mixed  Gases. 

The  above  Table  renders  the  calculation  of  the  calorific  effects  of 
any  given  gaseous  mixture,  whose  centesimal  composition  is  knowo, 
a  matter  of  extreme  simplicit3^  It  is  only  necessary  to  obtain  the 
sum  of  the  multiples  of  the  percentage  of  each  component  gas  into 
its  calorific  capacity,  as  given  in  the  Table,  and  divided  by  100.* 

To  serve  as  examples  of  these  modes  of  computation  we  here 
cite,  in  tabular  forms,  the  results  of  some  analyses  of  a  number  of 
gaseous  mixtures,  made  by  us  during  the  past  winter  (1868-69.) 
[These  analytical  results,  it  may  be  remarked,  possess  points  of 
novelty  and  importance,  both  scientific  and  practical,  which  will 
bring  them  up  again  hereafter,  in  other  connections.  They  are 
here  placed  on  record.] 

Table  III.  gives  the  results  of  two  analyses  of  gaseous  mixtures 
obtained  by  passing  steam  superheated  to  incandescence  upwards 
through  a  mass  of  anthracite  coal  heated  to  a  high  degree  in  a  clay 
retort  of  a  novel  construction,  according  to  what  is  now  known  as 
the  "  Gwynne- Harris,"  or  American  Hydrocarbon  Gas  System.  In 

*Prof.  Biinsen,  in  the  masterly  discussion  of  the  subject,  presented  in  his  Ga^ 
omeiry  not  having  in  view  the  exact  object  we  propose,  has  used  a  train  of  reason- 
ing and  a  mode  of  formulation  of  some  complexity,  to  follow  which  requires  some 
little  mathematical  skill — part  of  his  objects  having  been  to  construct  a  /ormuia 
so  general  and  comprehensive  as  to  cover  the  direct  computation,  from  any  gaseous 
mixture  independently,  of  its  special  calorific  intensity.  We  have  here  aimed  at 
so  simplifying  as  to  bring  the  whole  subject  within  the  capacity  of  all.  Our  above 
tabulation  of  the  individual  gaseous  components,  as  a  starting  point,  seems  to  us 
to  accomplish  this  most  effectually,  co  far  as  illuminating  gases  are  concerned. 


Digitized  by 


Google 


Invesiigaiion  of  Flaina  l^emperaiures. 


343 


this  table  the  results  are  calculated  without  carbonic  acid  and  sul- 
phuretted hydrogen,  which,  with  traces  of  nitrogen  and  sometimes 
of  oxygen,  are  found  in  the  unpurified  anthracite  gas. 

Table  III. 
Analyses  ok  Anthracite  Hydrocarbon  Gas. — By  Silliman  and  Wurtz. 


Nol. 

No.  2. 

Mean. 

Hydrogen • • 

60-43 

86-44 

418 

69-82 
8714 

8-64 

1 

; 

59-87 

Carbonic  Oxide 

Marsh  Gas 

86-29 
8-84 

100-00 

lCO-00 

100-00 

In  Table  IV.  column  1  gives  the  results  of  the  analysis  of  the 
street  gas  served  out  at  this  period  by  the  New  Haven  Gas-Light 
Company;  made  from  "Westmoreland  coal  enriched  with  about 
six  per  cent,  of  Albcrtite.  Column  2,  the  mean  of  four  analyses  of 
the  completed  hydrocarbon  gas  made  by  us  at  Fair  Haven  during 
the  same  time,  by  combining  gas  from  the  same  Westmoreland 
coal  (with  10  per  cent,  of  Albertite)  with  half  its  volume  of  the 
Anthracite  gas.  Columns  3  and  4  are  obtained  from  1  and  2  by 
centesimal  reduction,  after  deduction  of  the  illuminant  ingredients, 
being  what  we  propose  to  designate  as  the  non-illuminating  ^wJ^^ra^a 
of  illuminating  gases. 

Table  IV. 

Gas  Analyses— By  Silliman  and  Wurtz. 


New  Haven 
City  Gas. 

(2) 
Fair  Haven 
Hydrocar- 
bon Gas. 

Substratum 

of  New 
Haven  Gas. 

Substratum 

of  Fair 
Haven  Gas. 

Hydrogen 

48-58 
214 

47-42 
6-86 

46-77 
9-66 

36-71 
6-96 

46-79 

2-81 

60-90 

60-27 

Carb.  Oxide 

10-27  • 

Marsh  Gas 

Illuminants 

89-46 

ICOOO 

lOO-OO 

100  00 

10000 
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Table  V.  gives  the  results  of  the  computation,  from  our /ormuZa?, 
of  the  calorific  powers  of  these  five  gaseous  mixtures,  for  commu- 
nicating temperatures  both  above  and  below  that  of  aqueous  ebulli- 
tion. We  should  remark  that  we  have  been  obliged  to  regard  the 
volumes  of  illuminani  hydrocarbons  as  representing  olefiant  gas 
solely ;  both  because  we  have  no  certain  data  as  to  their  real  nature, 
and  particularly  because,  if  we  actually  knew,  or  should  assume, 
the  nature  of  the  hydrocarbon  vapors  present,  still  we  have  no  ex- 
perimental calorific  equivalents,  as  we  have  for  olefiant  gas,  from 
which  to  start,  in  such  a  computation.  We  have  reason  to  believe 
nevertheless  that  the  errors  thus  introduced  are  not  important  in 
amount. 

Table  V. 


1 

Weights  of  water 
equally  heated 

below  boiling ;  by 
equal  volumes. 

Weights  of  water 
Equally  heated 

above  boiling ;  by 
equal  volumes. 

First  column  re- 
duced to  New 
Haven  Ga8=100. 

Second  column 
reduced  to  Now 
Haven  Gft»r=ioO. 

Anthracite  Gas 

8100 
2917 

2962 

2974 

2950 

2828 
2581 

2640 

2592 

2647 

104-2 
98-1 

99-6 

1000 

99  5 

109*2 

Subgtratam  of  the  New  Haven  Street  Gas.... 

Subtratum  of  the  Fair  Haven  Hydrocarbon 
Gas 

99-6 
1020 

New  Haven  Gas ;  with  the  illuminants  as- 
sumed — -Olefiant. ...... ..a ........................ 

100-0 

Fair  Haven  Gas ;  with  the  illuminants  as- 
sumed —  Olefiant 

1021 

Conclusions. 

Some  of  the  practical  conclusions  to  which  we  are  of  necessity 
compelled,  by  the  results  of  the  above  investigations,  are  some- 
what remarkable,  so  that  we  feel  diflSdent  regarding  them.  It  is, 
however,  always  safe  to  follow  the  leading  of  Truth,  however  astray 
she  may  conduct  us  from  our  preconceived  notions. 

From  Table  II.  it  is  apparent : 

1.  That  of  all  known  gases,  the  highest  calorific  effects,  under 
ordinary  atmospheric  conditions  are  obtainable  from  carbonic  oxide  : 
whose  calorific  value,  above  100®  C,  is  about  3000®  C. 

2.  That  in  absolute  calorific  value,  below  100°  C,  in  the  atmos- 
pheric medium,  hydrogen  surpasses  its  volume  of  any  other  gas: 
giving  a  temperature  of  about  3,200°  C. 
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3.  That  for  all  modes  of  application — that  is,  for  producing 
both  high  and  low  temperatures — the  total  maximum  calorific 
eflectiveness  of  carbonic  oxide  is  a  constant  quantity J^ 

4.  Compound  condensed  submultiple  volumes  of  hydrogen,  like 
that  in  marsh  gas,  have  much  less  total  calorific  value  in  air  than 
their  volume  of  free  hydrogen. 

5.  Condensed  compound  submultiple  volumes  of  gaseous  carbon, 
like  that  in  olefiant  gas,  have  no  greater  total  calorific  value  in  air, 
below  100°  C,  than  their  own  volume  of  carbon  gas  in  the  form  of 
carbonic  oxide ;  while  above  100°  C.  their  value  is  even  consider- 
ably less. 


THE  FIRE  ALARM  TELEGRAPH  OF  NEW  YORK  CITY. 

The  Fire  Alarm  Telegraph  is  designed,  first,  to  enable  any  per- 
son to  send  a  quick,  reliable  telegraph  message  to  the  Central 
Station,  indicating  the  existence  of  a  fire  near  the  spot  from  which 
the  message  is  sent ;  and,  secondly,  to  enable  the  receiver  of  such 
a  message  to  report  instantly  to  as  many  other  stations  (the  most 
important  of  which  of  course  is  the  engine  houses)  as  may  be  deemed 
advisable. 

It  is  essential  to  the  useful  working  of  such  a  system  that  it 
should  be  always  ready  to  respond  instantly  to  the  demands  upon 
it ;  that  the  message  sent  should  be  positively  reliable ;  that  the 
condition  of  the  out-door  structure  should  at  all  times  be  under 
complete  inspection  of  the  Central  Office;  that  an  ordinary  injury 
to  the  out-door  structures  may  be  instantly  known  and  quickly  re- 
paired ;  that  this  injury,  if  not  very  extensive,  may  be  of  no  serious 
detriment,  and  that  a  printed  record  of  the  transactions  of  the  day, 
and  the  fidelity  of  those  in  charge,  shall  be  produced.  Such  are 
the  requirements  of  a  perfect  Fire  Telegraph.  How  they  are  met 
will  require  an  explanation  in  full  detail  of  the  construction,  the 
machinery  and  their  varied  combinations. 

Lines. 

These  are  so  built  that  only  a  few  stations  are  embraced  in  each, 
and  they  are  so  interwoven  that  contiguous  stations  are  upon  dif- 
ferent lines,  so  that  an  injury  to  one  line,  which  might  put  one 
station  out  of  order,  would  have  no  eflect  upon  the  next  nearest 
station — because  that  one  would  be  placed  in  connection  with  a 
distinct  and  separate  line.  The  wires  are  very  strong,  and  of  un- 
usually high  conductivity,  so  that  the  currents  of  electricity  may 

*  Metallurgists,  especially,  will  appreciate  the  suggestive  import  of  the  truths 
presented  under  the  first  and  third  heads  ;  here  enunciated,  as  we  think,  for  the 
Jirst  time.  It  is  to  bo  noted  that  all  the  above  effects  belong  to  the  maximum 
kind,  and,  of  course,  reach  their  development  only  under  the  most  favorable  con- 
ditions in  each  case  respectively. 
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flow  through  without  impedimeDt.  The  various  lines  extending 
from  the  Battery  to  Spuyten  Duyvil  all  finally  converge  at  the 
Central  Office ;  one  end  of  each  of  the  56  coming  in  from  the  North 
and  the  other  end  of  each  from  the  South.  They  leave  the  tall 
poles  in  front  of  the  headquarters,  and  are  conducted  carefully  over 
its  roof  and  down  to  heavy  spars,  whence  thev  pass  directly  into  the 
office.  Here  they  are  continued  systematically  to  the  batteries  and 
instruments,  but  are  so  colored  as  to  designate  the  particular  office 
which  each  has  to  serve. 

Instruments. 

The  instruments  and  appliances  at  the  Central  Office  consist  of 
batteries,  switch-board,  register  or  receiver,  indicator,  transmitters, 
clock,  repeater  and  testing  apparatus.  The  apparatus  outside  of 
the  Central  Office  consist  of  automatic  street  signal  boxes  and  me- 
chanical gong  strikers.  All  of  these  instruments  are  of  the  most 
perfect  and  elaborate  construction,  and  most  of  them  especially 
invented,  designed  and  made  for  the  service  of  the  complete  system. 

Batteries. 

These  are  compactly  arranged  in  series  of  shelves,  so  as  to  be 
easily  accessible.  The  shelves  and  stands  are  very  thoroughly  in- 
sulated, and.  the  peculiar  form  of  the  battery  keeps  it  perfectly  clean 
and  dry.  The  zinc  element  of  this  battery  is  so  formed  as  to  make 
a  cover  to  the  glass  jar,  and  thus  prevent  evaporation  and  the  in- 
troduction of  foreign  matter  in  the  interior.  AH  batteries  give  off 
currents  of  electricity  of  various  power,  according  to  the  amount 
of  chemical  substances  destroyed — but  they  are  almost  universally 
constructed  so  that  the  plates  are  plunged  into  a  reservoir  of  acids 
or  chemicals,  which  act  directly  upon  the  plates,  unless  labor  is 
expended  upon  them  to  keep  them  protected,  or  upon  the  other 
parts  of  the  battery  to  keep  them  clean.  There  is  thus  a  large 
amount  of  destruction  of  material  independent  of  that  due  to  the 
evolution  of  electric  force.  This  destruction  is  called  local  action. 
If  this  abnormal  action  can  be  guarded  against  two  beneficial  re- 
sults ensue — economy  of  material  is  secured  and  constancy  of 
electric  force  and  incidental  labor  is  saved.  The  constancy  of  force 
is  a  very  great  consideration  in  a  system  where,  for  the  first  time, 
is  introauced  apparatus  for  the  exact  and  instant  measurement  of 
electric  ibrce  on  every  line.  The  experiments  to  secure  this  even- 
ness of  power  and  small  consumption  of  material  were  carried  on 
for  more  than  a  year  upon  the  old  lines  of  the  New  York  Fire 
Telegraph.  For  more  than  twelve  months  a  steady  current  was 
supplied  by  means  of  these  batteries — the  only  labor  required  being 
the  occasional  supply  of  crystals.  Without  describing  any  other 
features  of  the  battery,  it  may  be  simply  said  that  the  principle  of 
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the  long  endurance  is  found  in  the  arrangement  by  which  a  steady 
but  minute  supply  of  active  chemical  is  supplied  continually ;  the 
supply  is  regulated  to  the  requirements  of  the  line.  Only  one-tenth 
of  the  expenditure  of  chemicals  and  labor  are  required.  As  it  has 
been  considered  the  best  policy  to  keep  the  entire  system  of  lines 
in  a  state  of  continuous  and  simple  intercommunication,  and  as  the 
expense  of  sustaining  such  batteries  has  been  so  much  reduced,  a 
very  large  number  of  cups  are  maintained,  which,  if  extended, 
would  occupy  nine  hundred  feet  in  length.  Beside  these  batteries 
others  are  provided  for  special  purposes.  The  wires  leading  from 
these  batteries  are  carried  into  the  operating  room  symmetrically, 
and  with  a  view  to  their  easy  and  instant  identification. 

The  Switch-Board. 

In  all  cases  where  many  wires  carry  electrical  currents  into 
offices  it  becomes  necessary  at  times  to  change  the  direction  of 
these  currents — to  transfer  them  from  one  wire  to  another  for  vari- 
ous purposes — just  as  an  engine  and  train  of  cars  are  diverted  from 
one  track  to  another.  The  same  name  is  given  to  these  devices, 
viz :  "  switch."  When  many  wires  are  introduced,  each  requiring 
its  switches  for  its  various  purposes,  the  assemblage  is  called  a 
"  switch- board."  That  of  the  New  York  Fire  Alarm  is  superbly 
mounted,  is  nine  feet  in  length,  and  has  upon  it  upwards  of  five 
hundred  switches,  each  performing  its  own  special  duty — but  also 
arranged  and  grouped  together  so  that  very  many  may  be  moved 
by  one  common  impulse,  as  when  it  is  required  to  convert  certain 
series  on  the  entire  number  of  lines  from  receiving  to  transmitting 
lines.  To  prevent  oxidation  the  rubbing  surfaces  are  heavily  coated 
with  platina.  This  combination  gives  the  operator  in  charge  the 
power  of  instantly  applying  to  each  and  every  line  the  changes 
which  will  be  described.  Unlike  ordinary  telegraph  lines,  the 
wires  of  the  Fire  Alarm  do  not  pursue  their  course  from  the  Cen- 
tral office  to  the  most  distant  station,  and  then  dipping  into  the 
earth,  consign  the  electric  current  to  it,  to  be  carried  through  it  to 
the  point  of  starting — thus  making  the  earth  the  conductor  for  the 
return  current — but  the  currents  of  the  Fire  Alarm  return  by 
wires.  They  leave  and  return  to  the  office  in  what  are  called 
"  metallic  circuits."  It  is  far  better  where  lines  are  comparatively 
short  to  make  the  entire  conductor  metallic.  If  no  connection  is 
had  with  the  earth  in  any  part  of  the  line,  slight  defects  of  insula- 
tion and  contact  with  houses  or  poles  do  not  seriously  affect  the 
working  of  the  circuits.  Exigencies  occur  when  it  becomes  desir- 
able to  divide  the  lines  for  tests  or  repairs.  Through  the  switch- 
board the  operator  turns  his  north  end  into  the  earth,  with  or  with- 
out a  battery;  also  the  south  end,  with  or  without  a  battery;  or, 
in  case  of  the  apparent  weakening  of  the  battery,  as  made  evident 
by  a  little  tell-tale  instrument  yet  to  be  described,  he  has  the  power 
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of  testing  the  exact  force  of  his  battery  either  off  or  on  the  line. 
He  can  also  instantly  exchange  his  enfeebled  battery  for  his  choice 
of  several  fresh  ones,  and  he  may  change  the  course  of  the  current 
of  either  of  these  fresh  batteries,  or,  finally,  he  may  place  any  one 
or  all  the  lines  in  communication  with  the  ''  repeater,"  thus  chang- 
ing them  from  receiving  lines  to  transmitting. 

Usually  it  is  desirable  to  send  out  alarms,  not  only  to  all  the 
alarm  stations — that  is,  the  engine  houses,  &c. — but  also  back  again 
to  the  signal  boxes  throughout  the  whole  island.  The  change, 
therefore,  of  all  the  lines  from  "  signal "  (that  is,  those  that  give 
the  first  alarm  to  the  Central  Office)  to  "alarm"  (that  is,  those  that 
receive  the  alarm  sent  out  from  that  office)  can  be  effected  by 
almost  a  single  movement  on  the  switch-board.  In  order  to  give 
simplicity  and  order  to  the  arrangement  of  this  instrument,  each 
and  every  l\ne  has  its  series  of  switches  for  these  various  changes 
arranged  in  rows.  Every  switch  has  designated  upon  it,  in  raised 
letters,  the  office  it  performs.  Each  and  every  line  is  alike,  and 
each  is  numbered.  They  are  also  divided  in  sections  of  eight  lines, 
so  that  it  becomes  quite  easy  to  refer  to  any  line  without  loss  of 
time.  Immediately  in  connection  with  the  switch-board  is  a  sc- 
ries of — 

Galvanometers. 

These  are  instruments  which  measure  the  force  of  current  on  the 
line  by  deflection  of  a  needle.  A  few  degrees  indicate  a  weak  cur- 
rent, and  many  degrees  a  strong  one.  It  is  thus  a  valuable  register 
of  the  state  of  the  line — for  the  normal  condition  of  the  line  being 
twenty  degrees,  ten  degrees  would  indicate  that  the  battery  was 
becoming  weak,  and  forty  degrees  would  indicate  that  the  battery 
was  becoming  stronger,  which  could  not  easily  occur,  or  else  that 
resistance  at  the  line  was  lessened,  or  that  the  current  had  found 
some  short  road  easier  for  it  to  travel  than  through  all  the  length 
of  the  line  with  its  numerous  magnets.  This  measurement  by  de- 
grees would  be  only  a  partial  indication  of  the  state  of  things. 
Hence  to  every  one  of  these  galvanometers  is  added  that  which 
makes  the  test  an  exact  one.  The  "  resistance  "  of  a  circuit  or  line 
is  that  obstacle  it  presents  to  the  free  passage  of  the  electric  cur- 
rent. Through  a  short  circuit  of  large  wire  a  large  volume  of 
electricity  will  pass  and  exercise  powerful  force  upon  magnetic  in- 
struments. Through  a  long  circuit  of  fine  wire  the  reverse  is  the 
case..  Suppose  a  line  five  miles  in  length  has  included  in  it  ten 
magnets,  each  of  them  being  furnished  with  wire  a  mile  long— or, 
as  it  is  called,  a  mile  "  resistance  " — the  whole  resistance  would 
then  be  fifteen  miles ;  but,  if  the  current,  instead  of  passing  through 
all  this  length,  proceed  only  two  miles,  and  through  only  five  mag- 
nets, and  then  gets  back  again,  it  is  evident  that  it  meets  with  only 
seven  miles  of  resistance  instead  of  fifteen.     Hence  we  can  often 
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locate  a  trouble  if  we  know  the  exact  resistance  of  a  line  and  com- 
pare it  with  the  normal  resistance  of  that  line  when  all  is  in  proper 
working  order. 

The  process  of  ascertaining  the  exact  resistance  is  as  follows : — 
The  needle  of  the  galvanometer  is  made  to  deflect  by  the  influence 
of  a  long  coil  of  wire  placed  under  it.     When  the  current  passes 
through  the  coil  in  one  direction  the  needle  deflects  to  the  left ; 
but  we  may  add  another  coil  of  exactly  equal  power,  so  wound  and 
placed  that  the  needle  may  be  pulled  (by  equal  current)  just  as 
strongly  to  the  right.    Now,  if  we  give  a  chance  to  the  current 
from  the  same  battery  to  go  around  these  two  coils  at  the  same 
time,  just  as  much  will  flow  through  each,  and  the  needle  being 
pulled  in  two  ways  with  equal  force,  it  will  stand  at  zero.    Again, 
if  we  add  resistance  to  the  wire  connected  with  one  coil  and  none 
to  the  other,  then  a  greater  part  of  the  current  will  take  the  short 
road,  and  the  coil  without  resistance  will  pull  the  needle  the  strong- 
est.    Hence,  if  we  have  a  known  adjustable  resistance  connected 
with  the  second  coil,  and  the  first  coil  is  connected  with  the  line, 
when  we  have  so  altered  and  increased  or  decreased  the  known 
resistance  that  it  equals  the  line  resistance,  and  the  needle  stands 
at  zero,  the  line  resistance,  of  course,  equals  the  measured  resist- 
ance exactly. 

The  very  resistance  of  lines  thus  tested  daily,  and  recorded  in  a 
book,  will  be  a  complete  history  of  the  state  of  such  lines.  The 
instrument  which  contains  the  coils  of  measured  resistance  wires, 
by  a  combination  of  which  any  desired  length  of  resistance  is 
thrown  in  is  called  a  "  rheostat."  In  the  Central  Office  it  is  arranged 
unlike  any  other  such  instrument,  so  that  the  changes  may  be  made 
almost  instantly,  and  at  the  same  time  can  be  read  off*  in  decimal 
numbers,  indicating  miles  and  tenths  of  miles. 

The  Register  or  Receiving  Instrument. 

This  is  the  apparatus  by  which  are  recorded  all  the  alarms  that 
are  sent  into  the  Central  office,  and  all  the  tests  of  the  day  and  night. 
The  currents  from  the  lines  do  not  immediately  proceed  to  this 
machine,  but  through  the  usual  intervention  of  the  relay  magnet, 
of  which  fifty-six,  in  very  compact  form,  are  arranged  upon  the 
register-table^  These  relays  act  upon  the  register,  and  also,  at  the 
same  time,  upon  an  electric  annunciator,  by  which  the  number  of 
the  line  is  indicated.  When  a  signal  is  communicated  to  the  Cen- 
tral Office  from  a  street  box,  the  first  operation  the  box  performs 
is  to  disturb  and  break  up  the  current  that  steadily  flows  through 
the  line  at  all  times,  and  holds  the  relay  magnet  steadily  charged. 
This  break  discharges  the  little  magnet,  its  lever  falls  back,  and,  in 
so  doing,  instantly  performs  four  operations.  First,  it  throws  down 
into  view  the  number  of  the  line  called  into  action ;  it  causes  a 
bell  to  be  rung ;  it  starts  the  register  wheel-work  into  revolution,  and 
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it  prints  a  dot  in  ink  upon  a  broad  band  of  paper,  which  is  rolled 
through  the  machine.  If  this  single  action  was  all  that  took  place 
a  single  dot  would  be  printed  on  the  paper,  which  would  run  out 
about  three  inches  and  then  the  revolution  would  instantly  cease, 
but  it  can  be  arranged  that  the  paper  shall  run  only  two  inches, 
more  or  less,  before  it  stops.  As  long,  however,  as  the  line  con- 
tinues to  be  active  by  sending  off  signals,  just  so  long  will  the  paper 
keep  running — always  stopping,  however,  two  inches,  more  or  less, 
as  adjusted,  after  the  very  last  impulse  from  the  line.  This  paper 
roll  is  about  ten  inches  wide.  Fifty-six  pens,  actuated  by  fifty-six 
magnets,  are  arranged  beneath  it,  so  that  each  and  every  one  may 
be  brought  to  bear  upon  the  paper.  Each  one  is  connected  with  a 
separate  line.  The  pens  are  numbered  to  correspond  with  the 
lines,  from  one  to  fifty-six. 

Suppose  that  the  signal  256  is  to  be  sent  in.  The  street  box 
which  sends  this  particular  signal  is  one  of  those  connected  with 
line  No.  21.  The  operation,  then,  of  the  bringing  that  box  into 
action  is,  first,  to  start  the  paper  roll  into  movement,  and  to  throw 
into  sight  No.  21,  to  call  into  action  the  twenty-first  pen,  which, 
with  great  exactness,  prints  the  signal  256  in  ink  upon  the  paper 
five  times,  and  then  the  paper  stops  itself  two  inches  after  the  last 
printed  dot.  Thus  every  signal  sent  over  any  of  the  lines  is  printed 
upon  this  same  roll  of  paper  either  day  or  night.  But  the  paper 
also  records  clearly  another  signal,  which  is  automatic.  A  very 
fine  regulating  clock  is  suspended  on  the  wall  of  the  office.  Pre- 
cisely at  each  hour  on  the  beat  of  the  first  second  a  type  corres- 
ponding with  the  hour  of  the  day  strikes  upon  the  paper  roll  and 
prints  it.  In  the  daytime  the  hour  figures  are  different  from  those 
indicating  the  night  hours.  At  the  same  moment  a  small  bell  is 
started,  ringing  continuously,  notifying  the  operator  in  charge  that 
the  hour  has  come,  and  that  he  must  proceed  to  test  all  his  lines, 
and  print  the  record  that  he  has  done  so  upon  the  paper.  His  duty 
is  then  to  open  for  an  instant  each  and  every  key  on  each  and  every 
line.  These  keys  being  arranged  in  groups  of  eight,  may  be  struck 
in  groups  or  singly.  The  single  touch  of  all  these  keys  makes  upon 
the  register  paper  fifty-six  dots  corresponding  with  the  fifty -six 
lines ;  and  if  no  alarm  of  fire  should  come  in  to  be  recorded  on  the 
same  paper,  on  any  one  of  the  lines,  then,  at  the  commencement 
of  the  next  hour,  it  would  be  printed  in  the  same  way  as  before  on 
the  paper,  and  another  series  of  tests  would  be  made.  Thus,  at  the 
end  of  a  day's  operations  the  paper  would  show  that,  between  the 
striking  of  every  hour,  day  and  night,  every  line  had  been  tested 
and  its  good  condition  recorded  upon  paper ;  or,  if  its  pen  failed  to 
make  a  record,  explanation  of  the  cause  would  be  sought  for  and 
the  difficulty  obviated.  Whatever  fire  might  occur  between  any 
hours,  would  be  also  recorded  in  its  appropriate  place,  and  the  paper 
thus  becomes  a  record  of  the  locality  of  every  fire,  the  time  that  it 
occurred,  and  also  the  sound  condition  of  all  the  lines*     The  clock 
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which  serves  to  actuate  the  printing  of  the  hours  upon  the  paper, 
can  also  be  made  easily,  by  the  agency  of  certain  switches,  to  strike 
the  precise  commencement  of  any  hour  upon  each  or  all  of  the  six 
hundred  stations  embraced  in  the  entire  system.  In  direct  connec- 
tion with  this  register  and  its  supplementary  apparatus  through  the 
medium  of  the  wires,  are  the 

Street  Boxes, 

These  boxes  form,  of  course,  a  very  important  part  of  the  appa- 
ratus of  the  system.  They  are  fastened  to  the  poles  or  engine 
houses,  and  consist  of  an  outer  casing  or  house  of  iron,  with  the 
seal  of  the  Metropolitan  Fire  Department  on  each,  and  a  label  cov- 
ered with  glass  indicating  to  the  public  where  the  key,  which  opens 
the  box,  may  be  found.  Every  policeman  is  also  furnished  with  a 
key,  and  every  fireman,  and  the  insurance  patrol.  When  a  fire 
occurs  in  the  neighborhood  of  a  box  any  one  who  first  obtains  the 
key  opens  the  outer  box.  Within  it  he  perceives  a  second  iron  box, 
and  fastened  to  it  a  handle  to  be  pulled  down.  Printed  directions 
are  also  visible  to  guide  in  doing  this  simple  thing  in  the  right  way, 
and  also  showing  how  it  may  be  known  that  pulling  the  handle  has 
been  effective.  The  moment  the  opener  of  a  box  hears  a  response 
he  knows  that  his  work  is  done.  The  officers  in  the  department, 
who  have  keys  for  the  inner  box,  to  which  the  handle  is  fastened, 
discover,  upon  opening  them,  a  third  box,  round,  and  tightly  closed 
up  from  the  air ;  on  the  outside  of  this  third  box  is  to  be  seen  sim- 
ply a  brass  arm  extending  out  to  the  right.  This  brass  arm  is  fas- 
tened to  the  apparatus  within  the  round  box.  The  office  of  the 
pulling  down  handle  on  the  second  box  is,  to  engage  with  and  pull 
down  this  brass  arm. 

The  action  upon  the  arm  winds  up  the  machine  within,  which 
begins  running  down  as  soon  as  the  brass  arm  is  left  free  to  move 
by  the  disengagement  of  the  pulling  down  handle. 

Opening  the  round  box  (previously,  however,  removing  the  brass 
arm),  within  is  found  a  very  excellently  finished  piece  of  clock 
work,  driven  by  a  spring,  which  is  so  attached  outside  of  the  frame 
that  if  it  breaks,  another  can  be  supplied  without  pulling  the  frame 
to  pieces.  The  arm  winds  up  the  machine  like  a  watch,  but  only 
a  short  distance.  It  begins  to  run  down,  and  in  doing  so,  as  the 
movement  is  controlled  by  a  very  perfect  regulator,  one  of  the 
wheels  of  the  trains  carries  a  "  circuit  wheel,"  with  teeth  cut  on  it 
corresponding  with  the  particular  number-signal  which  the  iron 
box  represents.  The  office  of  the  regulated  clock  work  is  to  carry 
this  circuit- wheel  very  steadily  and  slowly  around  from  one  to  five 
times,  as  it  is  set.  Each  time  it  revolves  its  teeth  strike  upon 
springs,  and  the  circuit  is  made  to  open  and  close  correspondingly. 
Two  teeth — a  space— then  three  teeth  and  another  space,  and  then 
four  teeth,  and  a  long  space  would  cause  the  circuit  to  be  opened 
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and  closed,  so  as  to  ring  out  tlie  number  234.  As  every  box  has  a 
circuit-wheel  with  a  different  number,  the  starting  of  the  machine 
of  any  box  communicates  its  special  number  with  certainty,  five 
times  repeated,  to  the  Central  Office,  and  it  is  printed  on  the  paper 
of  the  register  five  times.  In  addition  to  this  machine  the  second 
box  contains  a  magnetic  bell  which  rings  in  accordance  with  the 
signal  sent,  and  thus  becomes  an  indicator  that  the  message  is  going 
correctly  to  the  Central  Office ;  it  also  receives  the  return  signal 
from  the  Central  Office,  and  any  and  every  desired  signal  which  is 
sent  out  from  that  place.  There  is  also  a  telegraph  key  by  which 
messages,  if  necessary,  may  be  sent ;  also  a  lightning  arrester ;  also 
a  simple  arrangement  which,  turned  either  right  or  left,  divides  the 
line  into  two  parts,  so  that  if  any  accident  should  occur  to  interrupt 
the  continuity  of  the  circuit,  preventing  the  current  from  going  to 
or  returning  from  the  Central  Office  the  uninjured  part  of  the  line 
may  be  almost  immediately  utilized,  and  instead  of  having  ten  boxes 
thrown  out  of  use,  the  loss  may  be  reduced  to  a  single  one.  Thus 
a  fire  may  burn  down  a  pole  or  break  a  wire,  but  in  a  very  few 
minutes  the  accident  is  known,  and  the  line  which  has  been  broken 
is  made  into  two  short  ones,  until  the  time  when  it  becomes  practi- 
cable to  reunite  the  broken  ends. 

The  other  principal  receiving  instruments  in  the  office  consist  of 
two  extra  and  ordinary  registers  by  which  the  communications  with 
the  boxes  which  may  be  necessary  for  keeping  the  lines  in  perfect 
repair  and  good  order  are  carried  on,  so  as  not  to  allow  the  main 
register  to  be  cumbered  by  them.  The  apparatus  for  sending  <mi 
the  fire  signals,  received  from  and  through  the  machines  just  de- 
scribed, consist  of  the  repeater,  the  supplementary  repeater  and  the 
mechanical  gong  strikers. 

(To  be  Continuod.) 


Black  Platina  upon  Zinc— By  M.  Neumann.  The  author 
has  instituted  a  series  of  researches  to  find  out  the  best  and  most 
suitable  material  to  produce  upon  zinc — or  rather  upon  statuary  or 
ornamental  objects  made  of  that  material — a  pleasing  blackish 
coating,  without  the  necessity  of  impairing  the  effect  of  the  natural 
color  of  the  metal,  as  would  be  the  case  when  an  oil  paint  or  varnish 
is  used.  The  best  results  were  obtained  by  the  author  when  ni- 
trate of  protoxide  of  manganese  was  used ;  this  salt,  on  being  heated, 
is  decomposed,  yielding  black  peroxide  of  manganese,  and  the  de- 
gree of  heat  required  is  not  so  high  as  to  afiect  the  zinc.  To  1 
litre  of  pure  water,  54  grammes  of  the  nitrate  alluded  to,  and  con- 
taining six  equivalents  of  water  of  crystallization,  is,  according  to 
the  author,  the  best  solution  for  this  purpose;  and  the  si>ecific 
gravity  of  this  solution  at  14°  E.,  is  stated  by  the  author  to  be 
1'126. — Dingler's  Polytechnic  Journal. 
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AVOGADRO'S  LAW  DEDUCED  FROM  THE  FUNDAMENTAL  PRINCIPLE 
OF  THE  MECHANICAL  THEORY  OF  GASES. 

6t  Alex.  Neumann.    Translated  by  Albert  R.  Leeds.* 

AvoGADRo's  Law,  that  equal  volumes  of  different  gases  at  the 
same  pressure  and  temperature  contain  an  equal  number  of  mole- 
cules, is  certainly  prized  by  the  majority  of  scientific  chemists  as 
the  surest  foundation  of  those  molecular  and  atomic  weights,  which 
permit  the  chemical  constitution  and  reactions  to  be  expressed  in 
the  simplest  manner.  It  might,  therefore,  not  be  without  value  to 
prove  that  we  are  necessarily  led  from  an  altogether  different 
point  of  departure,  and  upon  an  altogether  different  road,  to  the 
same  law. 

The  pressure  of  gases  is  the  sum  of  all  the  impacts,  which  the 
molecules  in  consequence  of  their  progressive  motion  exert  upon 
bounding  surfaces.  The  pressure  upon  the  surface  unit  will  there- 
fore depend — 1.  Upon  the  mass  of  the  individual  molecule.  2. 
Upon  its  velocity.  8.  Upon  the  gas  volume.  4.  Upon  the  num- 
ber of  molecules  present.  In  one  case  let  the  mass  of  the  molecule 
be  m  and  its  velocity  c,  in  another  its  mass  M  and  its  velocity  c. 
Since  the  magnitude  of  the  impact  stands  in  direct  relation  to  the 
mass  and  velocity,  it  is  proportional  to  the  magnitude  of  both  or 

the  momentum,  i.  e.,  — .     Again,  the  number  of  impacts  made  by 

a  molecule  in  equal  times  is  proportional  to  its  velocity,  i.  «.,  =  -. 

c 

Therefore,  the  pressures  relate  themselves  in  regard  to  masses  and 

velocities  as — 

7n<? 

2 
If  we  imagine  n  molecules  at  equal  distances  and  in  a  state  of 
rest  in  a  space  of  the  cubic  capacity  i;,  then  there  are  in  contact 

with  the  cubic  unit  n^=^-  molecules ;  with  a  line  equal  to  the  unit 


of  length  ^=iyp  1  ^^^  with  the  square  unit/=  (?/^  )  molecules. 
If  now,  the  number  of  molecules  remaining  the  same,  the  volume 


*  Ber.  der  Deutsch.  Chem,  Gescllsch.  za  Berlin,  page  600, 1869. 
Vol.  LIX— Third  Ssbiss.— iNo.  4.— April,  1870.  88 
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V  is  changed  to  volume  v,  then  there  will  be  in  contact  with  the 

cubic  unit,  n^=i    molecules,  with  the  unit  of  length  l  =  ^P  ,  and 

with  the  square  unit  F=  f  */'*  j  .    Now,  in  a  state  of  motion,  the 

pressure  must  be  proportional  to  the  number  of  molecules  imping- 
ing upon  the  square  unit  in  equal  times,  i.  e.  proportional  both  to 
the  number  of  molecules  in  contact  with  it  at  a  certain  instant,  and 
also  to  the  number  of  molecules  along  the  unit  of  length,  because 
the  surface  unit  will  be  impinged  upon  so  many  times  more  fre- 
quently as  the  distance  of  the  molecules  one  from  another  is  less 


or- 


/8i„y8/«     « 


PPL 


.        .        (2.) 


From  equation  (2)  follows  also^  =  -  -=  -.     Since  this  ratio  -^ 
^  ^  ^  F      V  n      n^  ,  «s 

of  the  molecules  contained  in  the  volume  unit  is  equal  to  the  ratio 
-  of  the  number  of  molecules  contained  in  equal  volumes  t;  =  v, 

N 

so  for  equal  volumes  is — 

P  =  V:  .    • (8.) 

If  the  volumes  as  well  as  the  number  of  molecules  are  diflferent, 
we  shall  obtain  from  equations  (2)  and  (3) — 

p      N  v' ^'\ 

Moreover,  from  equations  (4)  and  (1)  we  shall  have — 

m(^ 
n  V    ft 

P= ^^,  .  .  .         .        (5) 

According  to  the  experimental  law  of  Mariotte  and  Gay  Lussac, 
we  have  for  the  same  gas  the  volume  remaining  constant — 

Px_n,27S  +  t^      n,T^  ... 

p^  7*2  273  +  <3  n,  t;  •  •  •  "  ^  '' 
in  which  the  ratio  of  the  numbers  n,  and  n^  of  the  molecules  con- 
tained in  equal  volumes,  expresses  at  the  same  time  the  density; 
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Tj  and  Tg  indicate  the  so-called  absolute  temperatures — numbered 
on  from  —  273°  C. 

If  we  denote,  however,  for  equal  volumes  of  the  same  gas  the 
velocities  of  the  molecules,  corresponding  to  the  absolute  tempera- 
tures T,  and  Tj,  equation  5  becomes — 


(7.) 


mc^ 

2 

•' 

P2     ^ 

WlCj* 

n^ 

2 

From 

equations  (6) 
2 

and  (7) 

we 

have — 

(8.) 

L        ■'a 

2 

When  different  gases,  which  do  not  react  together  of  the  same 
temperature  are  mingled,  at  a  temperature,  for  example,  Tj,  this 
temperature  remains  unaltered,  being  independent  of  the  relative 
quantities  of  the  mixed  gases  and  of  their  volumes.  Therefore,  at 
the  same  temperature,  the  vis  viva  of  the  moving  molecules  must  be 
equally  great  in  diflerent  gases,  i.  e. — 

■"2 2   ' ^^'^ 

From  equations  (8)  and  (9)  we  have — 

.        .        .        .        (10.) 


771  Cj^ 

"2~ 

MOJ 


2 

If,  for  the  ratio  of  the  vis  vivas  in  equation  (5)  we  substitute  the 
ratio  of  the  absolute  temperatures  according  to  equation  (10)  we 
shall  have — 

p     N^; ^^^'^ 

Finally,  we  make  in  equation  (11)— 

we  shall  have —  n  =  ^,     .        .         .        .        .        .        (12.) 

I. «.,  at  the  same  pressure  and  at  the  same  temperature,  equal  vol- 
umes of  different  gases  contain  the  same  number  of  molecules. 


Digitized  by 


Google 


356  Mechanics^  Physics^  and  Chemistry. 

THE  DETERMINATION  OF  COMBINED  CARBON  IN  IRON  AND  STEEL 
BY  THE  COLORIMETRIC  PROCESS. 

By  J.  Blodgkt  Britton,  of  Iho  Iron-Masters'  Laboratory. 

Long  ago  Professor  Eggertz,  of  Fahlun,  Sweden,  called  the  at- 
tention of  metallurgical  chemists  to  the  fact  that  when  pure  metallic 
iron  is  dissolved  in  nitric  acid,  of  common  strength,  the  solution,  if 
not  too  concentrated,  is  colorless  or  nearly  so,  but  when  steel  or 
iron  containing  carbon  in  combination  is  substituted  for  the  pore 
metal  the  solution  is  colored,  and  the  shade  varies  exactly  in  pro- 
portion to  the' amount  of  carbon  present ;  and,  based  upon  this  fact, 
he  suggested  a  method  whereby  carbon  determinations,  sufficiently 
accurate  for  many  commercial  purposes,  could  be  made  with  facility. 

Several  modifications  of  this  method  have  been  proposed.  One 
of  them,  affording  exceedingly  accurate  results,  has  been  in  use 
at  the  Iron  Masters'  Laboratory  for  some  time.  Instead  of  a  single 
tube  containing  a  standard  solution  for  comparison,  as  suggested  by 
Eggertz,  a  number  of  tubes  having  their  solutions  differently 
standardized,  one  from  the  other,  are  employed.  These  are  arranged 
securely  in  a  walnut-wood  frame  with  spaces  between  for  placing 
the  tube  containing  the  solution  to  be  tested,  and  forming  together 
a  convenient  portable  instrument  called  a  colorimeter — an  exact 
representation  of  such  an  instrument  is  here  annexed.  The  position 
of  the  tube  containing  the  solution  to  be  tested  is  shown  at  A. 


The  tubes  are  |  of  an  inch  in  diameter  and  Z\  inches  in  length, 
filled  with  water  and  alcohol  colored  with  roasted  coffee  and  her- 
metically sealed.  The  solution  in  the  tube  to  the  lefk  has  its  color 
to  correspond  exactly  with  one  produced  by  1  grm.  of  iron  con- 
twining  "02  per  cent,  of  combined  cai'bon  dissolved  in  15  C.  C.  of 
nitric  acid.  The  solution  in  the  tube  next  to  it  has  its  color  to  cor- 
respond with  one  produced  by  the  same  quantity  of  iron  but  con- 
taining "04  per  cent,  of  combined  carbon,  and  so  with  each  of  the 
other  tubes,  increasing  '02  per  cent,  of  carbon  in  regular  succession 
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to  the  right,  the  last  reaching  -30  per  cent,  as  indicated  by  the  fig- 
ures on  the  upper  rail  of  the  instrument. 

On  the  back  of  the  instrument,  and  for  the  purpose  of  partially 
screening  the  light  and  allowing  the  different  shades  of  color  to  be 
distinctly  discerned,  there  is  tightly  stretched  between  the  rails 
some  fine  white  parchment  paper#  This  screen  is  not  shown  by 
the  cut  but  it  serves  a  very  important  purpose. 

The  process  is  conducted  as  follows  :  1  grm.  of  the  finely  divided 
metal  is  put  into  a  tube  of  about  one  inch  and  a-half  in  diameter 
and  ten  inches  long,  and  digested  for  fifteen  or  twenty  minutes  in 
10  C.  0.  of  nitric  acid  of  a  little  more  than  1*20  s.  g.  free  from  chlo- 
rine. The  solution  is  then  cautiously  poured  into  a  beaker,  and 
a  small  portion  of  metal  which  remains  undissolved  and  adheres 
to  the  bottom  of  the  tube,  is  treated  with  5  C.  C.  of  fresh  acid  and 
exposed  to  a  gentle  heat  till  completely  dissolved  and  added  to 
the  other.  The  contents  of  the  beaker,  when  sufficiently  cool,  are 
filtered  through  two  thicknesses  of  German  paper  (not  previously 
moistened  and  of  a  diameter  not  exceeding  4|  inches)  into  a  tube 
about  5  inches  long  and  of  precisely  the  same  diameter  as  those  in 
the  instrument. 

After  the  filtered  solution  has  remained  for  some  minutes  at  the 
temperature  of  the  atmosphere,  and  its  color  become  fixed,  the  tube 
is  placed  in  the  instrument  and  the  carbon  determined  by  a  com- 
parison of  shades ; — the  determination  may  be  made  readily  as  close 
as  -01  per  cent. 

Heat  should  not  be  applied  in  the  first  instance  to  facilitate  the 
solution  of  the  metal,  because  a  high  temperature  is  apt  to  cause  a 
slight  loss  of  color.  Two  thicknesses  of  paper  are  taken  because 
one  alone  is  liable  to  break ;  and  the  paper  should  be  used  dry,  for 
if  previously  v/etted  the  water  will  weaken  the  color  of  the  solution, 
and  it  ought  to  be  cut  to  a  size  not  exceeding  4J  inches  to  prevent 
undue  absorption. 

If  the  metal  to  be  examined  contains  more  than  30  per  cent. 
of  carbon,  "5  grm.,  or  less  of  it,  may  be  taken,  or  the  solution  may 
be  diluted  with  an  equal  volume  or  more  of  water  and  the  proper 
allowance  made ;  or  an  instrument  of  higher  range  may  be  used. 
On  the  other  hand,  if  the  metal  contains  a  very  small  per  cent. 
of  carbon  2  grms  of  it  may  be  taken. 

For  preparing  the  standard  solutions  (the  normal  ones  begin  to 
lose  color  after  some  hours,)  caramel  dissolved  in  equal  parts  of 
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water  and  alcohol,  as  suggested  by  Eggertz,  answers  well ;  but  with 
roasted  coffee  as  the  coloring  matter  I  have  succeeded  in  obtaining 
the  true  shades.  I  must  say,  however,  that  this  latter  solution  has 
not  been  in  use  suflSciently  long  to  allow  me  to  positively  assert  that 
its  color  will  not  change  after  some  length  of  time.  As  a  rule  the 
instruments  are  kept  in  the  dark  except  when  in  actual  use,  and  no 
perceptible  change  has  yet  taken  place. 


ILLUMINATED  FOUNTAINS. 

By  Professor  Henry  Morton,  Ph.  D. 

In  a  previous  number  of  this  Journal,  Vol.  LV.,  page  206,  I 
gave  a  description  of  a  simple  and  effective  arrangement  for  illus- 
trating the  total  reflection  of  light  in  the  interior  of  a  liquid  vein. 
In  another  form  a  less  theoretically  interesting,  but  more  beauti- 
ful, illuminated  fountain  may  be  arranged  as  follows,  the  descrip- 
tion being  taken  from  one  which  I  used  in  one  of  my  lectures  at  the 
Franklin  Institute,  during  the  Winter  before  last. 

On  a  light  table  about  8  feet  6  inches  in  height,  is  placed  a  shal- 
low basin,  or  pan  of  tin,  six  feet  in  diameter  and  about  2^  inches 
deep,  supported  by  a  skeleton  framing  of  wood.  Around  the  edge 
of  this  basin  is  placed  a  ring  of  f  inch  lead  pipe  provided  with  50 
vertical  jets,  each  of  ^'^  inch  aperture  turned  slightly  inward. 
Towards  the  centre  is  a  ring  of  similar  pipe  18  inches  in  diameter, 
also  provided  with  50  similar  vertical  jets  inclined  slightly  out- 
wards. Both  pipes  are  connected  with  the  water  supply  but  con- 
trolled by  separate  stop  cocks. 

WhcQ  operating  together  they  form  a  beautiful  pyramidal  sheaf 
of  spray  (in  the  case  just  mentioned)  15  feet  high  and  6  feet  in 
diameter  at  the  base.  The  jets  are  each  attached  by  a  short  piece 
of  J  inch  lead  tube  which  allows  of  their  ready  adjustment  in 
direction. 

So  much  for  the  fountain,  we  next  come  to  the  arrangements  for 
illumination. 

On  the  lower  part  of  the  table-frame  which  supports  the  basin 
is  arranged  an  ordinary  magic  lantern  with  its  condensers  in  its 
roof,  protected  by  an  inclined  plate  of  glass,  directing  the  ascend- 
ing stream  of  heated  gases  to  a  crooked  chimney  of  1|  inch  tin 
pipe.    Immediately  above  these  condensers  is  an  opening  through 
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the  basin  with  a  high  margin  to  it,  on  top  of  which  fits  a  cap 
carrying  a  piano  convex  lens  of  about  7  inch  focus,  placed  with  its 
piano  side  uppermost  and  fitted  water-tight  in  a  cell  with  a  deep 
rim.  This  cell  being  then  filled  with  water,  we  get  rid  of  the  other- 
wise serious  effect  from  a  misplaced  drop  of  spray  on  the  glass, 
which  now  only  causes  an  instant's  disturbance  to  the  action  of  the 
lens,  but  otherwise  would  greatly  modify  its  effect  if  lying  as  a 
bead  upofi  it. 

This  lens  is  so  adjusted  with  regard  to  focal  length  and  position, 
as  to  make  on  the  ceiling,  about  16  feet  from  the  tank,  a  circle  of 
light  3  feet  in  diameter.  To  the  ceiling,  at  this  place,  is  attached 
a  plain  mirror  which  then  reflects  the  incident  light  at  the  same 
angle,  so  making  a  truncated  cone  8  feet  at  top  and  6  feet  at  base, 
which  just  takes  in  the  entire  sheaf  of  jets. 

This  arrangement  alone  gives  a  very  beautiful  effect,  but  further, 
to  increase  the  illumination,  I  had  a  hole  cut  through  the  ceiling 
from  the  floor  above  just  outside  of  the  mirror,  and  through  this 
directed  a  cone  of  light  from  a  lantern  with  its  nose-end  downwards. 

By  using  parti-colored  figures  of  gelatine,  similtaneously  in  the 
two  lanterns,  the  effect  was  beautiful  beyond  description,  a  verita- 
ble fountain  of  various  scintillating  jewels  was  produced.  By 
adjusting  and  turning  on  the  light  first,  and  afterwards  the  water, 
this  last  seemed  to  be  the  veritable  source  of  the  illumination. 
The  light  without  the  water  jets  was  scarcely  appreciable  to  any 
one  not  close  to  the  tank,  while  the  moment  the  fountain  was  turned 
on  the  whole  room  was  lit  up.  The  most  pleasing  effect  of  all  was 
obtained  by  making  glass  circles  with  six  segments  of  different 
colors  and  rotating  these  slowly  in  the  upper  lantern ;  the  changing 
prisnaatic  tints  of  the  various  sprays  being  something  that,  literally, 
"most  be  seen  to  be  appreciated." 


^uMm  f  ttiStiiuk 


Frooeedings  of  the  Steted  XontUy  Xeeting ,  Xaroh  16th,  1870. 

The  meeting  was  called  to  order,  with  Mr.  Coleman  Sellers,  the 
President,  in  the  chair. 

The  minutes  of  the  last  meeting  were  read  and  approved. 

The  Actuary  submitted  the  minutes  of  the  Board  of  Managers, 
and  reported  that  at  their  stated  meeting,  held  March  9th  inst.,  on 
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the  written  request  of  Messrs.  Wm.  Sellers,  Henry  Cartwright, 
Washington  Jones,  Henry  Morton,  Coleman  Sellers,  J.  Vaughan 
Merrick,  John  Birkbeck,  Joseph  M.  Wilson,  Jacob  Naylor,  W.  Bar- 
net  Le  Van,  Theo.  Bergner,  R.  E.  Griffith,  Charles  S.  Close,  and 
Enoch  Lewis,  the  Board  constituted  them  the  section  of  Mechanical 
Engineers  of  the  Institute. 

Donations  were  received  from  the  Chemical  Society,  the  Rojal 
Astronomical  Society,  and  the  Society  of  Arts,  London ;  TAca- 
demie  des  Sciences,  la  Societ(5  d'Encouragement  pour  rindustrie 
Nationale,  Paris,  France,  der  K.  K.  Geologischen,  Reichsanstalt, 
Vienna,  Austria,  Commodore  B.  F.  Sands,  Superintendent  of  the 
U.  S.  Naval  Observatory,  Washington,  D.  C,  the  Peabody  Insti- 
tute, Baltimore,  Maryland,  the  Water  Commissioners,  Detroit, 
Michigan,  Lieut.  H.  E.  Hayes,  City  of  New  York,  and  the  College 
of  Pharmacy,  Philadelphia. 

A  paper  on  Rotary  Printing  Machines,  by  Mr.  Hector  Orr,  was 
then  read,  and  the  thanks  of  the  Institute  were  jtresented  to  Mr. 
Orr  by  the  President,  after  which  the  report  of  the*Resident  Sec- 
retary, on  Novelties  in  Science  and  the  Mechanic  Arts  was  read, 
and  then  the  meeting,  on  motion,  adjourned. 

IIenry  Morton,  Secretary, 


Coating  of  61as&i,  Porcelain  or  Earthenware  with  a  thin 
film  of  Lustrous  Metallic  Platinum.— By  Prof.  Boettger.— 
Dry  chloride  of  platinum,  freed  from  excess  of  acid,  is  mixed,  in  a 
small  porcelain  mortar,  with  essential  oil  of  rosmarine  (oleum  an- 
thos)  until  the  original  brown-red  color  of  the  salt  has  entirely 
disappeared  and  has  been  converted  into  a  black,  pitch-like  looking 
mass.  In  order  to  eflfect  this  result,  it  will  be  necessary  to  renew 
the  essential  oil  at  least  three  times.  When  the  pitch-like  mass 
has  been  obtained  the  oil  is  entirely  removed,  and  the  pasty  mass 
is  weighed,  and  afterwards  mixed  with  at  least  five  times  its  weight 
of  lavender  oil,  and  makes  therewith  an  homogeneous  fluid ;  this, 
after  having  been  quietly  standing  for  half-an-hour  is  applied  with 
a  hair  brush  on  the  glass  or  porcelain  objects  to  which  it  is  desired 
to  give  a  coating  of  lustrous  platinum;  and  after  the  very  thinly 
and  evenly  laid  on  film  is  dry,  the  objects  are  either  placed  in  a 
red-hot  muffle  or  heated  in  the  flame  of  a  glass-blower's  lamp,  care 
being  taken  not  to  exceed  a  red  heat. — Dingier  s  Polytechnic  Journal 
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VALUABLE  SCIENTIFIC  BOOKS. 


A  IHctiOnary  of  the  SoluhiUties  of  Chemical  Sub'- 
8t€inces.  By  Prof.  F.  H.  STORER,  of  the  Ma8sacha8ett&  Institute 
of  Technology.  1  vol.  in  3  parts,  8  vo.,  paper  corers,  per  part,  $2.00. 
Whole  work,  cloth,  $T.60. 

The  work  is  exceedingly  valuable  to  practical,  as  well  as  to  theoretical  chemists, 
and  the  apothecary  and  the  manufacturing  chemist,  will  find  its  pages  stored  with 
information  needed  on  numerous  occasions,  and  which  here  is  presented  to  them 
in  the  most  accessible  form." 

Chemical  OOables.  By  S.  P.  SHARPLE3,  S.  B.  13  mo. 
cloth,  $2,25. 

This  collection  of  tables  has  been  prepared  with  great  care  under  the  supervision 
of  Dr.  Wolcott  Gibbs,  of  the  University  at  Cambridge,  and  will  be  found  of  great 
value,  both  to  the  student  and  the  practical  chemist. 

Icones  JUuaeorum  ;  or  Figures  and  Descriptions  of  most  of  those 
Mosses  peculiar  to  Eastern  North  America,  which  have  not  been  here- 
tofore figured.  By  WILLIAM  L.  SULLIVANT,  L.  L.  D.  With 
129  copperplates.    Royal  8  vo.     Cloth,  $15.00. 

First  JPrinciples  of  Chemical  Philosophy.  By  Peof. 
J.  P.  COOKE,  Jr.,  of  Harvard  College,  The  work  complete,  1  volume, 
12  mo.  cloth,  $5.50.  Part  I.  at  $2.50,  and  Part  II.  at  $8.50,  are  sold 
separately.    Part  I.  is  especially  adapted  for  a  text  book  in  colleges. 

Crystallography.    By  Pbof.  J.  P.  COOKE,  Jb.,  of  Harvard 

College.    8  vo.  limp  cloth,  $1.25. 

JBunsen^s  Flame  JReactions.  A  method  of  Analysis  in  which 
the  Oss  Lamp  is  substituted  for  the  Blow  Pipe.  Translated  by  Pbof. 
C.  F.  HIMES,  Ph.;D,    Pamphlet  8  vo.  15  cents. 

Ziordner^s  Hand-Book  of  Optics.  A  new  and  revised  edition. 
12mo.  cloth,  $2.50. 

Mathem,atical  Monthly.  1859  to  1861.  3  vols.  4to.,  cloth, 
$12.00.    Catalogues  of  Scientific  Works  sent  on  application. 

Any  of  the  above  sent  by  mail,  on  receipt  of  price,  by 

SEVER,  FRANCIS  k  CO., 

FmMlakars  Wkd  D«*l«n  In  ttiUUlTIFIO  ASO  BDOOATIOSAIi  BOOKI« 

21  Bromfleld  Street,  Boston. 
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STOHE  BRfiAKnR* 


The  office  of  tUa  machine  is  to  break  stones  of  every  sort  to  a 
suitable  size  for  road  making,  nulroad  ballasting  and  concrete,  and 
to  break  Ores  and  Minerals  of  every  kind  into  small  fragments, 
preparatory  to  their  further  comminution  by  other  machinery. 

It  has  now  been  in  use,  enduring  the  severest  tests,  for  the  last 
ten  years,  during  which  time  it  has  been  introduced  into  almost 
ever^  country  on  the  globe,  and  is  everywhere  received  with  great 
and  mcreasing  &vor  as  a  labor-saving  machine  of  the  first  order. 

Illustrated  circulars,  fully  describmg  the  machine,  with  ample 
testimonials  to  its  efficiency  and  utility,  will  be  furnished  on  appli- 
cation, by  letter,  to  the  undersigned. 

|^*The  patents  obtained  for  this  machine  in  the  United  States 
and  in  England  having  been  fully  sustained  by  the  courts,  after 
well  cont^ted  suits  in  both  countries,  all  persons  are  hereby  cau- 
tioned not  to  violate  them ;  and  they  are  informed  that  every  ma- 
chine now  in  use  or  offered  for  sale,  not  made  by  us,  in  which  the 
ores  are  crushed  between  upright  convergent  feces  or  jaws  iMstuated 
by  a  revolving  slu^  and  fly-wheel,  are  made  and  used  in  violation 
ot  our  patent. 

BLiU  BBOTHEBS,  New  HaTen,  Gmiii. 
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BRASS  AND  IRON  FOUNDERS, 

Also,  Makers  of  Sagar  Mills,  Oil  Presses,  and  all  Machinery  of  that 

heavy  description  used  in  the  Arts  and  Manufactures.    More 

particularly  we  desire  to  call  attention  to  our 

OIL    IPItESSES, 

And  especially  for  Cotton  Seed,  which  is  daily  becoming  of  more  im 
portance,  from  the  value  of  the  Oil,  and  nutritious  quality  of  the 
Cake  as  an  article  of  Feed.    These  Presses  of  Fiva 
Bags  made  by  us  are  superior  to  any  others 
in  the  production  of  oil,  and  are  fur- 
nished with  the 


Crushing  Rolls  and  Heating  Pan,  and  Driiring  Machinery; 


\ 


▲UO  ALL  FASnOULABl  IX  U0A1»  Tt 


FEE'S  PATENT  HULUNfll  MACHINERY  IN  CONNECTION. 
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mOHARDS,  THORNB  &  CO. 

Engineers  and  Machinists, 


Manolictarera  of 


And  other  Wood- Working  Machinery  for  Ship  Work 
and  Car  Building,  Planing  Mills,  &c. 

Colambla  Avenue  and  Flftli  Street, 

PHILADELPHIA. 

Office  entrance  on  Randolpli  St. 


PEOORA.  P^INT  CO., 

ISO  North  Fourth  Street,  Philadelphia. 

MnOBfii  QQIWiBL. 

This  Company  ore  the  only 
Manufacturers  of  this  Paint, 
lit  is  a  remarkably  beautiful 
color — ^is  adapted  to  Machin- 
ists' and  Bailroad  Companies 
use— giving  a  finish  to  tools 
and  machinery  euperior  to 
anything  yet  introduced. 


rnrtnMt  fkvB  Tiittmgiitil  tnuk 
8019  loattiwwk  loadi7»r 
<«Mr.  8.  fiowxv, 

Sec  P^ewra  iMid  (h: 
Your  HBTALLIC  CEMENT  is  Ut- 
ter than  red  or  white  lead  to  maUBg 
STEAM  JOINTS  or  patching.  -Hot 
riyeti  do  not  affect  the  Ocmcat;  we  mt 
it  in  Joints  of  light  tanks,  in  the  plaes 
of  caulking,  and  thej  do  not  Icai^^  ^ 
use  it  also  on  gas-hoUsfi. 

«  J.  J,  GBEBNnSLD^ 


rot 


PRACnCAL  &  ANALTTIGAL  GHEMISTST, 
Chant  Street,  Tenth  Street,  below  Market, 


(B«ar  of  St  Stophto'ft  Chvrdh.) 


PHILADELPHIA. 


ESTABLISHED  IN  1836. 


Instruction  givett  lU  CHEMISTRY,  MINEBALOGT  and  GEOLOOT,  br 
LECTURES  and  PRACTICE,  with  especial  reference  to  ANALYSIS,  MANU- 
FACTURES and  MEDICINE. 

Analyses  made  of  Ores,  Minerals,  Quanos,  Waters  and  articles  of  commerce 
and  manufacture.    Opinions  giyen  on  chemical  questions. 

BOOTH  A  QARRETT. 

Jambs  C.  Booth. 
Thos.  H.  Garutt. 
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SDITXD    BT 

PROF.  HENRY  MORTON,  Ph.D., 

▲  88ISTXD     BT     TDK     OOMHITTXB     OH     P  V  BL  I  OA  T  10  VI . 

SUBSGBIPTZOVy  $9.00  TSK  AXSJJJL 


This  Jonmal,  devoted  to  Mecbanical  and  Physical  Science,  Civil  Eugi- 
neering,  and  the  Arts  and  Manufactnres,  is  published  in  monthly  numbers 
of  seventy-two  pages  each,  forming  two  volumes  per  annum,  illustrated 
with  engravings  and  wood*cuts.  It  contains  original  and  extracted  articles 
on  all  subjects  of  interest  to  the  Oivil  and  Mechanical  Engineer,  to  the 
Manufacturer  and  to  the  man  of  Science,  as  well  as  much  general  informa- 
tionon  Scientific  subjects,  which  is  likely  to  interest  the  general  reader. 

The  Journal  is  now  in  its  forty«third  year  of  publication,  and  has-  be- 
come a  standard  work  of  reference.' 

Tbkms  or  Subscription. — ^Five  dollars  per  annum;  payable  on  the  ) 
issue  of  the  sixth  number.    When  the  full  subscription  (five  dollars)  Is 
paid  in  advance,  the  numbers  will  be  sent  tbse  of  postaqb. 

Communications  and  letters  on  biLsiness  miist  be  directed  to  the  Aotu- 
ABT  Of  TfflB  Franklin  Institute,  Philadelpblia. 

The  Journal  can  also  be  obtained  from  the  following : 

DAVID  G.  FRANCIS,  New  York. 

JOHN  WILEY  &  SON,   «        « 

D.  VAN  NOSTBAND,     "        ** 

L.  W.SCHMIDT, 

W.  0.  LITTLE  A  CO.,  Albany,  New  York. 

LITTLE,  BBOWN  ft  CO.,  Boston,  Massachusetts. 

A.  WILLIAMS  ft  CO.,  «  '' 

NEW  ENGLAND  NEWS  CO.,  Boston,  Mass. 

JOHN  C.  DOW  ft  CO.,  Lawrence,  « 

THE  WESTERN  NEWS  CO.,  Chicago,  Illinois. 

MOHXTN  ft  BESTOB,  Washington,  District  of  Columbia. 

BELL  ft  CO.,  San  Francisco,  California. 
Parw.— HECTOR  BOSSANGB  ft  SON,  11  Qua!  Voltaire. 
London.— ELYBS  ft  MACEY,  61  King  William  Street. 
Who  are  authorized  to  receive  subscriptions  and  to  make  exchanges  for 
periodicals  devoted  to  the  Arts  and  Sciences. 
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LA.BOIlA.TORY 

ANALYSIS  OF  COALS,  GASES,  &c. 


Especial  attention  given  to  the  Analysis  of  Coals  and 

the  detennination  of  their  fitness  for  the 

production  of  Gas,  or  for  use  in 

Smelting,  or  for  Steam 

purposes. 

Heating  power  expressed  in  value  of  best  hard  and  soft  coak 

in  the  market. 

ALSO; 

GAS  ENGINEERING  AND  COMMISSION  AGENCY, 

For  procuring  Coals,  Castings^  Fire-brick  and  Tile ;   and 

•11  other  materials  for  the  construction  and 

repairing  of  Ghis  Works. 


FOK  THE 

SELECTION  AND  PREPARATION  OF  COAL  FOR  ANALYSIS. 


In  the  seleoiion  of  lamples  of  Coal  for  analjfical  examination,  take  the  samplif 
as  far  from  oat-orop  ai  poMiUe,  with  epeoimena  from  tiie  oentreb  top  and  bottom 
of  vein. 

It  is  well  to  ooUect  soTeral  hundred  pounds  indiscriminately,  and  have  it  brokflo 
fine,  and  thoroughly  intermixed;  from  this  mass  talce,  say  50  pounds,  and  griiu 
H  to  a  ooarse  powder ;  mix  thoroughly,  and  weigh  out  fiye  pounds,  which  tna- 
mit  for  analysis. 

Aooompanying  eaoh  sample  should  be  a  lump  specimen,  (say  1 9).,)  from  oentn 
and  sides  of  Tein. 

Care  should  be  taken  to  include  an  aTcrage  amount  of  pyriteS|  or  other  impuritj 
occurring  in  the  CoaL 

A  memorandum  should  aooompanT  coal  intended  for  an  especial  purpose,  s&l 
the  examination  will  be  dizeoted  to  its  suitability  for  such  purpose. 


Dr.  GHABLES  M.  GSESSOK, 

411  WAJJSrUT  STREET, 

PHILADELPHIA. 
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PASCAL  IRON  WORKS, 

Eftabllslied  in  1831. 

MORRIS,  TASKER  &  CO., 

Wrouglit  Iron  Welded  Tubei,  i-inch  to  8  inches  bore,  for  Stoam 
6m,  Water,  &c.,  with  T's,  L'g  Stops,  Yalyes,  &c.,  with  Screw  Joints  to  suit  tubes 
Malleable  I^on  and  Brass  Fittings,  Glasa  Blower  Tubes,  Blasting  Tubes,  &e. 

Galwanlsed  Tabei  and  Fittings  for  water. 

Ijap-Welde.d  Boiler  Flnes^  1}  to  10  inches  outside  diameter,  cut  to 
definite  Imgths,  22  f^et  or  under. 

Artesian  Well  Plpei,  of  wrought  Iron,  screw-coupled;  flush  inside  and 
out.  A\p>  of  Cast  Iron,  6,  8,  10  and  12  inches  diameter,  with  wrought  bands ;  flush 
inside  ar.d  out,  and  Pumps  for  same. 

Colls  of  Tube^  for  boiling  and  evaporating  by  steam  or  hot  water. 

Tuyere  Colls,  for  Blast  Furnaces,  and  tube  cut  and  fitted  to  plans  andspeci 
flcations  sent. 

Devble  Kettles,  for  steam  boiling  and  evaporating,  and  cooking  by  stoan^ 

Itryinpr  Closets,  heated  by  steam;  Wash  Houses  and  Steam  arrangements 
for  Public  Institutions  and  Private  Dwellings. 

Warming  and  Tentllatlngr  Steam  apparatus  of  the  most  approved  plans 
for  ^Factories,  Public  Buildings,  Hotels,  Private  Dwellings,  Green  Houses,  te. 
constructed  and  adapted  to  the  buildings  to  be  warmed. 

Hot  Water  Apparatus;  Tasker's  Patent  Self-Begulaimg  Hot  Water 
Apparatus,  for  Private  Dwellings,  School  Houses,  Hospitals,  Green  Housei^  &e. 

Iron  and  Brass  Castings,  of  every  description. 

Gas  Work.  Castings:  Betorts  and  Bench  Castings  for  Coal  Gas  Works; 
Street  Mains,  Bends,  Branches,  Drips,  Lamp-posts,  Lanterns,  &c. 

Rosin  Gas  Apparatus,  for  Factories,  Public  Buildings,  Hospitals,  and 
Private  Dwellings. 

Green  House  Pipes  and  Boilers :  Fire  Doors  and  Frames,  Hot  Water 
Pipes  for  Forcing  Beds,  Pineries,  Garden  Boilers,  Ao. 

Columns,  Conduit  Pipes,  Pavement  Gutters,  Soil  Pipe. 

Hatb  Tubs,  Sinks,  Sewer  Traps,  Soil  Pans  and  Traps,  and  Water  Cloeei 

arrangements. 

gcrenringr   Blacblnes,    Drill  Stocks,  Stocks  and  Dies,  Taps,   Koamor 
Drills,  Pipe  Tongs,  and  a  general  assortment  of  Gas  and. Steam  FittAm*  Tonln  and 

Materials. 

WORKS,  S.  Flftb,  between  Tasker  and  Morris  fits. 

WAREHOUSE  A  OFFICE,  909  S.  Tbird  St.,  Pbila. 

gTEPHEVZXOBBIS,  HEIBT  &.  X0&BI8 

TH08.  T.  TA8XES  Jr,  F.  X^  lASU 
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HENBT  P.  H.  BIRUIIBIIIB, 
aVIL  AND  MECHANICAL  ENGINEER, 

Will  make  ExaminatioDs,  Sairejs,  Plans  and  Estimates  for:  or  snperintend  tbs 
constraotion  of  Watik  Works,  Gas  Works,  Watbr  Powbrs,  Machinrrt,  &c. 

Detailed  Drawings  and  Sjpeoifications  prepared  for  Beservoirs,  Dams,  Water 
Wheels,  Pumping  Engines,  Gas  Holders,  Jbc. 

H.  P.  M.  B.  brings  to  his  aid  an  experience  of  oyer  twenty-fiye  J^tm,  and  can 
refer  to  many  important  works  oonstrooted  bj  him»  or  under  his  direction. 

OFFIOK9 15S  foatk  Wowrth  UU 
BBUDSNOEy  8M9  Barinff  Btr—U 
PliiUdclpl&lA.. 

D?  li  -A.  m  IfT  TTl^ 


s 

lOSALL 


Laboratory  and  Manufacturing  Purposes. 
Flatinuzn   Scrap  and  Ore  pnrcliased. 

B.  M.  RA7NOR 

Qffiee,  S7  Bond  St.,  New  Torh. 

The  Brooks  Patent  Parfflne  Insulator, 

WOBK8, 22  South  Twenty-first  Street,  FhUaddphia. 

AH  varieties  of  Insulators  manofkotored  at  these 
Works  are  warranted  to  excel  the  usual  styles  of  Glass 
and  Bubber  more  than  one  hundred  fold. 

In  yiew  of  the  error  and  delay  in  transmission,  waste 
and  consumption  of  battery  material — the  results  of  de- 
fective insulation — its  fragile  mature,  and  ezjMnse  of 
renewal,  nothing  is  more  manifest  than  its  eeonomj. 

To  railroad  oompanies  relying  upon  the  effidenoy  of 
their  telegraph  departments,  it  is  of  great  value. 

JOHN  L.   KNOWLTON, 

(Bu9e«99&r  to  tT.  W,  ZTNV  it  CO,,) 

MiUwriglits  and  HaeUnists, 

Xo.   130  BEEB  STBEET,   BHILADELBHIA. 

Hanufacturer  of  Steam  Epja^nes  and  Boilers.  Also  all  kinds  of  Saw  Hill,  Plsoi- 
.  ing  Mill,  and  Flour  Mill  Machinery.  Sole  Manufacturer  of  Knowlton's  Patent 
Bevel  Saw,  for  Sawing  Ship  Timbers ;  also,  Knowlton*s  Circular  Saw,  for  Sawing 
Ship  Plank  to  the  curve  and  Bevel,  and  Knowlton's  Patent  Machine  for  Turning 
and  Grinding  Shot,  Shell,  Valve  Balls,  Ten  Pin  and  Billiard  Balls.  Manufactarer 
of  T.  H.  Cushine's  Patent  Saw  and  Planing  Machine,  for  Working  Bridge  Archei 
and  Curved  Tixnbers.    f^Particular  attention  paid  to  Bepairing. 
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Ck>r.  8.  Front  ft  Seed  Sts.,  ft  Nos.  614  ft  616  Karket  Street^ 

PHILADELPHIA. 

Manufaotare  Enamelled  Efaporating  Dlahet ;  Iron  lIortan»  of  different  iftylee ; 
l^nned,  Tarned,  and  Plain  Enamelled  Canldroni,  from  12  to  120  gallonii  irflh 
an  aseortmont  of  other  artiolee  aoitable  for  Chemiati'  nae. 


ASOLiPH  OTT, 


m^rnfopt,  ^kmt  Si  lnghtt«r, 


Hay  be  employed  professionally  as  expert  Beports  on  mining  land,  and  invet- 
tlgations  in  subjects  involving  both  meehanical  and  chemical  knowledge,  exami- 
nation of  new  inventions,  etc.    Specialist  for  varions  branches  of  Technology,  via : 

Construction  of  Gas  QeneratorSi  Preservation  of  Wood, 

MANUFACTURE  OF  WHITE  LEAD, 
Desulphurization  of  Ores,  and  Utilization  of  the  Waste  Products  of  Gas  Works, 

Address,  73  EAST  SEVENTH  ST, 

etw  YeRK  eiTY. 


Experienee  as  Constrnoting  or  OonsnUing  Engineer  on  three  Steam  and  fife 
Horse  Railways,  seven  Water  Works,  six  Kirer,  Harbor  and  Canal  Improve- 
menta,  Pamping  and  Marine  Engines,  U.  S.  Dry  Dock,  &c^,  Jm. 

Office,  No.  48  Fine  Street,  Boom  27,  New  York. 
Residence.  No.  42  Johnson  Street,  Brooklyn. 


Digitized  by 


Google 


AMERICAN  AND  EUROPEAN, 

OP 

NO.  37  JPABKMOW,  KEW  YOBK.\ 


For  a  period  of  nearij  twenty-fiTe  jean,  Mvinr  k  Co.  hare  oeoapied  the  posi- 
tion of  leading  Solicitore  of  American  and  European  Patents,  and,  during  thit 
extended  experience  of  nearij  a  quarter  of  a  centurj,  thej  have  examined  not 
1888  than  fiftj  thousand  alleged  new  inventions,  and  have  prosecuted  upwards  of 
thlrtj^housand  applications  for  patents ;  and,  in  addition  to  this,  thej  have  made 
at  the  Patent  OiBce  over  twentj  thousand  preliminary  examinations  into  the 
noveltj  of  inventions,  with  a  careful  report  on  the  same. 

MuMN  k  Co.  deem  it  safe  to  saj,  that  nearly  one-third  of  the  whole  numher  of 
applications  made  for  patents  during  the  past  fifteen  jears  has  passed  through 
their  Agenoj,  which  is  assisted  bj  a  Branch  Office  at  Washington  which  watchei 
and  supervises  all  their  cases  as  thej  pass  through  official  examination. 

Inventors  who  desire  to  consult  with  us  are  cordiallj  invited  to  do  so.  We 
shall  be  happj  to  see  them  in  person  at  our  office,  or  to  advise  them  bj  letter. 
In  all  oases,  thej  maj  expect  from  us  an  Konut  opinion.  For  such  oonsultatiosi 
opinion  and  advice,  im  make  no  charge.  A  pen-and-ink  sketch,  and  a  description 
of  the  invention  should  be  sent. 

Prbliminart  Examination  is  made  into  the  noveltj  of  an  invention  bj  per 
sonal  search  at  the  Patent  OfficOt  which  embraces  all  patented  inventions.  For 
this  special  search  and  report,  a  fee  of  $5  is  charged.  We  advise  this  special 
search  onlj  in  verj  doubtful  cases. 

To  Afplt  for  a  Patxnt,  a  model  must  be  fhmished — ^not  over  a  foot  in  any 
dimensions.  Send  model  to  JKunn  4*  Co,  37  Park  Bow^  New  York,  bj  express, 
charges  paid ;  also,  a  description  of  the  improvement,  and  remit  $16  to  oover  first 
Government  fee,  revenue  and  postage  stamps. 

Caveats  Filed ;  Interferences  Managed ;  Extensions  and  Re-Issues  Obtained.; 
Assignments  Prepared;  Designs,  Trade-Marks  and  Oompoutions Patented* 

Patents  are  obtained  in  all  European  countries. 

For  instructions  concerning  Foreign  Patents,  Re-Issues,  Interferences,  Hinii 
on  Selling  Patents,  Rules  and  Proceedings  at  tiie  Patent  Office,  the  Patent  Laws, 
&c.,  see  our  Instruction  Book.    Sent  free,  bj  mail,  on  application. 

Address  all  communications  to 

MUNN  &  CO., 
No.  37  JPark  Bow,  New  York  CUy. 

Office  in  Washington,  corner  of  F  and  Seventh  Streets. 
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8T3BiLM  HiLMM£R8. 


WM.  A.  SWEET  &  CO. 

OF  SYRACUSE,  N.  T., 

ASE  NOW  PBEFABED  TO  MANUFAOTURB  TO  OBDEB 


With  Sweef  s  Improired  Balance  Kalire  &  Variable  Cut-Off. 


Thit  YalTe  Motion  giyes  oar  Hammers  more  range  and  foroe  for  large-sised 
work,  and  greater  delicacy  and  precision  for  small  work,  combined  with  entire 
eoonomy  in  use  of  steam  (equal  to  the  Corliss  Engine,)  than  any  other  Hammer 
cTer  offered. 

Thej  use  steam  in  proportion  to  the  work  done.  The  YalTe  Motion  is  yery 
simple  and  durable ;  is  made  of  the  best  Norway  Iron,  and  case-hardened,  and  all 
the  work  is  done  in  the  best  style  and  finish. 


WMgbtot 

Hammer  tn 

lbs. 

Blowipw 
Minato. 

RlMOf 
HUDAW. 

WIU  BadDM 
iDgattnm 

WelSV«tWfcdl« 

400 

850  to  450 

10  in. 

Zi  in.  to  1    in. 

7,000 

600 

250  to  850 

15  in. 

5}  in.  to  1}  in. 

15,000 

1,000 

200  to  800 

20  in. 

7    in.  to  8    in. 

20,000 

1,500 

160  to  250 

80  in. 

10    in.  to  6    in. 

80,000 

2,000 

100  to  150 

40  in. 

14    in.  to  8    in. 

40,000 

Fonndation  Drawings  will  be  forwarded  in  season  to  get  foundation  ready  for 
the  Hammer,  and  a  competent  workman  will  be  sent  to  set  the  Hammer  and  give 
inairuotions  for  working,  at  the  expense  of  the  purchaser.  Frioe  includes 
Wrenches,  Foundation  Bolts,  Bed-Plate  and  Anvil  Blocks,  deliyered  on  board 
the  cars,  boxed  and  packed,  in  good  order. 

Terms,  Cash. 

]>ies  BJid  Die  Chills  extra,  at  10  ots.  per  pound. 

WM.  A.  SWEET  &  CO., 
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Baldwin  Locomotive  Works 


M.  BAIRD  &  COMPANY, 

Broad  &  Hamilton  Streets, 

PHILADELPHIA,  PENNA, 


Manu&cture 


pttm^titt  Stgliitf  ^ 


Especially  adapted  to 

Every  variety  of  Railroad  Service, 

JnJ  t9  the  economical  use  of 

Wood,  Coke,  Bituminous  and  Anthracite  Coal  as  Fuel. 
All  Work  accurately  fittted  to  Grauges,  and  thoroughly  inter- 
changeable.   Plan,  Materials,  Workmanship,  Finish 
and  Efficiency  fully  guaranteed. 


M.  BAIRD.  EDWD.  H.  WILLIAMS. 

GEO.  BURNHAM.  Wl£.  P^BNSZBY. 

CHAS,  T.  PARRY.  KDWD.  LONaSTBKTH. 
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WILLIAM  SELLE&S. 


JOHN  SKLLERS,  Jr 


WM.  SELLERS  &  CO,, 

MACHINISTS'  FOUNDERS'  SMITHS' 


A!r]> 


BOIUBR  MAKERS'  TOOLS 

SHAFTING, 

With  Ball  and  Sooket-bearings  and  Doable  Gone  Yiio-ooapliDgs,  admitting  ot 
the  easiest  possible  adjustment. 

PULLEY  &  WHEEL  PATTERNS, 

From  which  Castings  or  IRnished  Work  mil  be  famished. 

RAILWAT  EaUIFHEITS, 
TVRinNfi  AND  TRANSFER  TABLES  AND  PIYOT  BRIDQES 


'*?.*  »rr^  ^7  f.  v-w.i  (.r* 


SOLE  MANUFACTURERS  AND  LICENSEES  OF 


FOR  FEEDING  BOILERS. 
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MA.OIII]SriSTS*    TOOLS. 


INDUSTRIAL  WORKS, 

PHILADELPHIA. 


MiimiF,iiiiiRT.MiMmniuiiiriii^ 

Lathes,  Planing,  Shaping,  Slotting,  Boring  and  Taming,  and 

Wheel-cutting  Machines.    Vertical,  Radical,  Horizontal 

and  Suspended  Drills.      Cotter-hole  and  Key- 

•  seat  Cutting  Machines.    Milling,  Edging,         ,    « 

Drilling  and  other  Qun  Machinery. 

BOLT  AND  NUT  THREADING  MACHINES. 

DRiriNe-WIEII  LATHES,  (UAKTERIie  liCSIllES,  WHEEL  PRESSES 
urn  OTHxa 


8TBAM  BAMMBRS, 

Cupolas,  Cranes,  Ladles,  Forges,  Bloirers,  Piping,  etc.     Punching 
and   Shearing  Machines.      Bending  Rolls,   Plate- 
planing,  Angle-iron  Cutting  and  other 


SHAJB^TrNTGh, 

With  improved  hangers  and  pillo.whlocks,  haying  both  vertical  and 
horizontal  adjustment  and  self^adjustment  ball-bearings^ 

PtJLLET  AND  GEARING  PATTERNS, 
From  which  Castings  or  Finished  work  will  be  furnished. 

BEMENT  Sl  DOUGHERTY. 
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H.  HOWSON'S 


»xrol 


IIM«4»t  §imtt»t 


FOEKEST  BUILDINGS, 
II I  t^R  1?^  ^^*  ^^^  South  Fourth  Street, 

lUllUilii. 

MABBLE  BUILDINGS, 


JVo.  460  SEVEXTH  ST., 

(Orpodte  U.  8.  Patent  Offlo^ 
WASHINGTON.  O.C. 


PHIUOELPHIA.  WASHINGTON 

BBnrcirAL  offices,  fhiladelfhia. 

H.  HowBOK  prepares  SpeeiflcationB,  Drawings,  Assienments,  Agreements,  &c. ; 
eondaots  Interferences,  Appeals,  Applications  for  xM9*issues,  Extensions,  &o.: 
attends  V&  the  Filing  of  Cayeats,  reports  as  to  the  Patentability  of  Inventions,  and 
acts  aa  Consulting  Attorney  in  suits  respecting  Patents.  \ 

Thx  WABHnroTOK  Offices,  in  charge  of  a  trained  and  confidential  clerk  of  the 
establiabment,  and  visited  at  fre<)nent  intervals  by  the  proprietor,  enables  the  latter 
U>  make  preliminary  examinations  promptly,  to  prosecute  rejected  applications 
without  delay,  and  to  retain  in  his  charge  all  cases  entrusted  to  him,  instead  of 
resorting  to  Uie  conmion  but  dangerous  practice  of  handing  them  over  to  irreq>on- 
iible  practitioners. 

A  MoDXL  DxPABTif  mrr,  in  charge  of  one  of  the  most  expert  mechanics  in  the 

eity,  forma  a  part  of  the  establishment  in  Forrest  Buildings,  and  affords  to  inTentors 

an  opportoni^  of  having  their  models  made  promptly,  secretly  and  at  moderate  coat. 

Parties,  on  application,  can  obtain  pamphlets  relating  to  both  United  States  and 

Voreign  Patents. 


BvUngton,  lows,  Ootolwr  2d,188r. 

:  I  tak«  this  oeoMloD  to  ttato  to  700,  tliat  fn  sereral  yean  past  I  baro  bem  seqiudntad  with 

•  in  wfaioh  70a  hare  eoodncted  your  bnalneM  m  Patent  Solicitor.    ThJa  haa  alwaya  bean  bigblj 

to  joonelf  and  eatidhetory  to  tba  Patent  Offloe.     Ton  nnderstood  yonr  ceow  well,  and  preeapted 

OwS  iataUigtblo  Ibnn  wbioh  genarally  inrarad  sneoeM.    I  make  thie  Oertlfloata  in  bopes  tbtt  It 

"  toyonlneontinningtoflndthateinplDymentlnyDnrprsfeMiontowblcbyonrlndastey, 

iiMi  oooxtaom  bearing  to  Justly  entitle  yon. 

Toon^  veiy  tndy> 
Howsoa;  mn.  OHAS.  MASON,  Uta  Oottunlariow 


Soilon,  Odobv  tb,188ib 
Mt  Baam  Bnii  It  ghrei  na  craat  plcaaore  to  glTa  my  teatlmony  astotbe  manner  In  wbiob  yoo  eoBdootad 
your  Iwiiis—  as  a  Solicitor  of  Patents,  during  tbe  fbnr  years  tbat  I  waa  Cbiaf  Clerk  and  Xseeotifa  OffiMT 
of  tba  U.  8.  Patent  OCBca,  and  Ibr  a  cooaiderable  period  Acting  Oommisalonet. 

During  that  time  yonr  buiineM  at  tbe  Patent  Ofllce  waa  anrpaseed  in  extent  bat  by  one  firm  In  Hew  Tork. 
Iba  P4>en  praaented  by  yoo,  epedfleatione,  drawings,  correspondence,  Ae^  were  inrariaMy  models  of  maa* 
naoB,  aoonxacj  and  Begal  precision.  Tbey  were  frequently  pointed  out  to  younger  soUdtora  aa  among  the 
beat  azamplaa  and  precedents  tNT  practice  in  tbe  office.  Tour  intaroourse  witb  tbe  office  waa  so  coBdneled 
that  all  tka  rlc^ts  of  your  clients  were  secured  witboot  personal  controrersy.  Witb  tbe  bestoppcrtanltiss 
ifindaittSb  I  do  not  hesitate  to  say,  tbat  your  tborough  knowledge  of  meobanice  and  patent  law  ptaMM  joa 
telHiaftnSiWik  of  the  SoUdtots  of  Patents  of  tbe  United  States. 

T«f7  truly,  yours, 
JOHNL.  HATn,  LataClikf(SsrkaadBzeontiTeOfflnrU,I.Vaient( 
IL  UMMwrn,  "Id.  HinsilTlrbTn  Ti 


Washington,  D.OL*  N< 
t  made  by  lib  H v«  ia  the  aboft  litlMv  r 
I  of  the  lavsaton  of  tbs  sountry. 

a  V.  HOLLOWAT.  TrtiniiMdsi 
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THE  SWAIN  TURBINE  COMPANY 

PROPRIETORS  AND  MANUFACTURERS  OF 

TinftBINEWATERWB£EL 


These  wheels  gave  several  per  cent,  better  results  than  any 
other,  at  the  recent  test  of  Turbines  at  Lowell,  Mass.,  although 
its  chief  competitors  were  got  up  for  the  occasion,  whereas  this 
one  was  made  before  the  test  was  thought  of,  and  no  better  than 
we  will  warrant  all  of  our  wheels. 


J.  A.  COLEMAN,  130  Federal  St.,  Boston,  110  Broadway, 

New  York,  HOLYOKE  MACHINE  CO., 

Holyoke,  Mass.,  Agents. 


C.  B.  HILL,  President^  Boston,  Mass. 

A.  R  NICHOLS,  IVeasurer^  Lowell,  Mass. 

A.  M.  SWAIN,  Superintendent^  North  Chelmsford,  Mass. 
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Contents  for  May,  1870. 


IllustraUons--Tii'o  Plate§  and  Twelve  Woodcuts. 

EDITORIAL. 

PAIL 

Items  and  Novelties— Spoke  Turning  Lathe  (one  plate),  289 ;  The  Broad- 
way Pneumatic  Railway,  290 ;  The  New  Tunnel  under  the  Thaiqes,  293; 
Bridge  Construction  in  1869,  The  Kpnsas  and  Missouri  Bridge,  294; 
Treatment  of  Oil  for  Machinery  Purposes,  295 ;  Burette  for  Volumetric 
Analysis  (one  cut),  296;  Preservation  of  Butcher's  Meat,  297;  Floating 
Matter  and  Beams  of  Light,  297  ;  Spontaneous  Generation,  297 ;  Philo- 
sophical and  Mathematical  Instruments,  298;  The  Valve  Jar  (three  cuts), 
299  ;  The  Corona,  800 ;  The  Cryophorus,  etc.,  with  Bunsen's  Pump,  303; 
Rusting  of  Iron,  827;  Stone  Mafhles  and  how  they  are  Made,  333; 
Extraction  of  Zinc  from  its  Ores  in  the  Wet  Way,  886 ;  Black  Platiaa 
upon  Zinc,  by  M.  Newmann,  852 ;  Coating  of  Glass,  Porcelain  or  Earth- 
enware, with  a  thin  film  of  Lustrous  Metallic  Platinum,  by  Professor 
Boettger,  360;  Preparation  of  Pure  Oxygen  Gas  at  the  Ordinary  Tempe- 
rature, by  Prof.  Boettger 3S3 

Chemical  Items — Tantalium  and  Niobium,  801 ;  Tension  of  Glass  evolved 
from  Solid  Compounds,  802;  Application  of  Mica  as  a  Substitute  for 
Bronze,  603 ;  Bronzes  Protected  from  Discoloring  by  Means  of  Oil,  3i^  ; 
Illustrating  the  Gain  in  Weight  of  Burning  Bodies,  804;  Crystalline 
Alloy  of  Zinc  and  Calcium.  804 ;  Double  Sulphide  of  Potassium  and  Iron,  304 

CIVIL  AND  MECHANICAL  ENGINEERING. 

AVood  Working  Machinery.     By  J.  E.  Richards,  M.  E , S05 

Cleveland  Water- Works  Lake  Tunnel 319 

Cylindrical  Type  Printing  Machines.     By  Hector  Orr,  (one  plate) 320 

Belting  Facts  and  Figures.     By  J.  H.  Cooper,  (continued),  (6  cuts) , 324 

Bridge  Construction.     By  Col.  W.  E.  Merrill,  U.  S.  N 323 

MECHANICS,  PHYSICS  AND  CHEMISTRY. 

A  New  Mechanical  Finger  for  the  Microscope.     By  J.  Zentmayer,  (1  cut>...  3*4 
Investigation  of  Flame  Temperature  in  their  Relations  to  Composition  and 

Luminosity.     By  B.  Silliman  and  Henry  Wurtz 317 

The  Fire  Alarm  Telegraph  of  New  York 34$ 

Avogadro's  Law  Deduced  from  the  Fundamental  Principle  of  the  Mechani- 
cal Theory  of  Gases.     By  Alex.  Neumann.     Translated  by  Albert  R. 

Leeds 8^ 

The  Determination  of  Combined  Carbon  in  Iron  and  Steel  by  the  Colorime- 

tric  Process.   By  Blodget  Britton  of  the  Iron- Masters'  Laboratory  (1  cutj,  35* 
Illuminated  Fountains.     By  Prof.  Henry  Morton,  Ph.D 3aS 

FRANKLIN  INSTITUTE. 
Proceedings  of  the  Stated  Monthly  Meeting,  March  16th,  1870 S6t 
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§^tma  mi  i\xt  Pedianit  giria. 


PROF.    HENRY    MORTON,    Ph.D. 

AND 

W.   n.    WAHL,    Ph.D., 

ASSISTED      BY      THE      COMMITTEE      ON      PUBLICATION^.  \ 
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PUBLISHED  BY  THE  FKANKLIN  INSTITUTE  AT  THEIR  HALL. 

1870. 
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BECBMTLY  PUBLISHED  BT 

Ely  Z>.   TTazx   3Sroieitx*Azxcl.y 

23  Murray  Street  and  27  Warreti  Street,  New  York. 

A  TRBATI9BS  ON  ORB  DBPOJITS.  Bj  Bemhard  Von  Gotta,  ProfeiM>r  of  QtOogj 
in  the  Royal  School  of  Mines,  Freiberg,  Saxony.  Translated  from  the  second  German  edition,  lifj  Fre- 
derick Prime^  Jr.,  Mining  Engineer.  Aevlsed  by  the  author.  With  namerooa  Ulostrationff.  8  to. 
cloth,  $4.00. 

A  HASD  BOOK  OF  PRAOTICAi:.  TBL.BGRAPHT.  By.R.S.Cnllej,  BsgiiMOT  to 
the  Electric  and  Intematioual  Telegraph  Company.  Published  with  the  sauotion  of  the  Chairman  and 
Directors  of  the  Electric  and  International  Telegraph  Company,  and  adopted  by  the  Department  of  Trie- 
graphs  for  India.    Fourth  Edition.    Berised  and  enlarged  with  many  illufttrationa.    8  to.,  cloth,  95jOO 

MODBRS  PRACTICB  OF  TUB  BLBOTRIC  TBi:.BGRAPH.    A  Dand-Book 

ft>r  Electricians  and  Operators.    By  Frank  L.  Pope.    Third  Edition.    Illustrated.    8  to.,  clotfa,  $L.M. 

APPL.1CAT10S  OF  THB  8UDB  VALVB  *  lilSK  MOTIOH  to  Statioauy, 
Portable,  LooomotiTe  and  Tarious  Engines,  with  new  and  simple  methods  for  proportioning  the  parts. 
By  IT.  8.  Anchtnclosf,  M.  B.    Illustrated  with  £8  phitet.    8  to.,  cloth,  fS.CO. 

Any  of  the  abOTe  works  sent  free  by  mail,  on  receipt  of  price. 


Trautwine's  Engineering  Works. 


New  BdiUona  of  FIELD  PRACTICE  FOR  LAYING  OUT 
CURVES  FOR  RAILROADS, 

ALSO 

NEW  SYSTEM  OF  CALCULATING  CONTENTS  OF  EXCAVA- 
TIONS AND  EMBANKMENTS  BY  MEANS  OF  DIAGRAMS. 

By  J.  C.  TRAUTWINE,  Civ.  Eng. 

The  aboTe  works  hare  large  and  important  additions  not  contained 
in  the  former  editions.  In  the  latter  work  will  be  found  rules  for 
calculating  Earth  and  Bock  excarations,  with  ready  calculated  tables 
of  the  same.  Price  of  each  book,  $3.00. 

Published  and  for  sale  by 

WILLIAM  HAMILTON, 

Hall  of  the  FranJcUn  Institute,  Philadelphia^  Pa 
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MERRICK  <b  SONS 

SOUTSWABE  FOUNDRY, 

PHILADELPHIA, 

a>g  AJN  u  Jr',Aaa'  u  -kb 

Aeant-JKn^riiief—For  land  or  marine  Mnrice;  honxonU),  beam  or  rerttoaL 
Oscillators  of  sises  ranging  as  follows:  8x10;  10x12; 
14x14;  18x12. 
Sols  JiUkufactubxbs  iir  Philadxlfhia  Ajn>  TicmTT, 
OF  WRIGHT'S  PATENT  YABIABLB  OUT-OFP 
ENGINE,  tb«  best  yet  introduced. 

So<ler«— Cylinder,  flue  and  tabular. 

Sieafn^Hatntners,  of  Nasmy th  or  Davy  styles,  with  the  most  reoent  Impron 
ments,  and  of  all  sixes. 

Strahan^s  Drill  Grinding  Best,  and  Twist  Drill-Holder. 

Gcu«n^«— Loam,  dry  and  green  sand,  brass,  te. 

jBoo/«— Iron  frames  for  covering  with  slate  or  iron— neat,  durable  and  eoonomioiL 

CkiS'HdMerB  of  every  description.    BuiUUr§  of  HMenfer  ih§  PMUuMpMm 
Oa$  Workt,  of  100  and  160  feet  dxamtUr, 

Tanks  of  every  form,  for  sugar  estates,  reflneries,  oil,  ^bo. 

Qas  Machinery  of  every  description,  including  Betorts,  Beneh-castiBgi, 
Holders  and  Frames,  Puriflers,  Coke  and  Oharooal 
Barrows,  Gas-Yalves,  Governom,  Hoittiag  Haehiaee, 

Manufacturers  for  the  American  Meter  Company  of  their 

Patent  Dry  Centre  Valve  for  changing  puiflera. 
BarUX%  Patent  Wrought  Iren  Betort-lid— durable,  light  and 
cheap. 
Sugar  MacIUne^'p,  such  as  Vacuum  Pans  and  Pumps,  Defecators,  Bona-Blaok 
and  Bog  Filters,  Bone-Black  Burners,  Washers  and 
Elevators,  ^ydraulic  Elevators,  Sugar  and  Bone-Blaok 
Cars,  Strike  Heaters,  Open  Steam  Trains,  Ac 
OlasM  I*  BartoPi  improvement  on  Aspinwall  A  Woolsey's 

Centrifugal  Sugar-Draining  Machines. 
N.  RiUieux'i  Patent  Sugar-Boiling  Apparatos,  appUoabto 

to  Beet-Boot  and  Cane  Sugar. 
Bole  manufactaren  in  the  United  Btatea  of  W$itm$ 
Patent  Self-c8ntering,  Self-balancing  Oentriftigal  Sugar 
iJraining  Machine. 


Having  had  twenty  years  experience  in  the  matiufaetori  of  Sugar  Maehia«y 
for  Cuba,  South  America  and  the  United  SUtes,  th^  are  prepared  to  oontraet  te 
the  design  and  erection  of  apparatus  for  making  Sugar  ttom  Beet-Boot  or  Oeati 
And  for  refineries  for  either  Sugar  or  Molasses. 

They  are  also  in  pouession  of  plans  of  the  most  reoent  improvements  la 
mashinery  used  in  Franee  and  Germany  in  the  manufaetore  of  Beet-Boot  Bofftk 
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THE  SWAIN  TURBINE  COMPANY 

PROPRIETORS  AND  ItfANUFACTURBRS  OP 

TifBBiHE  Water  Wheel 


These  wheels  gave  seyeral  per  cent,  better  resolts  than  any 

other,  at  the  recent  test  of  Tnrbines  at  Lowell,  Mafs.,  although 

*it8  chief  competitora  were  got  up  for  the  occasion,  whereas  this 

one  was  made  before  the  test  was  thonght  of,  and  no  better  than 

we  will  warrant  all  of  our  wheels. 


J.  A.  COLEMAN,  139  Federal  St.,  Boston,  110  Broadway, 

New  York,  HOLYOKE  MACHINE  CO., 

Holyoke,  Mass.,  Agents. 


C.  B.  HILL,  President,  Boston,  Mass. 

A.  F.  mCHOLS,  Treasurer,  Lowell,  Mass. 

A.  M.  SWAIN,  Superintendent,  North  Chelmsford,  Mass. 
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GIRARP  TUBE  WORKS. 

JOHN  H.MXmPHY  &  BEOS. 

WOKSa^  TWSNTT-THZRD  and  ^ILBBRT  STBBETOi 

Oflloo  and  WarbhoiiMb  No.  42  N.  Fifth  Btraat, 

PHILADELPHIA. 

nn  un  mini  wfuiiui  msm 

With  ICallMble  and  Cast  Iron  Pitting!  to  sait  the  tame,  for  Steam,  Gas,  Waiar 
and  other  parpoaei ;  Gaa  and  Steam-Fittera'  Toole,  Braie  Work,  Sbq.   Agents  of  the 

••aUNPOWDER  COPPER  WORKS," 
Braaien'  and  Sheathing  Sheets  on  hand.    Pattern  Sheets  rolled  to  order. 

STEPHEN  USTICK, 

PATENT  ATTORNEY, 

Office,  108  S.  Fourth  Street,  Philadelphia. 


AU  badMM  jcaktias  to  proottring 

Amesloan  and  Veietsa  Pateata* 

Including 

Appeals,  Bejected  Applications,  Interference  Oases, 
Se-issues  and  E3rtensions, 

I  :  SSXBOUTSD  WITH  OARB  AND  DISPATCH. 

•    i 

U  Tim  ZMent  Oflloep  at  Washington,  visited  frequentlj. 

ovKSBB&Aini  mrsb  wossse 


TII0XA8HART.  WILLIAM  B.  BOOK 

HART   &   BUCK, 

ifAsrui'AcnrBSBa  ov 

WROUBHT  IRON  AND  OALYANIZED  TUBES 

lOB 

GAS,  STEAM,  WATER  OR  OIL. 
itlalleabU  arib  €asi  Iron  iitting0,  jQraas  iDorl^ 

OAS  and  STEAM-FITTEBS"  TOOLS,  Se. 
OMoa  and  w«rAh<Muu».  vos.  7*9  NortOi  Fifth  Street,  PhiladalpUa. 
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MIMMM'S 


Manufactured  by  the 


WWsr  TMMmrMMjfTM 


This  Engine  is  nneqnaled  in  design,  simplicity,  and  efficiency ;  catting  off  the 
ite&ni  at  any  ]x>int  in  the  stroke  by  the  action  of  the  governor  ;  it  regulates  per- 
fectly under  varying  conditions  of  load  or  pressure,  giving  the  utmost  possible 
Dconomy,  with  the  simplest  possible  form  of  construction — in  effect  embracing  all 
known  advantages  and  improvements  in  the  use  of  steam,  without  the  employment 
of  complicated  mechanism. 

These  Engines  are  equally  adaptable  to  the  use  of  Mills,  Factories,  or  Mines  ; 
ihey  require  no  more  care  than  the  common  engine,  and  develop  the  greatest 
attainable  "power  for  the  amount  of  fuel  used. 

NoTB. — This  improvement  can  be  applied  in  many  oases  to  existing  Engines. 

Descriptive  pamphlets  sent  free  on  application  to  the 


FOOT  OF  WEST  THIRTEENTH  ST.,  NEW  YORK. 
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HARRISON  STEAM  BOILER 


Vtaon  9IWAB  BimtT, 
Ohwkttown,  UuL,  Jaaaaxy  SI,  1808. 
Mr  JooPB  IT4BHiog,  Jr. 

8lr>— In  my  lift  eonminlofttlcii  to  jo«  te  nfard  to  yow  ilx  flftj-bocM  p«wv  itoim  boOan,  I  pio- 
mlMd  to  ffiT«  yon,  at  a  fatnr*  tima^  th*  tzaet  unoont  of  nTing  In  fti«L 

lampTaMedtobaaUttodownow.MlktptnTwnreloMandMeanitoMeoant  ofth*  fli^  vndfron 
Dmmb«r^807,  to  DMwbtr,  186%  to  «npM«  yov  WUm  witk  tiM  old  onai^  wh^ 

TboainonntorrBwiafarwoTCflMddnriBf  fhnttliiiowailuftrtbMioTwbdbrt.  Tboatem  ihmhiiu 
WM  alwnji  k«pt  oror  flf^  poand%  nnd  wo  worn  tborolbro  onablod  to  do  mora  work  In  •  ihortor  tlmt  witb 
tho  iuno  andUnory  and  appnnttno  thoa  with  onr  old  itooB  boi]oi%  la  whkh  tho  proMOio,  oft  tlaai^  eoi^ 
■ot  bo  kopt  np  hicMT  tboa  twonty  to  thirty  ponndi. 
Sho  oitonl  nrlng  In  tool,  dnvtof  thio  tliM^  wm  obo  thottoand  and  MTonty'Oiio  tom  ofooaL 

Toontrnly,  

QU8TATU8  JASPBR,  SnporiataiidMit. 


r,Jr. 


W oioiitor,  Kaa,  Fobmry  1, 1868L 


Diar  81r:— Afttr  odng  ono  of  yoor  thlrty-ooo  bono  powor  boilora  ■tztota  montha,  It  gHoi  bo  (nat 
■Itararo  to  oay  that  it  hao  proTod»  in  oncy  sartloalar,  ontlroly  Mtlofectory.  I  haTo  had  saay  opporttud^ 
il«  to  rteoBBond  11^  whlA  I  hoTo  dOM  with  ptoaonoL  For  ooooony  tn  fttol,  it  ozcolo  all  boOoio  la  wn^ 
I  oaa  lalM  itoam  la  ihortor  tlaio  than  la  aay  bdlor  I  haTooror  aooa;  aad  would  ohoorflhily  xoooasMd  it 
ai  ^  ohoapiit,  aate^  aad  w 


Tory  Toopootftilly  yoon^ 


A.  V. 


HiBaoov,  Jr.*  Siq. 


Oma  or  m  QBimn  Btitm  Xhul 

Mowport»N.H^IMnary  1,1888. 


fO 


orthoHarrlaoBBoOor.iiathaBd.  WoL. 

If  perfect  aatiafeotioB  la  ankknoio  ol  iataiB« 

tboold-feihioood  boUon.   Oar  boilir  dooo  not 

Iart,thoafh  aot  loaat,  oar  worktoM  aboat  Ik  4o 

Toaratraly, 

oonnr  A  Houm. 


Hiiaaoir,  Jr.,  Phfladolpbla,  Pa. 


<)gBooid,  ir.  H.,  Ibbraaiy  %  188BL 


Ditflir:— Toar  iiTcr  «r  JaaaarySth  oiBM  dalytobaad.  Tho  6SU  bono  powor  boOv,  wUck  w* 
had  ofyoa  ia  Ootobor,  baa,  ftoB  tho  tIaM  wo  ooauaoBcod  ito  aoo,  aatfl  BOW,  clvoa  porfeot  oatiiftctSoB^aad 
VooaaBooBOfoaaoBWbyitahofaldBOtooBtiaaotodoao.  ItiathaoBlyboUorraadwobaTobadaTHMyor 
MWi|)thataaitadaift«aithoflr8t  Wo  aavo  fhol,  aro  tioablod  with  no  lookaco,  and  feal  aaft  ia  wtnc 
fk    Wo  fan  oaly  aay  that  it  Boots  mora  thaa  oar  ospootatloaa.  Xmlyyonn^ 

JLBBOX,  DOWNIKQ  A  OOl 

i»|riat  Mil  aad  tPiKratidalitator,  apply  to 

JOSEPH  BARRISONp 

fiLAJRRX0Oir  BOm^lSIR  TFORKS» 

Cfra|f^«  JTbrty  JlM^  J 
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PAPER  MANUFACTURERS 


AND  AOCNTS  Of  THI 


OmCXS  AND  WAREHOUSES: 
Vo.    27    NOBTH  SIXTfi    STREET,    PHTTiADELPHIA. 

AMD 

No.  128  WILLIAM  STREET,  NEW  YORK 


HftTe  OB  hftod  ftod  make  to  ofd«r,  at  short  nolloe, 

laws  AJK&  soos  PBimnire  Pikvas, 

M3A  QVAIITIBS  AHI)  dm. 

((odoms  JKUn  "Writing  laj^ers, 

IMPORTERS  OF  CHEMICALS  AND  FELTINGS, 


OF  EYBBT  BBiOBZFTXOV. 

Oash  Market  Prices  Paid  for  all  kinds  of  Paper  Stock. 
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FOR  PROCURING 

Mt^  ma  l0rap  mimi%, 

FORREST  BUILDINGS. 
tt9  SaVTMFOtmTM  SrmSMT,  PMtLM9mL^MM, 

AND 

aA.6.s.Bx.a:    B-u-ziiSixrca-s,    4eo    sxi-v-aixr-rxx    STXbsixiT, 

[Opposite  IT.  S.  Patent  OlBoe,] 

WASHINGTON,  JD.  C. 


H.  HOWSON,  C.  HOWSON, 

Solicitor  of  Patents.  Attorney  at  Law. 


QommunioatioTis  should  he  addressed  to  the  ^IftjTOKP^L  OFFICES, 
(PSILj^QELCPHIJi. 


Bm^MOMB  Qmeette 


A  iQvmmM^  OF  rMsi^sPOMmriajf. 


Railroad  Questions  discussed  by  Practical  Railroad  Men. 

Illustrated  Descriptions  of  Railroad  Inventions. 

Railroad  EngiEteering  and  Mechanics. 

Record  of  the  Progress  of  Railroads. 

Railroad  Reports  and  Statistics. 

General  Railroad  News. 

Railroad  Elections  and  Appointments. 

Twenty-four  large  quarto  pages,  published  every  Saturday. 

••  A  model  of  what  a  railroad  newspaper  should  he.*'— Chicago  Tribune. 

**  All  railroad  men  read  the  Gaz kttb."— Sfeomin^ton  Leader. 

•«  The  best  journal  of  ite  class  in  the  United  SUtes.*'— Z/a  Crosae  Leader. 

••  A  valuable  paper  to  stockholders,  and  all  interested  in  railroads."— -AT.  K  Olohe* 

'EveTy  Railroad  Man,  and  every  man  interested  in  Railroads,  should 
have  it.     Terms,  $3.00  a  year,  in  advance.    Address 

101  WABHnraTOH  bt.,  ohioaoo. 
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J.  REYNOLDS  &  SON. 

K.  W.  Cor.  Thirteenth  and  Filbert  Streets, 

PJHX&i».nKK.PJH(XA,  PA., 
SOL.B  MANUFACTURERS  OF  TH£  OELBBRATED 

W&OUGHT  IRON  AZR-TIGBT 
With  '^ltent  Dnst^ereeii,  Grate-Bar  Rests 

JLVD 

WROUGHT  IRON  RADIATOR. 


This  ett  represente  our  Heater  wi&'  the  Patent  Wrought  lion  Radiator 
attached.  It  is  mi^e  of  heavy  iron,  well  riveted  together,  and  is  permaneDtly 
attached  to  the  Heater;  o;>aEilng8  for  cledcdaie  from  the  ontside  of  hnck  chamber 
are  provi<&4,  so  that  ii  can  Va  done  at  taj  £ie  by  any  person.  Our  Heater  baa 
undoubted  and  de«d>l  adrintages  €wa*  twrrj  other  Heating  Apparatus  now 
iffsred  for  lale,  espaoiallj  l3i  burning  Stesa?  idus  Coal. 

We  desk's  to  call  iho  attention  of  those  'jk  vint  of  Cooking  Apparatus  to 

OUR  OWN  CBLEBBATS}  t  INGES  (three  sises). 

HARRISON'S  IMPROVED  EURO^S  iN  RANGES  (thirty  sixes). 

IMPROVED  70NCH  RANGilS  AND  BROILERS 

For  Hotels,  Restaurants,  Ac. 

And  OUR  PATBf^JT  FLAT-TOP  HEATING  RANGK 

LATR0B3  HEATERS,  SLATE  MANTELS, 

LOW-DOWN  GRAf  :S,  PORTABLE  HEATERS, 

REGISTE19,  p  VENTILATORS,  &e.,  &a 

iSrSend  for  #•     of  our  Illustrated  Pamphlets.^M 
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924  Chestnut  Street,  JPhUddelpMa, 


MAVUVACTUBSU  AVD  niPOBTUB  OF 


fUKVEyiBO  001IPAB8X8,  EVOISZEBff  8TAII0IEBT» 

SpectacleS|.  HicroscopeSi  Opera  Glasses,  Spy  Glasses,  Lenses, 


ELECTRICAL  lACHINES  WITH  PROF.  B.  E.  ROGERS'  CONDENSERS, 

PmLOSOPHICAL  INSTRXTMBXTTS  AND    SCHOOL  APPARATUS. 


I^Each  of  the  following  parti  of  oar  priced  and  illoatrated  Catalogne  sent  ^ 
any  addren,  free  of  charge : 
Part  1.— Mathematical  Instruments. 

Part  2. — Optical  Instruments, 
f  Part  8.— Stereoscopticans  and  Magic  Lanterns. 

Part  4.— PhilosqOiioal  ImtnoGWlv 
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MANUFACTURERS  OF 


ntbim  i||ater=||ljeel 


FOR 

8im:plicity, 

POWER, 

AND  ECONOMY  OF  WATBB, 

Unequalled  by  any  Iron  Wheel  Manufactured. 

Manufactories  at  WESTFIELD,  Hampden  Co.,  Mass.,  and 
MOUNT  MORRIS,  Livingston  Co.,  N.  Y. 


C.  LOFLIN,  President.  Westfield,  Mass. 
G.  L  LOFLIN,  Secretary  and  Treasurer,  Westfield.  Mass. 
G.  S  WHITNEY,  Secreta^  and  Treasurer.  Mount  Morris. 
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SEAMLESS  DRAWN  BRASS  TUBES 


AND 


SEAMLESS  ORAWR  COPPER  TUBES, 


ros 


Locomotive,  Marine  St  Stationary 
BOILERS, 

MANUTACTUBED  BT  AMERICAN  TUBE  W0BS8, 

BOSTOir,   ICASS. 


ALSO. 

HBATBB  TUBES,  PAPER  EOLLS, 

WORMS  FOR  STILLS,  BILGB  PIPES, 

HAND-RAILS,  STEAM  PIPES, 

PUMP  CHAMBERS,  CONDENSERS, 

FEED  PIPES,  PUMP  RAMS, 

SAND  PIPES,  .  PRINTERS'  BOIIfi, 
BRASS  TUBES  FOR  PLUMBING  &  OTHER  PURPOSES. 


Office,  103  State  Street,  Boston, 

JOSEPH  H.  COnON,  Tlreasunir. 

ITew  York  Office,  69  Wall  Street, 

W.  H.  BAILEY.  AaenL 
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JOURNAL 


FEANKLIN"  INSTITUTE 


OF   THE  STATE  OP  PENNSYLVANIA, 


POR  TBS 


PROMOTION  OP  THE  MECHANIC  ARTS. 


Vol.  LIX.]  JUNE,  18tO.  [No.  6. 


E/D 


ITORIAL. 


ITEMS  AND  NOVELTIES 

Cutting-Tools  of  ^^  Black  Diamond*"— At  the  last  meeting 
of  the  Frankliii  Institute,  mention  was  made  of  the  remarkable 
work  which  had  been  done  with  these  tools  at  the  establishment  of 
William  Sellers  &  Co.,  and  at  that  of  J.  E.  Mitchell. 

At  Mr.  Sellers'  works,  one  of  these  fragments  had  been  in  use, 
daring  several  months,  for  turning  off  the  large  grindstones,  and 
had  performed  this  arduous  service  some  fifteen  or  twenty  times 
without  sensible  deterioration  or  loss  of  substance  to  itself.  It 
was,  moreover,  stated  that  with  this  material  a  cut  could  be  made 
on  such  a  substance  as  that  of  the  grindstone  exactly  as  though 
this  latter  were  soft  iron  or  wood.  Mr.  Coleman  Sellers  exhibited 
a  drill  for  glass  prepared  with  the  same  material,  which  he  had 
Vol.  LIX.— TniKD  Skbii58.— No.  6.— Jxjkb,  1870.  46 
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:KiNSON  S  ADJUSTABLE 
CARBON  TOOL 


362  Editorial. 

used  with  great  success.  Mr.  Mitchell  said  that  he  had  fouDd  the 
carbon  cutters  invaluable  in  cutting  out  small  grindstones,  which 
operation  was  eflfected  by  them  with  wonderful  ease  and  rapidity. 

This  black  diamond  or  opaque  crystalline  carbon  is  identical  in 
substance  with  the  transparent  jem,  but  excells  it  in  hardness  in  a 
marked  degree.  It  is  found  in  the  long-known  diamond  localities, 
as  a  part  of  the  matrix  or  surrounding  rock. 

The  advantages  of  these  carbon  points  or  cutters,  over  the  natu- 
ral crystallized  carbon  or  steel,  are  numerous,  the  most  important 

of  which  being  that  as  they 
M^    Jy.i     Qi?  are  more  durable  and  do  not 

require  sharpening,  by  their 

being  artificially  formed  into 

^^  ^^  wedge,    angular,    or     other 

shapes,  fewer  of  them  are  required ;  also,  they  can  be  firmly  and 

solidly  adjusted  in  dovetailed  seats  or  grooves  in  a  holder  or  tool, 

with  the  greatest  facility. 

The  adjustable  tool,  Fig.  1,  answers  admirably  for  this  purpose. 
Fig.  2  shows,  on  larger  scale,  the  cavities  cut  to  admit  the  carbon 
points  which  are  secured  therein  by  drawing  the  longitudinal 
jaws,  A  A,  together  by  screws,  B  B.    The  advantages  of  this  tool 

are  manifold,  in  making  odc 
'^^'^^^^g^^^^  ^^H^^  carbon  point  answer  numer- 

ous purposes,  thereby  econo- 
mizing time  and  expense— a 
great  desideratum  to  a  work- 
ing mechanic.  It  is  obvious 
that  this  would  not  be  practicable  with  carbon  in  its  natural  state, 
owing  to  its  irregularity  of  shape  and  want  of  cutting- edges,  and 
the  limited  knowledge  possessed  by  mechanics  generally  of  dia- 
monds and  their  nature,  as  well  as  skill  requisite  in  setting  them 
properly. 

The  engraving  represents  some  of  the  various  forms  to  which 
these  diamonds  are  ground,  and  are  referred  to  by  number.  Their 
uses  may  be  enumerated  as  follows :  No.  1  is  a  triangular  prism- 
like cutter  for  turning  or  working  stone,  &c.  No.  2  is  a  flat  drill 
point  for  drilling  stone,  glass  or  metal.  No.  3  is  a  burin  for  cut- 
ting or  turning  metal.  No.  4  is  a  quadrangular  prism  for  working 
stone,  &c.  No.  5  is  a  hexahedron  to  be  inserted  in  the  edge  or 
face  of  a  circular  saw  for  cutting  stone.     No.  6  is  a  double-sided 


Digitized  by 


Google 


Items  and  Novelties,  363 

trapezoid,  used  in  various  positions,  for  marking  or  turning  stone, 
steel  or  other  substances.  No.  7  is  a  chisel  point  or  cutter  for 
turning  metal,  &c.  No.  8  is  a  drill-faeed  parallelogram  for  point- 
ing combination  drills  for  drilling  and  reaming  stone,  metal,  &c. 
No.  9  is  a  quadrangular  prism  with  a  planer  cutting  point  for  cut- 
ting or  planing  metal,  &c.  No.  10  is  a  truncated  prism  for  work- 
ing stone,  &c.  No.  11  is  similar  to  No.  8,  and  used  for  the  same 
purpose.  No.  12  is  a  truncated  prism  used  for  facing  or  edging 
ring  or  cylinder  drills  and  circular  saws  for  cutting  stone,  metal,  &c. 
No.  13  is  a  quadrangular  double-faced  drill   point  for  drilling 

1  2  a  i  5 

■    t    t    i     « 
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•      i  I  #     f 
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stone,  &c.  No.  14  is  a  quadrangular  pyramid  used  for  reaming 
stone  or  metal.  No.  15  is  similar  to  No.  5,  and  is  used  for  the 
same  purpose.  No.  16  is  a  quadrangular  cube,  with  graver  edge, 
for  cutting  metal,  &c.  No.  17  is  a  flat  octahedron  for  drilling 
stone,  glass,  &c.  No.  18  is  a  flat  ovoid,  with  double  drill  point,  for 
drilling  or  counter-sinking  stone,  metal,  &c.  No.  19  is  a  tetrahe- 
dron, used  the  same  as  no  18.  No.  20  is  a  pyramidical  drill  point, 
used  the  same  as  Nos.  18  and  19.  No.  21  is  a  truncated  prism, 
used  the  same  as  Nos.  1  and  10.  No.  22  is  a  drill-pointed  prism 
reamer.  No.  28  is  similar  to  No.  22,  and  used  the  same.  No.  24 
the  same  as  No.  7,  with  angular  edges,  and  used  for  the  same  pur- 
pose.    No.  25  is  a  double  inclined  plane  wedge  for  cutting  stone 
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or  metal.  No.  26  is  a  quadrangular  wedge  for  turning  stone  or 
metal.  No.  27  is  an  acute  conical-turned  diamond  point,  used  for 
engraving,  etching  steel  by  bank  note  engravers,  &c.  No.  28  is  a 
diamond  in  its  natural  crystallized  state,  as  found  in  the  mines. 
Crystallized  carbon,  of  which  the  above  points  are  made,  is  of  t 
black  or  gray  color,  opaque  and  irregular  in  shape,  and  devoid  of 
angles.  The  above  illustrated  points  or  cutters  range  in  size  from 
one-sixteenth  of  a  karat  to  ten  karats  each  (a  karat  is  equal  to  four 
grains).  Their  perfectness  of  finish  depends  upon  the  purpose  and 
materials  to  which  they  are  to  be  applied.  For  metal  they  require 
to  be  sharper  than  for  stone.  The  shapes  as  above  given  are  only 
approximated  in  practice,  as  the  granular  character  of  the  material 
renders  a  fine  finish  as  impossible  as  the  grinding  action  of  these 
tools  makes  it  unnecessary.    (See  advertisement  Sd  page  of  cover.) 

High  Leyel  Bridge  at  develand.— In  an  address  lately  de- 
livered before  the  Scientific  Association  of  the  above  place,  Mr.  J. 
F.  Holloway  gave  a  full  and  interesting  discussion  of  the  important 
questions  involved  in  the  proposal  to  connect  the  two  sections  of 
the  city  by  a  high  level  bridge. 

After  describing  the  inconveniences  at  present  experienced  f^om 
the  great  descent  and  elevation  to  be  overcome  in  crossing  the  val- 
ley of  the  Cuyahoga,  the  railroads  to  be  crossed  and  the  draw- 
bridges to  be  encountered,  Mr.  Holloway  proceeds  as  follows : 

In  order  to  erect  a  bridge  that  shall  be  high  enough  to  allow  tbe 
passage  under  it  of  vessels  of  the  largest  class,  it  must  have  its 
floor  at  an  elevation  of  one  hundred  and  forty  or  one  hundred  and 
forty-five  feet  above  the  level  of  the  river ;  and  in  order  to  obtain 
this  height,  and  also  to  cross  the  river  at  right  angles,  the  western 
terminus  of  the  bridge  must  be  at  or  near  the  high  bank  near  the 
intersection  of  Bussia  and  Franklin  streets,  which  is  nearly  oppo- 
site the  grain  elevator  of  Gardner,  Burt  k  Co.  This  terminus  will 
best  accommodate  the  population  of  the  west  side  of  the  city,  as  bj 
its  easy  connection  with  Pearl,  Franklin,  Fulton,  Lorain,  Detroit, 
and  other  streets  that  branch  out  from  them,  the  travel  of  the  west 
side,  as  well  as  that  of  the  country  beyond,  including  the  Lake 
road,  Eocky  river,  Brighton,  Brooklyn  and  the  Heights,  can  easily 
and  naturally  centre  at  this  point.  The  most  desirable,  and,  as  I 
think,  the  [only  proper  termination  of  the  east  end  of  the  bridge 
would  be  at  the  foot  of  Superior  street,  on  the  ground  now  occupied 
by  the  Atwater  Building;  and  I  think  I  shall  be  able  to  show,  in 
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speaking  of  the  detail  of  the  bridge,  how  this  terminus  can  be  made 
not  only  without  damage  to  that  property,  but  in  such  a  manner  as 
largely  to  increase  its  value. 

Taking  these  two  starting  points,  we  have  what  will  be  the 
longest  route  for  a  bridge,  but  one  which,  in  its  construction,  will 
be  the  best  for  the  present  as  well  as  the  future  interest  of  the  city ; 
and,  indeed,  the  only  route  on  which  a  bridge  without  a  draw  can 
be  built  with  grades  that  would  be  passable.  The  distance  between 
the  abutments  of  the  bridge  on  this  route  will  be  about  three  thou- 
sand feet.  The  elevation  of  the  surface  of  the  street  at  the  Atwater 
Building  is  seventy-five  feet  above  the  water  level.  The  street 
grade,  at  the  corner  of  Pearl  and  Franklin  streets,  is  one  hundred 
and  twelve  feet  above  the  level  of  the  water.  The  western  approach 
to  the  bridge  should  begin  at  this  point,  while  the  bridge  proper 
would  begin  at  or  near  the  top  of  Franklin  street  hill.  The  dis- 
tance from  Pearl  street  to  the  centre  of  the  river  is  about  nine  hun- 
dred feet,  and  if  it  be  found  necessary  to  have  the  summit  of  the 
bridge  at  one  hundred  and  forty-five  feet  above  water  level,  we 
would  then  have  a  rise  of  thirty-three  feet  to  make  in  nine  hun- 
dred, equal  to  a  grade  of  three  and  two-thirds  feet  in  one  hundred, 
which  is  a  very  moderate  grade.  The  approach  to  the  Cincinnati 
bridge  is  five  feet  in  one  hundred,  and  the  grade  at  the  east  end  of 
the  Washington  street  tunnel  of  Chicago,  six  and  one-fourth  feet  in 
one  hundred,  and  up  this  grade  (which  is  nearly  double  the  pro- 
posed grade  of  the  Cleveland  bridge),  a  team  of  two  horses  has 
hauled  over  four  tons.  From  the  centre  of  the  river  to  the  foot 
of  Superior  street  is  about  three  thousand  feet.  The  difference  of 
elevation  between  the  eastern  end  of  the  approach  to  the  bridge 
and  its  summit  is  seventy  feet,  but  as  the  elevation  would  be 
divided  into  a  distance  of  three  thousand  feet,  the  grade  would  only 
be  two  and  one-third  feet  in  one  hundred,  which  is  equal  to  the 
grade  of  many  streets  in  the  city  which  most  people  would  suppose 
are  nearly  or  quite  level. 

As  the  height  of  the  piers,  tod  consequently  their  cost,  will  bear 
a  large  proportion  of  the  cost  of  the  bridge,  it  becomes  a  question 
of  considerable  importance  as  to  what  kind  of  a  bridge  will  be  the 
cheapest  under  such  circumstances,  and  at  the  same  time  have  the 
requisite  amount  of  stability  and  strength.  Inasmuch  as  several 
parties  are  now  devising  and  preparing  plans  for  a  bridge  suitable 
for  this  location,  I  shall  leave  out  any  reference  to  that  part  of  the 
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subject,  simply  adding  that  there  is  no  difficulty  in  making  it  either 
truss  or  suspension,  or  a  combination  of  both. 

One  of  the  most  important  advantages  pertaining  to  this  bridge 
scheme,  next  to  its  safeness  over  its  present  route,  is  the  great 
saving  of  time  that  would  occur  from  its  use,  if  used  simply  by 
foot-passengers  and  by  vehicles ;  but  this  saving  of  time  can  be 
largely  increased  by  so  constructing  the  bridge  as  that  there  shall 
be  two  tracks  across  it  for  cars.  The  cars  will  be  propelled  by  an 
endless  wire  rope  making  the  entire  circuit  of  the  bridge,  and 
attached  to  the  cars  in  such  a  manner  as  that  when  one  car  is  at 
one  end  of  the  bridge  the  other  car  shall  be  at  the  other  end.  This 
wire  rope  (which  will  be  carried  on  pulleys  stationed  at  various 
places  on  the  bridge)  will  be  moved  by  a  steam  engine  located 
within  one  of  the  abutments  of  the  bridge.  At  intervals  of  five  or 
ten  minutes,  during  the  day,  or  oftener,  as  business  demands  it,  the 
person  having  charge  of  the  engine  will  set  it  in  motion,  and  the 
cars  will  start  at  the  same  moment  from  both  ends  of  the  bridge, 
and  pass  each  other  in  the  middle  of  the  same. 

The  passage  of  the  cars  from  one  end  of  the  bridge  to  the  other, 
if  run  at  the  low  speed  of  twelve  miles  per  hour,  would  be  made  in 
three  minutes ;  but,  allowing  for  the  time  lost  in  starting  and  stop- 
ping, it  will  be  safe  to  say  four  minutes.  Now,  the  time  it  requires 
to  go  from  the  top  of  Superior  street  hill  to  the  top  of  Detroit 
street  hill,  either  by  the  street  cars  or  by  walking,  will  average 
twenty  minutes,  provided  there  is  no  delay  at  the  railroad  crossing, 
or  that  the  drawbridges  are  not  open.  When  either  or  both  of 
these  happen,  the  time  is  prolonged  to  one-half  or  three-quarters  of 
an  hour.  Putting  the  saving  of  time  in  crossing  at  the  low  average 
of  fifteen  minutes  for  each  crossing  of  the  thousands  of  people  who 
could  be  carried  over  in  the  oars,  and  multiplying  that  time  saved 
by  the  most  modest  estimate  any  one  would  make  of  the  value  of 
his  time,  you  would  find  the  daily  saving  a  very  considerable  sum. 
This  multiplied  not  by  one  year  only,  but  by  the  years  a  properly 
constructed  bridge  would  last,  and  you  have  a  fabulous  sum.  In 
this  no  account  is  inade'of  the  rest  it  will  offer  and  the  convenience 
it  will  afford  one  to  step  from  k  pleasant  waiting-room  into  a  com-- 
fortable  car,  and,  without  delay,  of  dust,  or  heat  or  cold,  be  safely 
and  quickly  carried  the  long  distance  that  would  be  bridged  over.- 
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The  total  number  of  persons  and  teams  now  crossing  the  river  is 
daily  about  15,210  persons  and  4,671  teams. 

But  returning  to  the  detail  of  the  bridge,  I  would  say  that  tho 
ends  of  the  bridge  should  be  within  a  depot  or  bridge  house  into 
which  the  cars  of  the  bridge  should  run,  and  from  which  the  ap- 
proach to  the  promenade  or  passage  for  foot  passengers  should 
begin.  The  bridge  house  for  the  eastern  end  should  be  in  the  open 
space  in  the  rear  of  the  Atwater  buildings ;  and  the  entrance  to  the 
bridge  should  be  through  the  building.  This  could  be  done  by 
removing  all  the  stores  on  the  level  of  Superior  street,  leaving  the 
banks  on  either  side,  and  by  opening  up  the  front  of  the  building 
by  arched  ways  for  the  passage  of  teams  and  passengers.  This 
could  be  done  without  disfiguring  the  front  of  the  building  in  the 
least.  The  space  in  the  rear  could  be  raised  up  to  the  street  level, 
by  stone  or  brick  arches  and  girder  beams,  so  as  to  make  it  dura- 
ble and  substantial.  This  space  could  be  enlarged  beyond  what 
would  be  necessary  for  the  use  of  the  bridge  alone,  and  thus  by 
opening  up  the  rear  of  the  present  building  into  store  and  office 
fronts,  what  is  now  of  little  value,  these  would  become  the  most 
desirable  places  for  business  in  the  city,  as  it  would  be  in  the  cen- 
tre of  the  greatest  thoroughfare  within  the  city  limits. 

In  the  centre  of  this  arena  would  be  the  waiting  room  of  the 
bridge  cars,  and  any  person  desiring  to  go  over  on  the  cars,  would 
enter  here  and  pay  their  fare  as  at  the  bridge  house  of  the  New 
York  ferries,  and  step  into  the  cars  if  there,  or  take  a  seat  until 
they  came  in ;  thus  no  conductor  would  be  necessary  on  the  cars. 
If  they  desired  to  walk  over,  they  would  pass  through  the  room  and 
up  a  short  flight  of  steps,  and  find  themselves  on  the  premenade. 

Inasmuch  as  the  width  of  the  bridge  will  also  be  a  considerable 
item  of  its  cost,  it  is  desirable  to  restrict  it  in  that  respect  as  much 
as  possible  without  detriment  to  its  usefulness.  Hence  I  would 
propose  that  the  roadway  for  teams  be  on  each  side  of  the  passage 
for  street  cars,  and  thus  by  dividing  the  travel  into  right  and  left 
channels,  there  would  be  less  confusion  and  delay.  As  the  road- 
way and  car  tracks  must  be  separated  by  a  truss  in  order  to  give 
strength  to  the  floor  of  a  bridge,  I  would  carry  this  truss  up  high 
enough  to  support  a  floor  across  over  the  cars,  and  at  the  same 
time  answer  for  a  railing  or  balustrade  to  the  same.  This  space 
floored  over  between  the  trusses,  each  side  of  the  cars  would  be 
the  promenade  or  passage  for  foot  passengers ;  and  as  it  would  be 
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wide  and  roomy,  free  from  dust,  affording  one  of  the  most  magnifi- 
cent views  of  the  lake,  the  harbor  and  its  shipping,  and  of  the  val- 
ley of  thQ  Cuyahoga  and  its  winding  river  possible  for  any  one  ever 
to  obtain. 

There  is  another  important  feature  connected  with  this  bridge  of 
which  I  desire  to  say  a  few  words,  although  it  does  not  pertain  to 
the  crossing  from  one  side  of  the  river  to  the  other,  and  that  is : 
By  using  the  piers  made  for  the  high  level  bridge,  a  second  bridge 
may  be  made  under  the  main  bridge,  by  the  use  of  which  persons 
and  teams  could  go  from  the  east  side  to  the  valley  of  the  Cuyahoga 
or  to  the  flats,  as  it  is  called,  without  crossing  the  railroad  tracks 
at  the  foot  of  west  Water  street.  This  railway  crossing  has  been 
the  subject  of  much  thought. 

Now,  by  coming  in  on  to  this  lower  levfel  bridge,  part  of  the  way 
down  south  Water  street,  say  about  opposite  the  end  of  Long  street, 
and  on  Station  street,  on  the  Superior  street  hillside,  this  bridge 
could  be  made  high  enough  to  cross  over  the  cars  on  the  railroad 
and  also  to  cross  over  James  street  high  enough  not  to  interfere 
with  travel  on  it;  and  then  on  a  descending  grade,  cross  the  canal 
and  land  on  West  street :  or  by  opening  a  street  through  to  Centre 
street,  it  would  connect  at  once  with  the  end  of  Columbus  street, 
and  thus  open  up  a  direct  route  from  the  flats  to  the  top  of  Superior 
street  hill  on  an  easy  grade,  and  do  away  with  all  the  dangers  and 
delays  of  the  railroad  crossing  at  south  Water  street. 

The  relative  difficulties  of  this  and  other  similar  works  now  fin- 
ished or  in  progress  are  then  discussed,  and  it  is  shown  that  the 
plan  proposed  is  far  within  the  limits  not  only  of  engineering  fea- 
sibility but  of  accomplished  results. 

Safety  Valve. — Patented  by  J.  D.  Lynde.- — At  the  last  meeting 
of  the  Franklin  Institute  there  was  exhibited  in  operation,  and  ex- 
plained by  diagrams  projected  on  the  screen,  the  above  valve,  whose 
structure  and  mode  of  operation  is  as  follows: 

Fig.  1  shows  it  partly  in  perspective  with  the  "lock  up"  case, 
and  Fig.  2  is  a  vertical  section  of  the  same  valve,  as  it  is  construc- 
ted for  locomotives,  1 1  showing  a  portion  of  a  dome  cap. 

A  is  the  valve ;  B  guide  wings  on  top  of  the  valve  and  connecting 
the  concave  disk,  c,  thereto.  D  is  the  rim  against  which  the  guide 
wings  bear.    E  is  the  guide  pin  to  the  valve.     F  is  the  guide  nut. 
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f'  the  guide  nut  braces,     g  the  wings  to  strengthen  the  guide  pin, 
E.    H  is  the  annular  passage  for  steam  around  the  valve,  by  which 
the  steam  is  turned  up  against  the  disk,  c.    K  is  a  lever  of  any  suit- 
Fig.  1. 


able  length  for  trying  the  valve.  The  valve  is  held  down  by  the 
spiral  spring,  L,  and  set  as  required  by  the  crosshead,  M,  and  bolts 
and  nuts,  n  n. 

When  the  valve,  A,  begins  to  rise,  the  steam  will  pass  through 
the  narrow  space  (about  one  sixty-fourth  of  an  inch)  between  the 
disk,  c,  and  rim,  d.  If  the  pressure  then  rises,  say  a  couple  of 
pounds  higher,  the  valve  opens  wider — while  the  space  between 
the  rim  and  disk  has  not  increased,  the  sides  being  vertical — and 
more  steam  will  pass  into  the  passage,  H,  than  can  pass  by  the  disk, 
c ;  then  the  whole  force  and  velocity  of  the  escaping  steam  will  be 
exerted  on  the  disk  carrying  it  suddenly  upward,  with  the  valve, 
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overcoming  the  increased  power  of  the  spring,  and  permitting  the 
steam  to  blow  off  rapidly  until  the  pressure  has  fallen  to  near  where 
the  valve  started  to  alarm,  when  it  will  suddenly  close,  thus  simply 

Fig.  2. 


blowing  off  the  surplus  steam,  which  will  be  noticed  by  engineers 
to  be  a  different  action  from  any  other  valve. 

Suez  Canal. — Two  reports  on  this  great  work,  which  have  just 
appeared,  furnish  us  with  several  items  of  interest  in  addition  to 
what  we  already  have  known  and  seen  here  recorded  on  the  same 
subject.  In  the  first  place,  the  report  of  M.  de  Lesseps,  presented 
to  the  shareholders  at  Paris,  states  that  $1,600,000  will  be  required 
this  year  to  complete  or  improve  the  works.  The  total  number  of 
vessels  passed  through  the  canal  from  the  day  of  its  opening  to  the 
the  15th  of  March,  was  209. 
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Again,  in  the  report  of  Captain  Richards,  R.N.,  and  Lieut.-Col. 
Clark,  C.  B.,  sent  by  the  English  government  to  examine  the  canal, 
with  reference  to  the  future  utility  of  the  same  to  the  English  ma- 
rine, we  observe  that  by  62  accurate  sections,  taken  at  different 
points,  the  canal  is  found  to  be  essentially  completed  according  to 
the  original,  or  rather  modified,  designs  of  the  company,  and  ^'  is, 
at  the  present  moment,  undeniably  a  navigable  canal  for  vessels  of 
considerable  draft  and  tonnage." 

It  appears  that  the  company  intend,  without  delay,  to  reduce  the 
sharpness  of  certain  curves,  and  widen  the  bed  at  these  points  to 
180  feet  on  the  floor;  ako,  to  make  the  channel  at  Port  Said  30  feet 
deep.  This  will  require  the  removal  of  about  451,000  cubic  yards 
of  earth. 

It  is  also  intended  to  mark  the  banks  of  the  canal  by  conspicuous 
beacons  at  each  mile,  and  to  provide  posts  or  bollards  for  securing 
ships  or  heaving  them  off  at  every  tenth  of  a  mile,  and  to  mark  the 
limits  of  16  feet  water  on  each  side  by  buoys  placed  about  400 
yards  apart. 

According  to  the  same  report,  no  difficulty  is  to  be  apprehended 
in  regard  to  the  harbor  of  Port  Said,  either  with  reference  to  keep- 
ing the  channel  open  or  in  its  approach  by  vessels. 

So,  also,  as  to  the  silting  up  of  the  canal  by  drifting  sand,  the 
permanence  of  the  fresh  water  canal,  now  ten  years  old,  being  con- 
clusive evidence  upon  this  point.    * 

The  authors  of  this  report  further  conclude  that  the  use  of  this 
canal  will  be  decidedly  advantageous  to  several  classes  of  war  ves- 
sels and  to  the  mercantile  marine. 

Practical  Scientific  Instruction.— In  the  last  number  of  the 
Qitarierly  Journal  of  Science,  we  find  an  excellent  article  on  the 
above  subject,  by  George  Gore,  F.B.  S.,  which  contains,  among 
other  things,  atfswers  to  two  or  three  popular  fallacies,  which  are 
well  worthy  of  repetition,  if  merely  as  specimens  of  epigrammatic 
force  in  expression. 

Thus  it  is  suggested,  if  "a  little  knowledge  is  a  dangerous  thing,^" 
how  much  more  dangerous  is  still  less  knowledge? 

England  spends  five  times  as  much  on  pauperism  and  crime  as 
on  education,  whilst  Switzerland  spends  seven  times  istsniuch  oh 
education  as  on  pauperism  and  crime. 

If,  as  is  frequently  argued,  ignorance  has  its  advantages,  how  = 
much  greater  must  be  those  of  intelligence  ? 
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Sonorous  Vibrations  Illustrated.— Among  the  numerous 
arrangements  which  have  been  devised  for  this  purpose,  few  are 
more  effective  than  that  of  Koenig,  of  which  the  accompanying 

wood-cut  illustrates  the  application. 
Two  gas  jets  are  arranged  before  a 
rotating  cube  of  mirrors,  and  are  con- 
trolled by  valves  attached  to  organ 
pipes,  or  other  bodies  capable  of  so- 
norous vibration. 

When  these  vibrate,  the  flow  of  gas 
being  varied  at  each  pulsation  of  the 
same,  the  flame  leaps  up  and  retreats 
likewise,  and  thus  its  image  in  the  ro- 
tating mirror  becomes  a  series  of  lu- 
minous tongues,  in  place  of  a  smooth-edged  band  of  light,  as  it 
appears  when  the  flame  is  at  rest.  We  are  indebted  to  Mr.  E.  S. 
Ritchie,  of  Boston,  whose  vital  improvements  and  ingenious  modi- 
fications in  the  induction  coil  and  Iloltz  machine  are  so  well  known 
to  our  readers,  and  by  whom  also  this  apparatus  is  manufactured, 
for  the  accompanying  wood-cut. 

Fluids  in  Crystals. — Vogelsang  and  Geissler. — A  novel  appli- 
cation of  the  spectrum  analysis  has  lately  come  to  our  notice,  namely 
to  the  detection  of  the  chemical  nature  of  the  liquids  sometimes 
found  in  quartz  crystals.  The  above  named  scientists  placed  frag- 
ments of  such  crystals  in  a  retort,  which  they  exhausted,  and  then 
applied  heat,  upon  which  the  confined  material  was  liberated,  and 
its  vapor  collected  in  a  Geissler  tube.  The  only  result  mentioned 
in  this  connection  is  the  detection  of  carbonic  acid. 

The  Eclipse  Observations  in  1869.— We  quote  from  a  late 
number  of  Nature  a  letter  by  Professor  C.  A.  Young,  which  con- 
tains many  items  of  interest. 

"Will  you  grant  me  space  for  a  few  words  on  my  spectroscopic 
observations  of  the  American  eclipse,  and  what  seem  to  me  the  in- 
ferences to  be  drawn  from  them  ?  I  make  the  request  the  more  freely 
because  I  have  met  from  time  to  time  allusions  to  them  in  your 
journal,  and  remarks,  some  of  which  seem  to  require  my  notice,  if 
only  to  express  my  appreciation  of  the  considerate  courtesy  with 
which  they  have  been  treated  by  gentlemen  who  differ  very  widely 
from  my  conclusions. 

"  1.  Regarding  the  use  of  the  spectroscope  in  the  observation 
of '  contacts.' 
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"  I  think  the  language  of  Mr.  Stone  and  some  others  in  a  discus- 
sion of  the  matter  at  a  meeting  of  the  Astronomical  Society,  re- 
ported in  jour  columns  in  December  last,  implies  a  misapprehen- 
sion. What  I  have  proposed  (and  executed  in  the  case  of  the  moon) 
is  to  use  the  extinction  of  the  bright  C  line  in  the  spectrum  of  the 
chromosphere  as  a  criterion  of  contact  with  the  limb  of  the  photo- 
sphere, not  with  the  upper  surface  of  the  chromosphere,  which 
would,  of  course,  as  indicated  by  Mr.  Stone,  be  a  perfectly  worth- 
less observation. 

'*  The  value  of  the  method  lies  in  this,  that  it  furnishes  an  easily 
apprehended  phenomenon  to  be  watched  for,  and  gives  every  ad- 
vantage of  preparation  to  the  observer. 

"  With  an  instrument  of  moderate  dispersive  power,  the  slit  must 
be  normal  to  the  sun's  limb,  and  an  accurate  knowledge  of  the  ex' 
pected  point  of  contact  is  required :  with  a  more  powerful  instru- 
ment the  slit  can  be  placed  tangential,  opened  somewhat  widely, 
and  thus  all  difficulty  on  this  score  avoided,  as  I  have  pointed  out 
in  my  report.  I  see  by  a  paper  of  Mr.  Proctor's  in  the  December 
number  of  the  Monthly  Notices^  that  Mr.  Huggins  suggests  the  same 
plan. 

"  Perhaps  I  may  remark  in  passing  that  the  idea  of  using  the  spec* 
troscope  in  this  manner  to  observe  the  contact  of  the  moon  with 
the  sun's  disk,  was  conceived  before  the  event,  so  that  the  observa- 
tion was  made  deliberately  and  by  pre-arrangement — not  at  all  ac- 
cidentally, as  would  rather  seem  to  be  implied  by  one  of  the  open- 
ing sentences  in  the  article  of  Mr.  Proctor's  above  referred  to.  To 
M.  Faye,  however,  belongs  whatever  merit  there  may  be  in  the 
method,  for  he  proposed  essentially  the  same  thing  in  January, 
1869.  But  I  knew  nothing  of  this  at  the  time  of  the  eclipse,  nor 
indeed  till  long  after. 

"  2.  The  self-luminosity  of  the  Corona. 

"  It  is  not  impossible  that  the  so-called  corona  may  be  complex. 
Some  portion  of  its  radiance  may  perhaps  originate  in  our  own  at- 
mosphere, although  I  do  not  yet  find  myself  able  to  accord  with 
the  conclusions  of  Dr.  Gould  and  Mr.  Lockyer  in  this  respect,'and 
am  strongly  disposed  to  believe  that  the  uhole  phenomenon  is 
purely  solar. 

'*  This  much  appears  certain,  however,  that  there  exists  outside  of 
the  chromosphere  properly  so  called  {u  «.,  the  envelope  of  red  hy- 
drogen)^ and  as  distinct  from  t/,  aa  it  is  from  the  photosphere^  an  im- 
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mense  atmosphere  of  self-luminous  substance,  extending  to  a  dis- 
tance of  from  5'  to  8'  from  the  sun's  surface,  and  probably  much 
further  in  places — phosphorescent  dust  or  fog  in  a  glowing  gas. 

"  In  support  of  this  idea  I  adduce  the  photograph  of  Mr.  Whipple, 
taken  at  Shelby ville,  Ky.,  with  an  exposure  of  40  s.  On  this,  the 
photolytic  corona  (if  I  may  use  the  expression  to  distinguish  it  from 
the  visible  corona^  whose  points  of  maximum  brilliance  were,  ac- 
cording to  Dr.  Gould,  entirely  diflferent),  reaches  a  height  of  6'. 
Prof.  Harkness  observed  the  1474  line  in  the  spectrum  X>i  the  co- 
rona at  a  distance  of  nearly  5'  from  the  sun's  limb,  and  not  near  to 
any  prominence.  I  do  not  know  the  precise  elevation  at  which  I 
saw  it,  but  it  was  not  less  than  3'  or  4'. 

"  Indirectly,  also,  the  idea  is  confirmed  by  the  spectroscopic  obser- 
vation of  Prof.  Pickering,  who  used  a  single  prism  instrument,  with 
the  slit  simply  directed  towards  the  sun,  not  attached  to  a  telescope. 
He  saw  only  three  or  four  lines,  the  brightest  in  the  green  near  E. 
Now,  since  this  line,  when  observed  by  throwing  an  image  of  the 
sun  on  the  slit,  is  very  faint  as  compared  with  C,  D,  and  F,  its  inten- 
sity, as  seen  by  him,  can  only  be  accounted  for  by  supposing  that 
the  luminous  area  from  which  it  was  derived  far  exceeded  that  of 
the  chromosphere  and  prominences. 

'^  I  have  noticed  also  that  some  of  the  observers  of  the  Indian 
eclipse  (Rayet  and  Pogson)  speak  of  the  intensity  of  the  green  line- 
Did  they  observe  in  the  same  manner  as  Prof.  Pickering  ? 

"  I  need  hardly  add  that  Prof.  Pickering's  observation  of  the  non- 
polarization  of  the  corona  concurs  with  what  has  been  said. 

''As  to  the  faint  continuous  spectrum,  I  am  sure  that  the  reported 
absence  of  dark  lines  was  not  the  result  of  insufficient  observation. 

"  I  could  not  have  failed  to  see  D,  E,  J,  1961,  F  and  G  had  they 
existed,  for  in  a  spectrum  of  similar  brightness  formed  by  a  light 
from  a  cloud,  not  only  these  but  many  other  lines  are  visible  in  my 
instrument.  Now,  the  absence  of  some  of  these  might,  perhaps,  be 
accounted  for  on  the  ingenious  hypothesis  proposed  by  Mr.  Lock- 
yer,  and  reported  in  your  number  of  February  3 ;  but  this  would 
not  apply  to  D,  E  or  G.* 

''  But  if  we  admit  the  existence  of  faintly  luminous  solid  or  foggy 
matter  near  the  sun,  either  meteoric  or  arising  from  the  cloudy  con- 

♦  Why  not?— (Editor  ot  Nature) 

Answer  by  Prof .  Kotfw^.— 'Because  thcjc  lines  ftre  not  rcrerscd  in  the  fpcctrmn 
of  the  chromosphere. 
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densation  of  a  non-permanent  gas,  the  whole  is  at  once  easy  of  com- 
prehension. 

"3.  The  Auroral  Theory  of  the  Corona. 

"  The  objection  pressed  by  Mr.  Lockyer  that  the  bright  line  1474 
is  only  occasionally  visible,  is,  I  think,  unfounded.  At  any  rate  I 
have  never  failed  to  see  it  myself  when  looked  for,  and  very  seldom 
to  make  it  visible  to  others  when  I  have  wished  to  exhibit  it  to 
them.  It  is  faint,  and,  like  a  diflScult  microscopic  object,  requires 
management  to  bring  it  out  with  five  prisms ;  but  by  placing  the 
slit  tangential  to  the  sun's  disk,  and  giving  the  instrument  a  slight 
jar,  it  is  seen  to  flash  out  as  the  limb  passes  off  the  slit.  It  is  worth 
noting,  too,  that  it  is  often  especially  plain  at  portions  of  the  limb 
where  the  chromosphere  is  unusually  shallow  and  faint. 

"But  while  I  think  it  probable  that  this  line  coincides  with  the 
aurora  line  reported  by  Prof.  Winlock,  at  1550  of  Mr.  Huggins' 
scale,  I  am  by  no  means  sure  of  it.  I  understand  that  the  assigned 
position  of  this  line  in  the  spectrum  of  the  aurora  rested  upon  a 
single  observation  with  a  chemical  spectroscope,  and  the  probable 
error  of  such  a  determination  cannot  well  be  less  than  ten  divisions 
of  Kirchhoff's  scale.  I  have  naturally  made  many  attempts  to  de- 
termine its  position  for  myself,  but  have  only  seen  it  on  three 
occasions,  and  never  long  enough  at  a  time  to  complete  a  measure- 
ment. I  am  only  sure  that  its  position  lies  between  1460  and  1490 
of  Kirchhoff. 

"For  this  reason,  although  I  do  not  at  all  abandon  the  hypothesis, 
which  appears  to  have  other  elements  of  probability  in  the  general 
appearance  of  the  corona,  in  the  certainty  of  intense  electrical  dis- 
turbances in  the  solar  atmosphere  as  the  result  of  the  powerful 
vertical  currents  known  to  exist  there,  as  well  as  the  curious  re- 
sponsiveness of  our  terrestrial  magnets  to  solar  storms;  yet  I  do  not 
feel  in  a  position  to  urge  it  strongly,  but  rather  await  developments. 

"As  to  the  substance  which  causes  this  line,  I  observe  that  Father 
Secchi,  in  a  recent  communication  to  the  French  .Academy,  is  dis- 
posed to  think  it  hydrogen ;  while  Mr.  Lockyer  still  believes  it  to 
be  iron.  I  am  in  hopes  that  experiments  now  in  progress  may 
throw  some  light  on  the  subject. 

"  May  I  suggest,  in  closing  this  long  communication,  that  valuable 
observations  might  be  made  at  the  eclipse  of  next  December,  by 
fitting  up  telescopes  with  a  ground  glass  sliding  screen,  upon  which 
an  image  of  the  corona,  two  or  three  inches  in  diameter,  should  be 
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thrown ;  the  ground  glass  having  the  roughened  side  next  the  ob- 
server, so  that  he  could  sketch  upon  it  with  a  lead  pencil  the  out- 
lines of  the  image,  the  glass  being  made  long  enough  to  allow  of 
several  such  sketches. 

"  The  comparison  of  a  series  of  such  outlines  would  decide  the 
question  of  changes  in  the  coronal  streamers,  as  the  sketches,  bt^ing 
simple  tracings,  could  not  but  be  accurate  in  their  indications  of 
positions.  c.  A.  young. 

"  P.  S, — I  think  that  the  position  of  the  line  reported  by  me  as 
2602  should  have  been  2581-5,  an  error  of  one  revolution  of  the 
micrometer  screw  having  been  made.  At  any  rate,  on  two  occa- 
sions since  the  eclipse,  I  have  seen  a  bright  line  in  the  latter  posi- 
tion, and  I  have  never  been  able  to  find  one  in  the  former." 

Darmouth  College,  N.  H.,  March  1. 


AN  IMPROVEMENT  IN  GALVANIC  BAHERIES. 

Editor  of  the  Franklin  Institute  Journal, 

In  the  spring  of  1869,  while  making  use  of  a  small  bichromate 
of  potash  battery,  I  discovered  that  the  addition  of  nitric  acid  to 
the  mixture  of  potassic  bichromate  and  sulphuric  acid,  contained 
in  its  porous  cups,  conferred  upon  it  the  virtue  of  steadiness^  with- 
out involving  the  evolution  of  annoying  fumes.  For  over  two 
months,  during  last  summer,  I  had  in  almost  constant  action  a 
combination  of  twenty-three  large  Bunsen  cells  charged  with 
dilute  sulphuric  acid  and  the  triple  mixture  mentioned,  and  "  set 
up "  openly  upon  the  floor  of  my  room.  Not  only  did  I  work 
about  it  with  perfect  comfort,  but  left  choice  brass  instruments 
in  its  immediate  neighborhood  with  impunity.  Its  energy  never 
fluctuated,  but  after  remaining  for  some  time  steady,  declined, 
precisely  as  if  the  electro-negative  plates  were  bathed  in  nitric 
acid  only. 

To  a  cooled  mixture  of  potassic  bichromate  solution  and  sul- 
phuric acid  (perhaps  preferably  in  atomic  proportions)  add  nitric 
acid.  The  proportion  of  nitric  acid  may  be  greatly  varied,  as  its 
office  is  merely  to  transfer  oxygen.  W.  Poole  Levison. 

Cambridge,  Mass.)  let  May,  1870. 
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EXPERIMENTS  WITH  A  35-INCH  BODINE  (JONVAL)  TURBINE  MANU- 
FACTURED BY  THE  BODINE  MANUFACTURING  COMPANY 
OF  MOUNT  MORRIS,  NEW  YORK,  AND  WESTFIELD, 
MASS.,  MADE  AT  LOWELL,  MASS. 

Bt  HrsAM  F.  Mills,  C.  B. 

In  these  experiments  the  apparatus  used  in  the  experiments  upon 
the  Swain  Wheel,  described  and  illustrated  in  the  Journal  of  the 
.  Franklin  Institute,  Vol.  LIX.,  No.  S,  was  used  without  modification. 

The  iron  curb  in  which  this  wheel  was  placed,  which  is  repre- 
sented in  section  in  the  accompanying  plate,  was  attached  to  the 
wooden  flume  in  a  manner  similar  to  that  previously  described,  and 
in  such  position  as  to  place  the  wheel  and  shaft  in  nearly  the  same 
relation  to  the  floor  of  the  pit  and  the  measuring  weir. 

In  the  accompanying  Plate  I.,  Fig.  1,  represents  a  section  of  the 
wheel  with  guide  and  gate  in  place  within  the  curb. 

Fig.  2,  a  plan  of  a  portion  of  the  gate,  of  the  guides  and  of  the 
wheel. 

Fig.  8,  a  development  of  a  portion  of  the  cylinder  containing  the 
outer  edges  of  the  buckets  of  the  wheel  and  cutting  the  guides. 

The  curb  A  consisted  of  a  wrought  iron  cylinder  8  feet  in  diame* 
ter,  and  5  feet  high,  with  cast  plates  stiffened  by  flanges  at  the  top 
and  bottom.  It  was  flattened  upon  one  side  and  stiffened  by  a  cast- 
ing, to  which  was  joined  the  circular  inlet  pipe  B,  6  inches  long  and 
64  inches  in  diameter,  inside.  This  pipe  was  bolted  to  the  side 
of  the  forebay  in  which  was  a  circular  opening  with  the  same 
diameter. 

The  gate  c,  represented  open  in  each  of  the  figures,  is  of  the 
"  register  "  pattern,  being  an  annular  plate,  with  flanges  projecting 
upwards  at  its  edges,  and  the  space  between  the  flanges  perforated 
with  nine  openings  having  radial  sides  and  occupying  a  little  less 
than  one-half  of  the  whole  space,  leaving  the  solid  part  of  the  ring 
between  the  flanges  of  the  same  form  as  the  openings.  The  uppeif 
edges  around  the  openings  are  slightly  rounded  to  lessen  the  con^ 
traction  of  the  stream  entering. 
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The  gate  is  opened  and  closed  by  a  pinion  (not  represented)  hav- 
ing a  vertical  shaft  passing  up  through  the  top  of  the  curb  to  a  hand- 
wheel,  which  pinion  works  into  a  short  rack  bolted  to  the  outer 
flange  of  the  gate- plate. 

There  are  nine  guides  of  cast  iron  of  the  form  shown  at  D,  so  spaced 
that  the  gate  c,  Fig.  3,  when  open  just  covers  the  top  of  each  guide, 
and  when  closed  projects  slightly  upon  each  of  two  adjacent  guid^. 

The  mean  shortest  distance  E  e,  between  the  guides,  is  8*12  inches, 
and  the  mean  section  at  this  place  is  22*2  square  inches. 

The  depth  of  the  guides  is  5  inches. 

The  wheel  F  F  is  of  cast  iron,  35  inches  in  diameter,  and  5f  inches 
deep*  It  has  twelve  buckets  of  the  form  represented,  which  are 
included  between  the  two  cylinders  6J  inches  apart,  shown  in  sec- 
tion at  G,  the  inner  one  of  which  is  connected  near  the  upper  edge 
with  the  hub  H  H,  by  the  web  or  disk  I. 

The  mean  smallest  section  between  the  buckets  at  K  K  is  14*88 
square  inches,  and  the  total  for  the  12  buckets  178  square  inches. 
The  extreme  variation  in  the  areas  of  these  outlets  was  found  to  be 
8  per  cent. 

The  wheel  was  cast  in  one  piece,  well  cleaned  and  apparently 
smoothed  upon  the  surface  of  the  buckets  with  a  file,  and  then 
covered  with  a  coating  of  black  paint. 

The  guides  were  well  cleaned  free  from  pimples,  and  likewise 
coated  with  black  paint. 

The  step  L  is  held  in  the  hanger  n,  and  its  height  regulated  by 
the  wedge  M.  This  hanger  or  bridge-tree  consists  of  four  arms 
crossing  at  right  angles,  and  attached  to  the  plate  surrounding  the 
guides  at  o  by  means  of  screws. 

The  apparatus  used  in  making  these  experiments,  and  the  me^ 
thod  of  conducting  them  being  fully  described  in  Vol.  LIX.,  No. 
8  of  this  Journal  need  no  further  mention  here. 

The  data  and  results  of  the  experiments  are  presented  in  the  fol^ 
lowing  table. 

An  index  was  arranged  by  which  the  area  of  the  opening  at  the 
gate  could  be  determined  accurately  and  by  means  of  this  the  area 
was  varied  from  full  gate  to  quarter  gate.  In  the  latter  case  the 
area  of  the  opening  was  one-quarter  of  that  with  full  gate. 

The  leverage  of  the  scale  beam  was  10*00. 

The  circumference  of  the  point  of  attachment  of  the  scale  beam 
to  the  friction  band  was  14*988  feet. 
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'TS  C>rhe  length  of  the  weir  was  10-052  feet. 

^The  section  of  the  canal  approaching  the  weir  was  14  feet  in 

gdth,  and  its  depth  was  8*26  feet  plus  the  depth  of  water  on  the 

^dr. 

I  The  leakage  into  and  from  the  pit  was  inappreciable,  so  that 
1  J  quantity  of  water  passing  the  weir  was  the  quantity  acting 
g  on  the  wheel. 
I  ,The  quantity  was  calculated  by  the  formul© — 

li  Q  =  3-88(Z  — 0-2h)h* 

|i  Q  ,  V* 

27- 
203* 
151- 

2?o^  Q'=3-83(Z  — 0-2h')h'^ 

289^  which— 

og.5/  Q  =  approximate  quantity  in  cubic  feet  per  second. 

^^^/  I  =  length  of  weir  in  feet. 

35.5  H  =  observed  depth  of  water  upon  the  weir  in  feet. 

^igi  s  =  section  of  the  canal  leading  to  the  weir  =  14  X 

292  (8-26  +  H.) 

^g3.  V  =  velocity  of  water  in  canal  leading  to  the  weir. 

359  h  =  head  due  this  velocity. 

l^.  h'=  depth  upon  the  weir  corrected  for  the  velocity  due 

2S4  the  water  approaching  the  weir. 

298  q'=  quantity  of  water  passing  the  weir  in  cubic  feet 

^  per  second. 

240  From  this  table  it  will  be  seen  that  the  mean  maximum  efficiency 
J^^f  this  wheel  is  as  follows,  viz : — With  full  gate  75 j^^ths  per  cent. 
22oi  the  power  of  the  water;  with  three-quarters  gate,  72  per  cent.; 
^QgSth  half  gate  61  ^'^ths  per  cent.;  and  with  quarter  gate  51  j'^^ths  per 
236  ^nt. 

'766" 

g-4.. Essex  Co. '8  Office,  Lawrencej  April,  1870. 
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SURVEY  OF  THE  NICARAGUA  ROUTE  FOR  A  SHIP  CANAL 

Bt  Col.  O.  W.  Childs,  C.E. 

To  the  President  and  Directors  of  the  American  and  Atlantic  and 
Pacific  Ship  Canal  Company. 

Gentlemen  :  Having  accepted  the  appointment  of  Chief  Engi- 
neer of  your  Company,  to  make  a  survey  and  location  of  a  line  for 
the  construction  of  a  Ship  Canal  from  the  Atlantic,  at  the  harbor 
of  San  Juan  del  Norte,  in  the  State  of  Nicaragua,  to  the  Pacific 
Ocean,  I,  in  pursuance  of  instructions  subsequently  received,  organ- 
ized an  Engineer  Corps  in  the  city  of  New  York,  and  proceSled 
to  San  Juan  del  Norte ;  thence  up  the  river  San  Juan,  and  across 
the  Nicaragua  Lake  to  the  city  of  Bivas  de  Nicaragua,  at  which 
place  we  arrived  on  the  27th  day  of  August,  1850. 

In  relation  to  the  general  plan  of  conducting  the  survey,  the 
further  instructions  of  your  Board  are  as  follows :  "  The  company 
being  informed  that  there  is  a  practicable  route  for  a  ship  canal 
from  the  Lake  of  Nicaragua  to  Salinas  Bay,  (on  the  Pacific,)  it  is 
desirable  that  this  line  should  he  first  examined,  and  if  believed  to 
be  practicable,  surveyed,  and  if  it  be  a  feasible  line,  no  survey  from 
Lake  Managua  (or  Leon)  may  be  required,  as  the  object  of  the 
company  is  to  save  expense  by  saving  distance.  If,  however,  this 
line  cannot  be  adopted  without  tunnelling  or  very  deep  and  long 
continued  excavation,  you  will  then  preserve  your  notes  (of  course) 
to  make  and  transmit  to  us  an  estimate  of  the  cost  of  the  work  on 
this  line,  and  proceed  at  once  to  make  the  survey  from  Lake  Man- 
agua to  the  Pacific,  and  to  such  points  thereon,  where  there  is  a  good 
harbor,  or  such  points  as  in  your  judgment  may  be  advisable,  and 
continue  this  until  the  most  practicable  route  shall  be  found.  You 
will  then  ascertain  the  line  through  the  lake  to  the  River  Tipitapa 
(or  Panaloya,)  the  depth  of  water,  &c. 

"  After  reaching  this  river,  you  will,  by  survey,  ascertain  the 
best  line  to  Lake  Nicaragua,  ana  whether  any  part  of  the  river  can 
be  used  at  less  expense  than  by  canalling  the  entire  distance  between 
the  lakes.  This  done,  ascertain  the  line  through  Lake  Nicaragua 
to  the  river  San  Juan,  and  thence  the  depth  of  water  at  the  lotvest 
and  highest  stages  down  to  the  rapids  of  Castillo  Viejo.  From  the 
last  point  to  San  Juan  de  Nicaragua ;  ascertain  the  capacity  of  the 
river  obstructions,  and  possibility  of  their  removal,  &c.  A  line 
without  reference  to  the  river,  should  also  be  run  from  San  Juan  de 
Nicaragua  to  the  rapids  of  Castillo  Viejo. 

"  The  harbors  we  wish  to  have  particularly  examined. 

"  In  the  above  instructions,  the  company  do  not  wish  to  limit 
you  in  your  examinations;  they  wish  the  most  feasible  line  that 
exists  for  the  construction  of  tne  canal,  from  ocean  to  ocean,  sur- 
veyed and  located,  and  if  these  cannot  be  done  in  the  mode  pointed 
out,  do  them  in  any  other. 


Digitized  by 


Google 


Survey  of  the  Nicaragua  Route  for  a  Ship  Canal.  381 

''The  estimates  and  surveys  we  wish  to  be  for  a  canal  of  suffic- 
ient depth  of  water  for  vessels  of  the  largest  class,  and  to  combine 
the  greatest  cheapness  with  the  greatest  durability.  To  accomplish 
these,  we  do  not  think  it  necessary  to  make  the  canal  of  a  uniform 
widths  but  to  have  it  wider  in  some  places,  for  Hum-outs^'  than  in 
others.  The  locks  must  be  faced  with  wood  (or  timber)  to  preserve 
ships  from  injury. 

*^  We  wish  no  ornamental  work,  and  no  estimate  for  anything 
not  essential  to  durability  and  usefulness." 

In  construing  these  instructions,  their  application  to  any  other 
line  leading  from  the  Nicaragua  Lake  to  the  Pacific,  more  direct, 
and  in  its  other  general  features  more  advantageous  for  the  con- 
struction and  use  of  a  ship  canal,  than  either  of  those  specified, 
was  deemed  to  be  in  compliance  with  their  provisions,  and 
although  a  line  so  favorable  as  strictly  to  fall  within  the  terms  of 
the  resolution  may  not  have  beeij  found,  yet  if  that  selected  for 
survey  and  location  is  shorter,  less  expensive  to  construct,  more 
convenient  and  practicable  for  use  than  any  other  upon  which  a 
connection  of  the  Lake  of  Nicaragua  with  the  Pacific  Ocean  might 
be  formed,  the  omission  of  other  reconnoissances  and  the  survey  of 
other  lines  will  not,  as  is  believed,  be  deemed  in  violation  of  the 
spirit  of  the  instructions. 

The  Lake  of  Nicaragua,  in  the  direction  of  its  greatest  length, 
lies  nearly  northwest  and  southeast.  It  has  an  extreme  length  and 
width  of  about  110  by  85  miles. 

Its  greatest  proximity  to  the  Atlantic  is  near  its  southerly  end, 
from  which,  upon  a  right  line,  it  is  about  sixty  miles  distant.  The 
point  of  its  nearest  approach  to  the  Pacific  is  near  the  middle  of  its 
length,  where,  by  the  shortest  line,  the  distance  across  is  about  11 
miles. 

The  only  outlet  of  this  lake  is  the  San  Juan  River,  which  has  its 
issue  near  the  southerly  extremity  of  the  lake,  at  Fort  San  Carlos, 
in  latitude  11°  1'  23",  and,  after  pursuing  generally  an  easterly  and 
a  sinuous  course  a  distance  of  about  119  miles, — receiving  consid- 
erable accessions  from  the  Bio  San  Carlo3,  the  Serapiqua,  and  sev- 
eral others  of  less  magnitude,  and  again  losing  much  the  largest 
portion  of  its  waters  through  the  Colorado,  (a  diverging  branch 
connecting  with  the  sea  at  a  more  southerly  point,) — ^it  enters  the 
Atlantic  through  the  harbor  of  San  Juan,  in  latitude  10°  56'  45" 
north,  and  83°  42'  19"  west  longitude. 

About  from  15  to  18  miles  northwesterly  from  the  Lake  of  Nic- 
aragua, is  ihe  Lake  of  Managua,  having  a  length  variously  estim- 
ated at  from  80  to  45  miles,  and  an  average  of  12  or  15  miles  in 
breadth.  The  only  known  outlet  of  this  lake  is  into  that  of  Nica- 
ragua. 

Proceeding  northwesterly  from  Costa  Rica,  a  State  adjoining 
Nicaragua  on  the  south,  the  range  of  high  lands,  which  at  some 
points  rise  into  lofty  mountains  in  the  former  State,  becomes  less 
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elevated  and  broken,  and,  on  approaching  the  State  of  Nicaragua, 
the  general  surface  falls  awaj  into  hills  comparatively  of  moderate 
acclivity  and  elevation,  being  in  most  cases  susceptible  of  cultiva- 
tion to  their  summits.  This  latter  description  is  more  especially 
applicable  to  that  section  of  country  lying  between  the  Lake  of 
Nicaragua  and  the  Pacific,  to  an  extent  of  over  two*thirds  the 
length  of  the  lake.  On  this  distance,  and  between  these  two  bodies 
of  water,  are  several  transversal  valleys  extending  quite  across, 
with  summits  varying  in  height,  and  furnishing,  generally,  good 
opportunities  for  direct  communications  by  means  of  ordinary 
roads,  and,  in  a  single  instance,  what  is  deemed  to  be  a  practicable 
route  for  opening  a  communication  by  canal.  Continuing  north- 
westerly,  the  hills  soon  again  assume  the  form  of  low  though  con- 
tinuous mountain  ranges,  extending  along  the  coast  of  the  Pacific 
nearly  100  miles,  to  where  they  branch  off,  in  some  cases  into  isol- 
ated ranges,  partaking  more  the  form  of  diversified  hills,  which 
diminish  in  elevation  and  gradually  subside  to  the  more  level  lands 
forming  the  vallev  extending  from  the  Lake  of  Managua  to  the  coast 
of  the  Pacific  at  the  port  of  Realdjo,  in  about  12®  28'  north  latitude. 

The  elevated  lands  extending  southeasterly  from  the  Gulf  of  Fon- 
seca,  in  latitude  12®  50'  north,  along  the  easterly  side  of  the  Lakes 
of  Nicaragua  and  Managua,  appear  to  decline  to  a  lower  general 
level  near  the  southerly  termination  of  the  latter  lake,  and  occupy 
a  broad  belt  of  country  between  the  lakes  and  the  Atlantic,  from 
which  divergent  branches,  in  some  cases  of  apparently  continuous, 
and  in  others  of  isolated,  low  ranges  of  hills,  terminate  at  points 
remote  from  each  other,  and  in  some  instances  abruptly  on  ap- 
proaching the  San  Juan  River. 

From  the  brief  topographical  description  thus  given,  it  will  be 
perceived  that  the  Lakes  of  Managua  and  Nicaragua  occupy  a  con- 
siderable portion  of  a  great  valley  extending  from  the  Pacific  at 
the  Gulf  of  Fonseca  and  the  port  of  Real^jo,  southeasterly  to  a 
few  miles  beyond  the  southerly  end  of  the  latter  lake,  from  which, 
with  a  general  direction  more  easterly,  and  embracing  within  its 
limits  the  river  San  Juan,  it  continues,  with  a  much  contracted 
width,  and  with  material  exceptions  to  well  defined  boundaries,  to 
the  Atlantic  Ocean. 

In  addition  to  the  ranges  of  hills  before  described  as  terminating 
on  the  northerly  side  of  the  river,  are  those  bounding  the  lateral 
valleys  through  which  flow  the  rivers  San  Carlos  and  Serapaqui, 
two  considerable  streams  having  their  origin  south,  in  the  high 
lands  of  Costa  Rica,  and  flowing  northerly,  are,  as  before  stat^, 
received  into  the  San  Juan ;  the  former  65  ^Vu)  *°^  *^©  latter  90 
A«(j  miles  from  the  lake.  The  valley,  on  its  southerly  side,  is 
further  intersected  by  hills  lying  transversely,  and  approaching  the 
river  at  the  Rapids  of  Toro,  Castillo,  Machuca,  and  at  various  other 
points  on  either  side  the  river,  washes  the  bases  of  shorter  ranges, 
and  in  some  instances  of  isolated  conical  hills. 
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From  observations,  and  information  derived  from  other  sources, 
it  appeared  evident  that  the  oonstruction  of  a  Ship  Canal  from  the 
Atlantic  to  the  Pacific  Oceans,  in  the  State  of  Nicaragua,  could  not 
be  considered  practicable  upon  any  route  other  than  that  through 
the  valley  of  the  San  Juan  Kiver  to  the  Lake  of  Nicaragua,  and 
from  that  lake  either  southwesterly  upon  a  line  through  some  val- 
ley extending  across  the  dividing  ridge,  or  northwesterly  up  the 
Rio  Tipitapa  to  the  Lake  of  Managua,  thence  through  the  valley 
extendmg  from  the  head  of  that  lake  to  some  feasible  point  for  a 
connection  with  the  Pacific.  In  view  of  the  much  greater  length 
of  canal  that  would  be  necessary  on  this  latter  route,  and  the 
greater  amount  of  lockage  required,  as  the  lake  of  Managua  was 
supposed  to  be  near  80  feet  higher  than  that  of  Nicaragua,  and 
more  especially  the  greater  expense  and  uncertainty  of  obtaining  a 
full  supply  of  water  for  that  more  elevated  summit,  it  was  deemed 
important  at  least  so  far  to  explore  the  country  between  the  west- 
erly side  of  the  lake  and  the  Pacific,  as  would  be  necessary  to 
determine  whether  a  practicable  route  existed  upon  which  the  canal 
might  be  constructed  directly  across  to  some  feasible  point  for  a 
connection  with  the  Pacific. 

With  these  general  impressions,  and  in  pursuance  of  the  special 
instructions,  a  reconnoissance  was  first  made  of  that  part  of  the 
country  lying  in  the  department  of  Guanacaste,  between  the  lake 
at  the  mouth  of  the  Sapoa  Biver  and  the  Pacific  at  Salinas  Bay. 
The  valley  thus  examined  lies  the  most  southerly  of  any  offering 
the  remotest  prospects  of  affording  a  practical  line  for  a  canal. 

The  Sapoa  River  rises  at  the  head  of  a  valley  extending  south 
from  the  southwesterly  side  of  the  lake  far  into  the  interior,  having 
the  high  lands  skirting  the  Pacific  south  from  Salinas  Bay,  on  the 
west,  and  the  Costa  Rica  mountains,  a  continuous  and  much  ele- 
vated range,  on  the  east. 

A  much  inclined  valley,  about  1^  miles  in  width,  extends  back 
from  the  head  of  the  bay  about  3  miles,  and  terminates  at  the  base 
of  a  precipitous  surface,  extending  up  to  the  verge  of  table  lands 
elevated  about  1000  feet  above  the  bay.  From  this  eminence,  the 
general  surface,  with  much  uniformity,  descends  in  an  easterly 
direction,  forming  the  eastern  slope  of  an  improved  portion  of  the 
broad  valley  of  the  Sapoa  River. 

A  line  of  level  was  commenced  at  the  surface  of  Salinas  Bay,  at 
low  tide,  and  carried  back  over  a  surface  ascending  uniformly  to 
an  elevation  of  200  feet,  in  a  distance  of  2|  miles  to  the  northeast 
corner  of  the  valley,  thence  bearing  to  the  left,  the  level  was  ex- 
tended northeasterly  up  an  irregular  narrow  ravine,  bounded  by 
high  projecting  spurs,  a  further  distance  of  0  ^Vu  ^^1®  *^  *^®  8^^* 
mit,  having  an  elevation  of  584  feet  above  the  bay.  This  summit 
has  a  length  of  about  4  chains,  and  a  width  only  about  equal  to 
that  required  for  a  canal,  and  is  bounded  on  either  side  by  precip- 
itous surfaces,  extending  up  some  4  or  500  feet  to  the  general  level 
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of  the  table  lands,  before  alluded  to.  Proceeding  from  the  saminit 
easterly  down  the  opposite  plane,  in  the  direction  of  the  lake,  the 
level  was  extended  about  5  miles,  to  within  a  few  chains  of  the 
Sapoa  Biver  at  a  point  432  feet  above  low  tide  in  the  bay,  and  to 
which,  by  means  of  a  low  dam  and  short  embankment,  the  waters 
of  the  Sapoa  might  be  readily  conveyed  and  conducted  thence  to 
the  summit  level  of  the  canal.  By  establishing  the  summit  level 
at  this  elevation  a  cut  would  be  required  119  feet  in  extreme  depth, 
the  surface  gradually  falling  down  to  the  bottom  plane  of  the  canal 
on  the  Pacific  side,  in  a  distance  of  15  chains,  and  on  the  opposite 
or  lake  side,  in  about  ^\  miles ;  an  ascending  lockage  from  the  lake 
of  320*63  feet,  and  432  descending  lockage  to  the  Pacific  would  be 
necessary  to  pass  this  summit. 

A  permanent  supply  of  about  4000  cubic  feet  of  water  per  min- 
ute would  be  furnished  by  the  Sapoa  Biver,  and  any  additional 
quantity  that  might  be  required  for  the  use  of  the  canal,  coald  be 
made  available  by  reservoirs  constructed  oto  sites  imusually  fistvor- 
able  for  that  purpose. 

From  the  junction  of  the  line  with  the  Sapoa  Biver  to  the  lake, 
a  distance  of  about  14  miles,  no  instrumental  examinations  were 
made.  From  observation,  however,  and  information  obtained  from 
other  sources,  the  opinion  is  entertained,  that  at  least  ordinary 
facilities  exist  along  the  valley  of  the  Sapoa  for  the  construction  of 
a  canal,  especially  when  considered  in  connection  with  that  part  of 
the  line  which  would  occupy  the  broad  and  sufficiently  deep  chan- 
nel of  the  river,  a  distance  extending  back  inland  from  the  bar  in 
the  lake,  about  four  miles. 

Among  the  most  unfavorable  features  connected  with  the  con- 
struction of  the  canal  upon  this  line,  is  the  magnitude  of  the  cat 
required  through  the  summit,  the  expense  of  which  would  be  en- 
hanced by  the  long  haul  necessary  in  depositing  the  material,  the 
large  amount  of  lockage  required,  the  great  expense  of  introducing 
to  .the  summit  a  full  supply  of  water,  the  expense  of  constructing 
and  the  disadvantages  in  use  of  that  part  of  the  line  extending  from 
the  summit  west,  arising  from  the  many  sinuosities,  the  rugged 
borders  and  rapid  descent  of  the  ravine — the  latter  involving  the 
necessity  of  combinations  of  locks ;  also  the  long  cut  (nearly  |  of 
a  mile  in  rock)  that  would  be  required  from  the  margin  of  the  bay 
of  Salinas  to  deep  water.  The  unfavorable  features  in  the  ravine 
descending  west  are  such  as  scarcely  render  this  a  practicable  route^ 

Another  transversal  valley,  about  3 J  miles  westerly  from  Bivas 
de  Nicaragua,  with  an  apparently  low  summit,  was  examined  by 
running  a  line  of  level  from  the  surface  of  the  lake  east  of  Bivas, 
westerly  upon  the  most  direct  route,  over  an  inclined  though  mod- 
erately unaulating  plain,  ascending  326  feet  in  a  distance  of  6^ 
miles,  to  the  summit  of  a  broad  valley,  passing  between  the  hiUs 
(which  are  here  of  moderate  height)  and  connecting  with  another 
valley  on  the  west  side,  which  by  a  very  direct  line  extends  to  the 
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Pacific  at  the  harbor  of  Brito.  The  quantity  of  water  available 
for  this  summit  being  entirely  inadequate,  and  the  cut  altogether 
too  formidable  on  the  plan  of  carrying  the  lake  level  through  to 
the  western  slope,  this  route  was  abandoned,  and  the  level  was  ex- 
tended about  8  J  miles  north  to  another  depression  in  the  ridge, 
elevated  198  feet  above  the  surface  of  the  lake.  Proceeding  from 
the  lake  west  upon  a  line  passing  the  ridge  at  this  point,  the  sur- 
face, with  much  uniformity,  rises  60  feet  in  the  first  distance  of 
about  4^  miles,  84  feet  in  the  next  If  miles,  60  feet  in  the  succeed- 
ing 81  chains,  thence  to  the  culminating  point  in  this  pass,  a  further 
rise  of  54  feet  occurs  in  80  chains,  making  a  total  rise  of  198  feet 
in  the  aggregate  distance  of  7  jY?f  n^il^s.  Continuing  the  level 
from  the  summit  west,*  the  surface  was  found  to  descend  180  feet  in 
86  chains,  and  to  fall  to  the  level  of  the  lake  in  a  further  distance 
of  80  chains  or  1  86-80  miles  from  the  summit,  thus  showing  that 
a  thorough  cut  of  198  feet  in  extreme  depth,  and  8  ^^j^  miles  in 
length,  exclusive  of  the  additional  depth  necessary  for  the  canal, 
would  be  required  on  the  plan  of  carrying  the  lake  level  through 
to  the  western  slope  of  the  ridge,  forming  the  eastern  boundary  of 
the  Chooalape  Valley,  which,  uniting  first  with  the  valley  of  Rio 
Tolo,  then  with  that  of  the  Eio  Grande,  also  reaches  the  Pacific  at 
the  harbor  of  Brito  in  a  distance  of  about  11  J  §  miles,  making  the 
whole  distance  from  the  lake  to  the  Pacific,  by  this  route,  about  20 
miles. 

Proceeding  northerly  from  the  line  above  alluded  to,  the  lines  of 
the  coast  of  the  Pacific  and  of  the  lake  severally  diverge,  giving  a 
corresponding  increase  to  the  width  of  the  territory  between  them ; 
the  moderately  inclined  and  fertile  plain  skirting  the  western  border 
of  the  lake  nearly  its  entire  length,  assumes  more  expansive  limits, 
while  the  hills  bounding  the  Pacific  appear  continuous  and  of 
greater  elevation,  thus  presenting  obstacles  regarded  as  too  formid- 
able to  justify  further  explorations  of  the  country  extending  from 
the  line  last  described  to  the  north  end  of  the  lake. 

The  line  of  level  was  next  carried  to  the  summit  of  a  transversal 
valley,  lying  about  6 J  miles  south  of  Bivas  de  Nicaragua,  between 
the  Rio  Lajas,  emptying  its  waters  into  the  lake  about  IJ  miles 
north  of  Virgin  Bay,  and  the  Rio  Grande  which  flows  into  the 
Pacific  at  Brito  Harbor.  This  summit  was  found  to  be  47J  feet 
above  the  surface  of  the  lake,  as  it  stood  on  the  twenty-third  day 
of  December,  1850,  at  which  time  it  was  8*48  feet  above  its  lowest 
stages,  or  that  to  which  it  subsided  in  April  last,  and  l^VS  fe©t 
below  the  elevation  at  which  it  ordinarily  stands  during  the  latter 
part  of  the  wet  seasons. 

From  a  general  view  of  the  country  through  which  the  line 
upon  this  route  would  pass,  it  appeared  evident  that  but  little 
rock  excavation  would  be  encountered  west  of  the  western  term- 
ination of  the  summit  level,  that  the  surface  would  generally  be 
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favorable,  and  as  was  represented  the  length  of  the  line  would  not 
exceed  20  miles. 

The  following  information  in  relation  to  the  route  extending 
from  the  northerly  end  of  the  Lake  of  Nicaragua  through  the 
Lake  of  Managua^  thence  to  the  harbor  of  Beal^jo,  is  furnished 
by  the  report  of  the  surveys  made  in  1837  and  1838,  under  the 
patronage  of  the  government  of  Central  America,  by  Mr.  John 
Bailey,  an  English  engineer,  and  from  other  sources,  as  published 
in  the  United  States  Congressional  Document  entitled  "  Bep.  No. 
145,"  by  Hon.  John  A.  Rockwell,  from  the  select  committee,  &c., 
under  date  of  February  20, 1849.  From  this  document  it  appears, 
(see  page  597,)  that  "  the  Lake  of  Managua,"  here  called  "  Leon," 
"  is  28  feet  8  inches  above  the  level  of  that  of  Nicaragua,"  ami 
that  '^  the  most  elevated  point  of  land  between  the  Lake  Leon  and 
Real(?jo  is  55  feet  6  inches  above  the  level  of  the  lake ;"  and  on 
pages  604  and  605  it  is  stated  that  '^  up  to  the  present  time,  the 
general  opinion  of  competent  persons  who  have  devoted  their 
attention  to  the  junction  of  the  two  seas  through  the  State  of 
Nicaragua,  is,  that  the  canalization  of  the  rivers  San  Juan  and 
Tipitapi  offers  no  extraordinary  difficulty.  The  only  important 
point  to  ascertain  was  the  elevation  of  the  land  between  the 
Lake  of  Leon  and  the  Pacific.  We  have  seen  that  the  engineers 
agree  in  representing  this  elevation  as  not  being  considerable. 
Dampeir,  Stephens,  Rouhand  and  Bailey  contend  that  the  country 
gradually  declines  to  the  ocean;  according  to  other  informants 
the  highest  ground  is  49  j^  feet  above  the  Lake  of  Leon,  but  Mr. 
A.  G.****,  who  explored  the  countrv  in  1842,  has  accurately 
investigated  its  formation,  and  has  furnished  us  with  the  following 
particulars : 

The  western  coast  of  the  Lake  of  Leon  is  26  feet  above  the 
lake :  from  thence  the  land  rises  gradually  for  a  distance  of  2,725 
yards,  (or  lyYa  niiles)  to  an  elevation  of  55  feet  6  inches;  here 
is  then  the  culminating  point  whence  the  ground  gently  descends 
to  the  ocean. 

"  At  a  distance  of  eleven  miles  from  the  western  shore  of  the 
lake,  on  the  line  which  the  canal  should  take  to  join  Real^jo,  we 
find  the  River  Tosta,"  (presumed  to  refer  to  the  River  Tolita,) 
**  which  at  this  spot  is  34  feet  above  the  lake." 

The  distance  from  this  river  to  where  the  plain  of  the  ground 
surface  falls  down  to  the  level  of  the  lake,  is  not  given  in  the 
report;  Admitting,  however,  as  an  approximation,  that  the  inclin> 
ation  from  the  river,  in  the  direction  of  Real^jo,  is  the  same  as 
that  from  the  summit  to  the  river,  then  the  ground  surface  would 
meet  the  level  of  the  plain  of  the  surface  of  the  lake  if  extended 
14,V5  miles  beyond  the  River  "Tosta,"  or  24,Yo  miles  west 
from  the  summit.  The  distance  from  the  lake  to  the  summit 
being  given  at  1  ,^5  miles,  it  appears  probable,  that  with  the  addi- 
tion of  the  requisite  depth  for  the  canal,  the  length  of  deep  cutting 
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on  this  superior  level  would  be  at  least  25 , Vu  miles ;  that  its 
extreme  depth  would  be  as  before  stated,  56J  feet  exclusive  of 
that  required  for  the  canal. 

In  relation  to  the  Eiver  Tipitapa,  the  following  is  found  on  page 
603  of  the  report  above  alluded  to :  "  The  Lake  of  Nicaragua," 
says  Mr.  Bailey,  "  is  connected  with  that  of  Leon  by  means  of  the 
Siver  Panaloya,  (or  Tipitapa,)  navigable  for  the  boats  employed 
in  that  country  for  twelve  miles,  as  far  as  the  place  called  Pasquiel, 
where  the  inhabitants  go  to  cut  and  bring  away  Brazilian  timber. 
The  four  miles  which  remain  between  that  place  and  the  Lake  of 
Leon  are  not  navigable  for  any  kind  of  boat,  whatever  be  its  con- 
struction, because,  beyond  Pasquiel  the  channel  is  obstructed  by  a 
vein  of  rocks,  which,  when  the  river  is  swollen,  are  covered  with 
water,  but  in  the  drv  season  the  water  sinks  so  low  that  it  can  only 
escape  through  gradually  diminishing  fissures  in  the  rocks.  At  a 
distance  of  a  mile  beyond  this  first  vein  of  rocks,  we  find  another 
more  solid,  which,  crossing  the  river  at  right  angles,  forms  a  cas- 
cade of  13  feet  descent."  "  The  River  Tipitapa,  which  discharges 
into  the  Lake  of  Nicaragua,  is  the  only  outlet  for  the  Lake  of 
Leon." 

On  the  15th  of  April  last,  without  the  use  of  instruments,  I  ex- 
amined with  care  that  portion  of  the  Eiver  Tipitapa  extending 
from  the  Lake  of  Managua  to  the  place  Pasquiel,  referred  to  by 
Mr.  Bailey  as  the  v  depot  of  Brazilian  timber."  This  point,  as 
nearly  as  could  be  estimated,  is  about  5  miles  from  the  lake,  and 
below  all  the  rapids  that  occur  in  the  river.  It  being  near  the 
close  of  the  dry  season,  the  lake  was  supposed  to  be  about  at  its 
lowest  stage,  and  was  found  depressed  several  feet  (say  from  4  to 
6)  below  the  crest  of  the  first  fall,  which  occurs  in  the  bed  of  the 
channel  of  the  outlet,  about  one  mile  from  the  lake,  consequently 
no  water,  at  the  time  of  the  examination,  passed  this  point. 

The  channel,  as  far  down  as  examined,  has  a  width  of  say  from 
3  to  4  hundred  feet,  with  banks  of  regular  form  from  6  to  10,  and 
in  some  instances  of  a  greater  height.  Proceeding  down  or  south- 
erly from  the  point  of  maximum  elevation  in  the  bed  of  the  outlet, 
a  descent  of  1  or  2  feet  occurs  in  a  distance  of  half  a  mile.  Here 
it  has  a  vertical  fall  of  from  12  to  15  feet;  thence  a  fall  about  the 
same  in  the  aggregate  occurs  in  the  succeeding  distance  of  about  S^ 
miles  to  Pasquiel,  by  which  is  formed  a  succession  of  rapids  with 
short  intervening  levels,  containing  pools  of  water,  formed  by 
springs  issuing  at  the  margin,  and  at  other  places  through  fissures 
in  the  rock. 

From  Pasquiel  to  the  Lake  of  Nicaragua,  a  distance  variously 
estimated  at  from  12  to  15  miles,  the  water  in  the  outlet  is  probably 
upon  the  same  level  as  that  of  the  lake,  its  channel  appears  a  little 
wider  than  above  Pasquiel,  and  is  said  to  be  navigable  with  boats 
drawing  2  to  3  feet  water :  portions  of  the  distance  have,  probably, 
a  greater  depth.    It  passes  through  a  small  lake  with  shoal  water 
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lying  near  the  northerly  end  of  Lake  Nicaragua.  The  excavation 
upon  that  portion  between  the  Lake  of  Managua  and  Pasqoiel 
would  be  almost  entirely  in  rock ;  the  country  being  quite  level 
between  Pasquiel  and  Lake  Nicaragua  and  a  portion  of  it  sofSc- 
iently  elevated,  a  part  of  the  distance  would  be  favorable  for  the 
construction  of  a  canal,  the  remainder  would  probably  be  expensive. 

From  the  extract  before  given  of  the  remarks  of  Mr.  Bailey  in 
relation  to  the  flow  of  water  in  this  outlet,  it  appears  that  the  Man- 
agua Lake  must  have  stood  at  a  greater  elevation  when  examined 
by  him,  or  the  elevation  adopted  for  the  lake,  and  with  which  thB 
height  of  the  summit  north  of  that  lake  was  compared,  was  greater 
than  that  at  which  it  stood  when  examined  in  April  last.  If  this 
view  be  correct,  then  it  would  seem  inevitable  that  either  the  re- 
storing to,  and  maintaining  the  surface  of  the  lake  at,  an  elevation 
equal  to  that  of  the  crest  of  the  first  fall  in  the  outlet  would  be 
necessary,  or  that  an  addition  to  the  depth  of  cutting,  equal  in 
amount  to  the  depression  of  the  lake  surface  below  the  crest  of  said 
fall,  say  from  4  to  6  feet,  must  be  made  through  the  summit  con- 
nected with,  and  extending  north  from,  the  lake.  The  former 
might  not  be  practicable,  and  the  latter  would  evidently  be  attended 
with  much  aaditional  expense. 

By  a  recapitulation  of  some  of  the  principal  elements  of  cost 
before  given,  and  which  would  be  encountered  by  the  construction  of 
the  canal  upon  this  route,  between  Nicaragua  Lake  and  the  Pacific, 
it  would  appear  probable  that  the  canal  between  the  lakes  of  Nica- 
ragua and  Managua  would  have  a  length  of  about  20  miles,  that  it 
would  be  constructed  independent  of  advantages  derived  from  the 
adoption  for  the  line  of  any  portion  of  the  River  Tipitapa,  and  that 
an  ascending  lockage  of  28^  feet  would  be  required  to  reach  the 
latter  lake,  admitting  it  to  be  maintained  at  the  same  elevation  that 
it  had  when  examined  by  Mr.  Bailey :  and  from  the  Lake  of  Man- 
agua, in  the  direction  of  the  Pacific,  the  lake  or  summit  level 
would  occupy  about  26  miles,  upon  which  an  extreme  depth  of  55J 
feet  of  cutting  would  be  required,  and  if  the  bottom  plane  of  this 
thorough  cut  should  be  lowered,  as  would  probably  be  necessary, 
at  least  sufficient  to  correspond  with  the  depressed  surface  of  the 
lake,  then  an  amount  equal  to  this  depression  below  the  culminating 
point  of  the  bed  of  the  outlet  would,  necessarily,  be  added  to  the 
depth  of  cutting  upon  the  entire  length  of  this  level. 

Thus  showing  that,  upon  this  route,  the  construction  of  over 
46  miles  of  canal  would  be  necessary  to  open  the  communication 
between  Lake  Nicaragua  and  the  Pacific,  there  would  be,  inde- 
pendent of  that  portion  of  the  distance  occupied  by  the  Lake  of 
Managua,  a  summit  level  26  miles  in  length,  with  an  extreme 
depth  of  over  65  feet  of  cutting,  exclusive  of  the  contingent  addi- 
tional depth  before  mentioned,  and  that  required  for  the  depth  of 
water  in  the  canal ;  and  it  would  involve  an  excess  of  57  feet  of 
ascending  and  descending  lockage  beyond  that  which  would  be  t^ 
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quired  on  the  plan  of  making  the  Lake  of  Nicaragua  the  summit 
level  of  the  canal. 

Having,  from  personal  examinations,  formed  the  opinion  that 
the  general  features  of  the  country,  affecting  the  feasibility  of  con- 
structing the  canal  between  the  lakes  of  Nicaragua  and  Managua, 
were  no  more  favorable  than  had  been  represented,  there  appeared 
to  be  no  good  reasons  for  regarding  existing  facilities  for  the  con- 
struction of  that  beyond  the  Lake  of  Managua,  not  examined  by 
the  undersigned,  with  more  favor  than  representations  from  the 
same  sources  seemed  to  justify. 

(To  be  continued.) 


RESISTANCE  TO  MOTION  OF  SHIPS. 

Bt  John  Lows,  Second  Assistant  Engineer,  XT.  S.  N. 

Does  the  force  propelling  a  vessel  vary  with  the  1st,  2nd,  8rd  or 
nth  power  of  the  speed  ? 

There  is  much  diflference  of  opinion  upon  this  subject ;  some 
holding,  that  the  force  varies  with  the  square,  others,  with  the  cube 
of  the  speed,  while  some  hold  that  the  resistance  of  the  water  to 
the  vessel  varies  with  the  square  of  the  speed,  while  the  power 
necessary  to  overcome  that  resistance  varies  with  the  cube  of  the 
speed. 

It  is  hardly  worth  while  to  investigate  the  subject  of  power  and 
speed  until  this  first  condition  is  firmly  fixed. 

Without  entering  into  argument  as  to  which  of  these  is  true,  it 
is  proposed  in  the  following  to  show  how  by  the  simple  experiment 
of  running  a  vessel  against  a  stream,  this  subject  may  be  placed 
beyond  controversy. 

We  will  first  assume  the  power  to  vary  with  the  square,  and  ask, 
What  is  the  most  economic  speed  against  a  current  under  this  Con- 
dition ? 

Let  (;  =  a  co-efflcient  suitable  to  a  particular  vessel : 
"  ti  =  power  required  to  propel  the  vessel  x  knots  per  hour : 
"  a = speed  of  the  ship  through  the  water: 
"  t;=  speed  of  the  current: 
Then  (x — v)  =  net  speed  of  the  ship : 
w  =  cx* 

etc* 
u'  =  , r  =  Power  expended  in  advancing  the  Vessel 

1  knot  net  against  the  current)  which  we  require  to  be  minimum^ 
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Differentiating ;  -y—= Ss — ^* = 2  x  7 r  =  O 

®'    dx  (2 — vf  {x — v) 

Whence  2x —  2t;  =  x,  or  x  =  2v 

That  is,  if  the  power  varies  with  the  square  of  the  speed,  then  the 

most  economic  speed  against  a  current  is,  twice  the  speed  of  the 

current. 

Similarly  it  may  be  proved,  if  the  power  varies  with  the  cube  of 
the  speed,  then  IJ  times  the  current  is  the  economic  speed.  If 
u  =  CQC^  then  a;  =  IJ  v,  etc.  etc. 

This  much  proved.  The  experiment  is  simply  in  running  a  ves- 
sel twice  as  fast,  1^  times  as  fast,  Ij^  times  as  fast,  etc.,  as  the  cur- 
rent. Then  the  most  economic  power,  that  is,  the  power  and  speed 
producing  the  best  results  per  knot  advanced  against  the  current, 
will  indicate,  in  an  unmistakeable  manner,  which  is  the  correct 
function. 

The  vessel  chosen  should  be  small,  and  therefore  inexpensive  to 
operate,  easily  and  quickly  handled,  and  the  revolutions  of  the 
engines  should  be  under  complete  control. 


Magic-Lantern  Pictures  on  Gelatine  by  a  New  Method. 

—At  the  last  meeting  of  the  Franklin  Institute,  the  Resident  Sec- 
retary, Prof.  Morton,  exhibited  in  the  lantern  some  pictures  on 
gelatine,  prepared  in  a  manner  devised  by  Mr.  Sheperd  Holman, 
a  member  of  the  Institute. 

For  this  purpose  a  sheet  of  gelatine  such  as  is  used  for  tracing 
by  engravers,  was  securely  fixed  over  an  engraving,  and  with  a 
sharp  steel  point,  (made  by  grinding  down  the  end  of  a  small  round 
file,)  the  lines  of  the  original  traced  pretty  deeply  on  the  transparent 
substance.  Lead-pencil  or  crayon  dust  was  then  lightly  rubbed  in 
with  the  finger,  and  the  picture  was  at  once  ready  for  use. 

A  number  of  such  drawings  could  be  easily  carried  between  the 
leaves  of  a  book,  could  each  in  succession  be  in  a  frame  or  oell 
made  of  two  plates  of  glass  separated  by  a  frame  of  thin  card  or 
three  edges  and  united  by  paper  or  muslin  pasted  around  the  same 
edges.  The  effect  of  these  drawings  in  the  lantern  was  excellent, 
and  their  ease  of  production  Very  great* 
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EXPERIMENT  ON  THE  EVAPORATION  OF  A  CORLISS  BOILER. 

Bt  James  B.  Francis,  Civil  Engineer. 

*"  The  experiment  was  made  on  one  of  the  four  Corliss  Boilers  in 
the  mills  of  the  Merrimack  Manufacturing  Company  at  Lowell, 
Massachusetts,  constructed  by  the  Corliss  Steam  Engine  Company 
of  Providence,  R.  I.,  and  first  put  in  operation  in  October,  1868. 

Each  boiler  consists  of  a  central  cylinder,  about  twenty-four  feet 
high  and  forty -two  inches  in  diameter,  standing  vertically  on  the 
floor  of  the  boiler  house,  and  containing  no  tubes  or  flues,  but  sur- 
rounded by  an  annular  grate,  about  twelve  feet  in  diameter,  with 
eight  fire  doors  on  its  exterior  circumference.  Hanging  vertically 
from  the  sides  of  the  central  cylinder,  are  six  other  cylinders, 
about  fourteen  feet  long  and  forty  inches  in  diameter,  each  contain- 
ing sixty-one  vertical  tubes,  two  inches  internal  diameter,  and  about 
fourteen  feet  long.  Each  of  the  tubular  cylinders  is  connected 
with  the  central  cylinder  by  three  pipes,  about  seven  inches  long ; 
those  near  the  top  and  bottom  of  the  tubular  cylinders  being  about 
nine  inches  in  diameter,  and  the  intermediate  pipe,  which  is  a  little 
below  the  usual  water  line,  is  about  fifteen  inches  high  and  six 
inches  wide. 

The  usual  height  at  which  the  water  is  kept  is  at  the  fifth  gauge 
cock,  which  is  about  three  feet  below  the  tops  of  the  tubular  cyl- 
inders, and  about  nine  feet  below  the  top  of  the  central  cylinder. 

The  products  of  combustion  rise  on  the  outsides  of  all  the  cylin- 
ders to  within  about  two  and  a  half  feet  of  the  usual  water  line. 
There  is,  however,  no  outlet  for  the  gases  except  through  the  three 
hundred  and  sixty-six  tubes  in  the  tubular  cylinders ;  the  lower 
eleven  feet  of  the  length  of  the  tubes  being  usually  surrounded  by 
water,  and  the  upper  three  feet  by  steam.  After  passing  through  the 
tubes  the  gases  enter  a  chamber  concentric  with  the  central  cylinder, 
and  extending  about  fourteen  feet  above  the  top  of  the  tubular  cylin- 
ders, giving  just  sufficient  height  to  take  out  the  tubes.  From  near 
the  top  of  this  chamber  the  gases  pass  off  by  a  horizontal  flue  of 
sheet  iron,  about  six  feet  wide  and  one  foot  high,  to  a  chimney, 
two  hundred  feet  in  height. 

The  seven  connected  cylinders  forming  the  boiler  ate  enclosed 
by  a  cylindrical  wall  of  brick  work,  which  confines  the  gases  and 
supports  the  feed  water  tank.  The  draft  is  regulated  by  means  of 
a  damper  in  the  horizontal  sheet  iron  flue,  and  by  the  eight  ash  pit 
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doors,  which  are  well  fitted  and  open  into  a  common  ash  pit.  Usu- 
ally, one  of  these  doors  was  open  from  a  quarter  to  a  half,  and  the 
damper  in  the  flue  also  open  about  one  half.  The  fire  doors  were 
made  of  two  parallel  plates  of  iron,  two  or  three  inches  apart,  with 
six  air-holes,  three-eighths  of  an  inch  in  diameter,  through  the  outer 
plate,  and  a  greater  number  through  the  inner  plate ;  said  to  be 
for  the  purpose  of  preventing  the  doors  from  becoming  too  much 
heated.  The  powerful  draft  causes  a  large  quantity  of  air  to  pass 
through  these  holes  and  enter  the  space  above  the  fire,  apparently 
much  in  excess  of  what  is  necessary  for  the  combustion  of  the 


The  top  of  the  chamber  is  covered  by  an  open  tank  about  eigh- 
teen inches  deep,  in  which  the  feed  water  is  usually  heated,  but 
which  was  not  used  for  that  purpose  in  this  trial. 

The  passage  of  the  heated  gases  over  surfaces  of  the  boiler  above 
the  water  line,  of  course,  tended  to  superheat  the  steam,  and  ob- 
servations of  the  temperature  of  the  steam,  as  well  as  its  pressure, 
were  made  to  ascertain  the  amount  of  the  superheating. 

The  amount  of  the  heating  surface,  not  including  the  feed  water 
tank,  is  as  follows: 

Sq.  FKKT. 

Area  of  heating  surface  on  outside  of  the  seven  cylinders,  connecting 

pipes,  Ac 1277  56 

Tube  surface 2e79-01 

Total  heating  surface 8966-57 

Area  of  grate  surface 108-27 

Fire  surface  to  each  square  foot  of  grate  surface 38-81 

Usual  thickness  of  fire  six  to  eight  inches,  average  about 7  inches 

For  convenience  of  feeding  with  water  from  the  water  tank,  the 
northeasterly  boiler  was  selected  for  trial.  I  am  informed  that  this 
boiler  has  been  in  use  uniformly  since  it  was  first  started,  stopping 
regularly  with  the  others,  one  week  in  four,  for  cleaning  and  exam- 
ination. It  was  stated  by  Mr.  Austin,  the  engineer  in  charge,  that 
this  boiler  was  blown  off*  last  four  or  five  weeks  before  the  com- 
mencement of  the  trial.  It  had  been  stopped  one  week  in  its  turn 
just  previous  to  the  commencement  of  the  trial,  during  which  time 
the  water  was  drawn  out  of  it,  and  the  fire  surfaces  of  the  tubes 
and  other  parts  cleaned ;  nothing,  however,  being  done  beyond  the 
usual  monthly  cleaning. 

The  trial  consisted  in  measuring  the  quantity  of  water  evapo- 
rated, and  weighing  the  coal  burned,  during  one  hundred  and  twenty 
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hours  of  continuous  firing,  from  Monday,  March  21st,  1870,  at 
noon,  to  the  following  Saturday  at  noon.  It  was  designed  to  main- 
tain the  firing  and  pressure  of  steam  uniformly,  night  and  day, 
throughout  the  trial,  but  it  was  not  found  to  be  convenient  to 
maintain  the  pressure  fully  during  the  night ;  the  mean  pressure 
during  the  day  being  about  68*60  pounds  above  the  atmosphere, 
and  during  the  night  about  65*02  pounds.  Fire  was  made  up  under 
this  boiler  early  in  the  morning  of  Monday,  March  21st.  The 
usual  custom  is  to  clean  out  the  clinkers  from  the  grate  and  make 
up  the  fire  at  eleven  o'clock,  A.  M.,  which  gives  a  fire  in  its  best 
condition  about  one  hour  afterwards.  This  was  done  in  this  trial, 
and  the  water  brought  to  the  usual  height  of  the  fifth  gauge  cock 
at  noon,  when  the  trial  commenced.  All  the  ashes  were  then  re- 
moved from  the  ash  pit,  and  all  the  coal  in  the  vicinity  of  this 
boiler  removed  from  the  floor,  and  the  coal  weighed  out  for  the 
trial  put  in  its  place.  At  the  end  of  the  trial  the  firing  was  done, 
as  nearly  as  practicable,  in  the  same  manner,  the  fire  being  left  in 
its  best  condition,  with  the  usual  quantity  of  coal  on  the  grate,  and 
the  water  at  the  fifth  cock. 

The  quantity  of  water  evaporated  was  measured  in  a  large 
wooden  tank,  constructed  for  the  purpose  of  heating  water  for  use 
in  the  Calico  Print  Works  of  the  establishment,  with  part  of  the 
exhaust  steam  from  the  engine.  For  this  purpose  it  was  detached 
from  its  usual  connections,  and  connected  only  with  the  force 
pumps  supplying  this  boiler.  The  contents  of  the  tank  for  the  five 
feet  in  depth,  gauged  by  measurement  for  this  purpose,  was  3316*24 
cubic  feet.  This  quantity  was  not  all  used  before  refilling.  It  was 
filled  up  five  times  during  the  trial,  or  once  each  day,  and  the 
quantity  drawn  from  each  filling  noted.  The  whole  quantity  drawn 
was  11405-017  cubic  feet,  at  the  mean  temperature  of  37*97°  Fah- 
renheit, or  711456*37  pounds;  allowance  being  made  for  a  small 
leakage,  and  for  a  slight  enlargement  of  the  tank  when  filled,  the 
dimensions  having  been  taken  when  empty. 

The  coal  used  was  white  ash  anthracite,  from  the  Preston  and 
Gilberton  mines,  taken  from  a  lot  of  about  fourteen  thousand  tons 
received  during  the  year  1869;  part  of  it  was  exposed  to  the 
weather  and  part  of  it  stored  under  sheds.  It  was  taken  without 
selection,  but  I  have  learned,  subsequently  to  the  trial,  that  about 
half  a  ton  of  slaty  lumps  was  thrown  out  in  the  boiler  house,  and 
an  equal  quantity  of  purer  coal  substituted.  The  coal  was  weighed 
Vol.  LIX.— Third  Sjeribs.-  No.  6.— Juxb,  1870.  60 
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on  platform  scales,  two  tons  at  a  time ;  the  scales  having  been  pre- 
viously adjusted  to  weigh  accurately,  by  the  official  sealer  of 
weights  and  measures  for  the  City  of  Lowell. 

The  total  amount  of  coal  weighed  out  for  the  trial  was 80120  ilis. 

Of  this,  not  put  on  grate 2U76  lbs. 

Cinders  picked  out  from  ashes  at  end  of  trial,  that  might  have 
been  burned,  but  could  not  conveniently  be  returned  to  the 
grate  during  the  trial 1112-6  •*  3188  5  '* 

Totel  amount  of  coal  burned 81981-5  " 

The  temperature  of  the  feed  water  was  observed  in  the  feed  pipe 
near  the  force  pumps,  by  a  thermometer,  the  bulb  of  which  was 
inserted  in  the  pipe  and  exposed  to  the  current,  the  scale  projecting 
through  a  packed  joint.  The  pressure  of  the  steam  wg-s  observed 
by  an  Ashcroft  gauge  in  the  steam  pipe  between  the  boiler  and  the 
first  valve.  The  temperature  of  the  steam  was  observed  in  the 
steam  pipe,  close  to  the  pressure  gauge,  by  means  of  a  thermometer 
inserted  in  a  tube  filled  with  oil,  fitted  into  the  pipe.  The  temper- 
ature of  the  gases  escaping  from  the  boiler  was  also  observed  by 
means  of  a  similar  tube,  filled  with  oil,  inserted  in  the  sheet  iron 
flue,  about  ten  inches  from  the  chamber  over  the  boiler.  The 
temperature  of  the  air  in  several  places  was  also  observed.  All 
the  thermometers  used  have  been  tested  since  the  trial  by  Huddle- 
ston,  the  well  known  thermometer  maker,  of  Boston,  and  the  press- 
ure gauge  by  the  American  Steam  Gauge  Company,  of  Boston.  In 
the  results  given  the  corrections  have  been  applied: 

Mean  temperature  of  water  in  feed  pipe,  (extremes  41-6°  and  86-6,) 87-97® 

Mean  temperature  of  steam  in  steam  pipe,  (extremes  822°  and  294°,) 811*8® 

Mean  pressure  of  steam  in  steam  pipe,  above  the  atmosphere,  (extremes 

79  lbs.  and  46-6  lbs.,) 66-46  iUs 

Mean  temperature  of  gases  in  flue,  (extremes  855°  and  208°,) 286  4° 

Mean  temperature  of  air  in  boiler-room,  at  thermometer  5  feet  above 

floor,  (extremes  82-5°  and  55°) 73-4*> 

Mean  temperature  of  air  in  boiler-room,  at  thermometer  40  feet  above 

floor,  (extremes  180-5°  and  107-7°,) , 117-7° 

Mean  temperature  of  air  outdoors,  in  shade,  (extremes  51°  and  19°,) 88*0° 

Water  evaporated  from  the  initial  temperature  of  87-97°  by  each  pound 

of  coal  =1}!^^ 8684  n» 

To  reduce  this  to  the  evaporation  from  212°,  I  use  the  formula 
given  by  Eankine,  at  page  254  of  his  Manual  of  the  Steam  Engine^ 
viz. :  h^.,  =  1092  +  OS  (T,— 32°)  —  (T,  —  32°).  In  which, 
hg-i  =  The  multiplier  of  the  observed  weight  of  water  evaporated 
by  each  pound  of  fael,  which,  being  divided  by  966,  gives  the 
weight  of  water  which  would  have  been  evaporated  by  each  pound 
of  fuel,  had  the  water  been  both  supplied  and  evaporated  at  the 
boiling  point  corresponding  to  the  mean  atmospheric  pressure. 
Ti  =•  the  temperature  of  evaporation,  (see  below,)  ....     299*46° 

Tg'^  the  temperature  of  the  feed  water,  =*• 37-97** 

'Substituting  the  values  for  T^  and  Tj  we  have  \.^^-=^  .  1166-27 
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and  the  equivalent  amount  of  water,  if  supplied  and  evapor- 
atedat212°=8-684x-9-g-g-— 10-484  lbs. 

As  above  described,  the  boiler  is  so  constructed  that  the  heated 
gases  all  pass  through  the  tubes,  the  upper  three  feet  of  their 
length  being  above  the  water  line.  The  exterior  of  the  upper  nine 
feet  in  height  of  the  central  cylinder,  which  is  steami  space,  is  also 
exposed  to  the  heated  gases.  The  effect  of  this  arrangement  being, 
of  course,  to  superheat  the  steam. 

The  observed  mean  pressure  of  the  steam,  per  square  inch,  above  the  at- 
mosphere, was 66-46fts. 

The  temperature  of  saturated  steam,  of  this  pressure,  according  to  Kegn- 
ault,  as  given  in  the  table  in  the  Description  of  Richard'* s  Improved 
Steam  Engine  Indicator,  by  Charles  T.  Porter,  London,  1868,  is 299*46° 

Mean  observed  temperature  of  the  steam 311-80® 

Excess  of  the  observed  temperature,  being  the  amount  the  steam  is  super- 
heated       12-84*> 

The  superheating  being  part  of  the  useful  effect  of  the  fuel,  its 
equivalent  in  evaporation  of  water  should  bo  added  to  the  results 
obtained  above. 

The  specific  heat  of  steam  being,  according  to  Rankine,  0*475, 
that  of  water  being  1.  The  equivalent  evaporation  of  water  from 
the  initial  temperature,  due  to   the    superheating, 

.    0-475X8-684X12-34  n.^..  i, 

'^ ri66-27~         ^-^ ^*^**  1^^' 

which  added  to  8*684  lbs.,  gives  for  the  equivalent  evapo- 
ration from  the  initial  temperature 8*728  lbs* 

The  equivalent  evaporation  from  212°,  due  to  the  superheating, 
.    0-475  +  10-484  X  12-34  ^  ^^ .  ,, 

'^ 96-6 ^      ^'^^^l^^- 

which,  added  to  10-484  lbs.,  gives  for  the  equivalent  evap- 
oration from  212° 10-548  lbs 

When  in  ordinary  use,  the  temperature  of  the  feed  water  is  sensibly- 
raised  by  passing  through  the  tank  over  the  boilers :  this  is,  of 
course,  part  of  the  duty  of  the  boiler,  and  its  equivalent  in  evapora- 
tion should  be  added  to  the  above  in  order  to  give  the  total  evapo- 
rative power  of  the  boiler.  In  this  trial  the  feed- water  was  not 
so  heated,  and  I  have  no  means  of  ascertaining  to  what  extent  it 
would  have  been  heated  if  it  had  passed  through  the  tank  in  the 
usual  manner ;  I  therefore  do  not  attempt  to  allow  for  it. 

The  amount  of  clinkers  was 32610  lbs* 

»•  **  ashes        ••   1322-5   ** 

Amount  of  clinkers  and  ashes  not  returned  to  the  fire » 4583*5   *' 

or  about  5}  per  cent,  of  the  coal  burned. 

Lowell,  May  5,  1870. 
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WOOD-WORKING  MACHINERY. 

A  trentise  on  its  construction  and  application,  with  a  history  of  its 

origin  and  progress. 

By  J.  Richards,  H.  E. 

(Continued  from  page  313.) 

Saws  and  Sawing  Machines, 

Saws  for  dividicg  and  reducing  timber  can,  next  to  the  axe,  lay 
claim  to  the  greatest  antiquity,  in  fact  no  clue  exists  to  establish 
the  first  use  of  reciprocating  saws,  unless  it  is  found  in  the  records 
of  Asiatic  civilization.  The  antiquity  of  saws  cannot  be  accounted 
for  in  the  simplicity  of  the  device,  for  we  find  the  reciprocating 
saw  in  use  centuries  before  the  idea  occurred  of  a  continuous  cut- 
ting motion  with  a  circular  plate,  which,  aside  from  the  mechanism 
to  drivQ  it,  could  be  considered  but  a  simple  transition  from  the 
reciprocating  saw;  in  other  words,  the  reciprocating' saw  as  an 
original  device  was  a  greater  invention  than  the  circular  saw,  as  a 
modification  of  the  original. 

To  consider  saws  in  the  order  of  their  application  to  wood  manu- 
facture, we  must  begin  in  the  forest  mills,  at  least  for  the  United 
States,  where  our  lumber  is  reduced  from  the  log  before  it  goes 
into  the  market. 

Timber  cutting  saws  may  be  classed  into  sash  saws,  single  or  in 
gangs,  Muley  saws  and  circular  saws.  The  first  is  the  standard 
mill  of  our  forefathers,  and  is  yet  the  only  successful  plan  of  opera- 
ting "  gangs."  It  consists  in  straining  or  stretching  the  saw-plate 
or  plates  in  a  rectangular  frame  that  surrounds  the  log,  connected 
at  its  bottom  or  top  with  the  driving  power  by  means  of  a  crank. 
The  range  and  speed  of  movement  should  be  arranged  with  refer- 
ence to  the  depth  of  the  timber,  as  reciprocating  saws  can  only 
work  well  when  the  range  of  their  movement  is  as  great,  or  nearly 
as  great,  as  the  depth  of  the  timber  to  be  cut, — a  stroke  of  30  inches 
with  150  motions  per  minute  may  be  considered  an  approximate  stand- 
ard for  "  sash  saws,"  as  they  are  technically  termed.  This  gives  but 
375  feet  of  cutting  movement  per  minute,  or  say  350  of  effective  move- 
ment, and  contrasts  very  unfavorably  with  the  circular  saw  moving 
as  many  thousands  of  feet,  or  even  the  muley  at  twice  this  speed 

The  weight  of  the  reciprocating  parts  of  course  must  limit  the 
speed,  a  condition  that  no  doubt  led  to  the  invention  of  the  muley 
mill  where  the  sash  is  dispensed  with*  As  the  traveling  speed  of 
the  teeth  of  any  saw  is  the  exponent  of  its  performance,  it  is  easy 
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to  see  that  the  sash  saw  could  only  compete  with  its  more  rapid 
rivals  by  increasing  the  number  of  saws,  this  being  equivalent  to 
increasing  the  speed  with  the  difference  in  its  favor  that  it  was  only 
limited  by  the  strength  of  the  machinery,  and  the  power  to  drive 
it.  Thus  we  find  that  saw-mills  as  well  as  all  other  machines  must 
obey  the  inevitable  laws  that  govern  their  performance,  and  that 
final  results  are  as  much  to  be  predicated  from  mathematical  de- 
duction as  from  actual  experiment.  The  sash  saw  mill  maintains 
its  supremacy  when  its  cutting  movement  is  greater  and  is  super- 
seded by  its  rivals  whenever  this  condition  is  not  fulfilled. 

The  *'  roller  gang  mill"  is  perhaps  the  most  expeditious  and  per- 
fect means  yet  devised  for  reducing  logs  to  boards.  A  circular  saw 
for  squaring  and  edging  with  a  strong  gang  sash,  is  the  machinery 
ofa  first  class  lumber  mill  of  our  day.  The  great  mills  on  the 
Falls  of  St.  Anthony  in  Minnesota,  and  on  the  St.  Croix  in  Wis- 
consin have  this  equipment.  The  saws  are  arranged  in  the  sash  at 
proper  intervals  to  give  the  required  thickness  of  stuff,  and  the 
logs  feed  through  continuously  by  rollers,  which  give  the  technical 
name  of  "roller  gang"  to  mills  of  this  class. 

The  muley  mill  consists  of  a  single  saw  connected  directly  with 
the  crank,  guided  above  and  below  the  log  by  traveling  cross- heads. 
The  saw  is  not  strained  but  depends  upon  the  rigidity  of  the  plate 
to  keep  it  in  line. 

In  addition  to  the  traveling  cross-heads  to  which  each  end  of  the 
saw  is  attached,  it  is  supported  by  fixed  guides  above  and  below 
the  log  in  such  a  manner  that,  when  cutting,  but  little  of  the  plate 
is  exposed. 

The  rigid  guides  prevent  the  saw  from  deviating  in  its  course, 
and  the  best  grades  of  lumber  as  to  regular  dimensions  are  pro- 
duced on  muley  mills. 

The  light  weight  of  the  reciprocating  parts  enables  these  saws 
to  be  driven  at  a  high  speed  compared  with  the  strained  or  sash 
mill, — their  capacity  being  greater,  their  construction  more  simple 
and  their  first  cost  less,  they  have  come  into  favor  and  general  use 
in  the  pineries  of  Michigan. 

Another  important  advantage  is  the  portable  character  of  these 
mills,  although  not  self-contained,  the  "  plant "  or  permanent  con- 
nections are  not  expensive,  and  for  forest  sawing  the  mill  can  at 
small  expense  be  moved  to  the  timber  as  it  is  cut  away,  it  being 
less  expensive  to  transport  timber  than  the  logs  in  their  rough  state. 


Digitized  by 


Google 


398  Civil  and  Mechanical  Engineering. 

The  movement  of  the  saws  is  from  700  to  1,000  feet  per  ir»inute, 
the  crank  shaft  making  from  300  to  400  revolutions  per  minute. 
These  mills  are,  for  greater  simplicity,  often  built  "  single-geared," 
that  is,  with  a  steam  engine  connected  directly  to  the  shaft,  and 
running  at  the  same  speed  as  the  saw  or  rather  making  the  same 
number  of  revolutions  with  a  reduced  piston  movement. 

The  muley  saw  is,  so  far  as  we  know,  a  purely  American  inven- 
tion. It  would  be  safe  to  infer  that  its  invention  grew  out  of  a 
regular  train  of  experiments,  for  no  one  would,  from  any  theoreti- 
cal deduction  have  ever  arrived  at  the  conclusion,  that  an  unstrained 
saw  could  be  successfully  applied  to  lumber  cutting.  Many  important 
patents  have  been  granted  to  inventors  for  improvements  in  muley 
saws,  appliances  for  guiding  and  giving  rake  to  the  saw,  &c.,  and 
they  have  attained  a  high  degree  of  perfection,  but  the  limits  of 
these  papers  will  not  admit  of  a  consideration  in  detail. 

Circular  saw  mills  for  lumber  cutting  and  forest  use  are  of  com- 
paratively recent  date,  and  when  we  consider  their  now  almost  uni- 
versal application  to  the  purpose  and  that  the  circular  saw  itself 
has  been  for  more  than  a  century  well  known,  we  must  look 
beyond  the  simple  idea  of  application  for  a  reason  for  their  compara- 
tively recent  development. 

Such  a  reason  is,  without  doubt,  to  be  found  in  the  difficulty  of 
following  true  lines  with  the  circular  plate.  The  least  diflference 
in  temperature  between  the  eye  and  periphery,  destroys  its  rigidity 
which,  together  with  knots,  and  the  irregular  grain  of  the  wood, 
made  it  almost  impossible  at  first  to  operate  one  of  these  mills. 
Sawyers  who  had,  from  observation  and  skill,  acquired  the  art  of 
"  running  a  circular  mill "  were  in  demand  at  high  wages,  but  ex- 
perience in  time  overcame  all  obstacles,  and  while  it  is  yet  an  art 
of  no  mean  pretensions  to  run  large  saws  in  rough  timber,  the 
"mysteries"  of  the  profession  have  disappeared.  The  dififercnt 
manufacturers  of  circular  saw-mills  yet  diflfer  as  to  the  principles 
of  their  operation,  as  to  the  lateral  play  of  the  plate,  the  nature  of 
the  guiding  apparatus,  &c.,  but  the  practicability  is  no  longer  a 
question.  The  English  manufacturers  have  not,  until  within  the 
last  two  years,  given  much  attention  to  circular  saw-mills  for  forest 
purposes,  but  a  demand  for  mills  to  go  to  Australia,  Canada  and 
other  provinces,  has  led  to  the  construction  of  some  mills  of  this 
kind  by  Allen,  Ransome  &  Co.,  of  London,  and  others.  It  is  but 
fair  to  anticipate  that  with  their  greater  experience  in  operating 
circular  saws  in  dry  timber  they  will  introduce  some  improvements 


Digitized  by 


Google 


Wood-  Working  Machinery,  399 

not  known  here,  and  while  speaking  of  circular  saws  it  will  perhaps 
be  important  to  note  some  of  the  pecularities  of  their  machines  for 
sawing. 

Lumber  in  England  does  not,  as  a  rule,  come  to  market  reduced 
to  boards  and  planks  as  in  this  country,  but  generally  in  the  squared 
log.  A  planing  mill  or  other  wood- working  establishment  has  to 
be  fully  equipped  for  sawing  out  the  stuff,  as  well  as  dressing  it. 

The  circular  saw  bench,  then,  from  this  cause,  becomes  the  first 
and  leading  machine,  instead  of  an  adjunct  as  here,  and  this  accounts 
for  the  large  number  that  are  advertised  and  sold  and  the  strong 
manner  in  which  they  are  built — a  matter  that  often  puzzles  our 
American  manufacturers. 

The  saws  used  are  upon  an  average  only  one-half  the  thickness 
of  those  used  here.  Saws  of  36  inches  diameter  are  often  made 
from  14  gauge  steel.  They  are  kept  cool,  lubricated  and  guided 
by  "  packing  boxes,"  which,  so  far  as  the  writer  knows,  have  never 
been  used  in  this  country.  The  common  plan  of  constructing  them 
is  to  form  a  long  chamber  in  the  framing  along  the  side  of  the  saw- 
plate,  extending  from  the  collars  to  the  teeth.  A  strip  of  wood 
lapped  with  fibrous  packing  is  pressed  into  this  chamber,  and, 
being  saturated  with  oil,  serves  the  several  purposes  before  men- 
tioned. These  chambers  or  packing  boxes  are  sometimes  placed 
both  behind  and  in  front  of  the  mandril  but  generally  only  on  the 
front,  on  both  sides  of  the  plate.  They  are  covered  by  removable 
plates,  and  add  but  little  to  the  cost  of  making  the  machines.  For  small 
saws,  when  they  are  often  changed  on  the  mandril,  of  course,  these 
packing  boxes  would  be  unnecessary  and  inconvenient,  but  for  large 
saws  they  serve  an  important  purpose. 

The  circular  saw  is  perhaps  the  only  rotary  wood-cutting  appli- 
ance that  has  a  definite  standard  for  speed.  A  proposition  of  this 
kind  will  no  doubt  be  new  to  many  of  our  mechanics  and  manufac- 
turers and  yet  will  be  confirmed  by  the  experience  of  all. 

A  circular  saw-plate,  started  with  a  gradually  increasing  velocity, 
will  become  stiffer  and  more  rigid  until  a  certain  degree  of  velocity 
is  attained ;  beyond  that  the  rigidity  diminishes  until  at  a  very 
high  speed,  the  plate  becomes  as  pliant  and  limber  as  a  piece  of 
paper,  assuming  a  waved  shape  on  the  periphery  and  yielding  to 
the  slightest  touch.  This  forms  an  interesting  experiment,  and 
one  that  furnishes  full  information  as  to  the  speed  of  saws,  leaving 
out  the  question  of  the  material  to  be  sawed.  These  conditions 
are,  of  course,  dependent  upon  the  thickness  of  the  plate,  the  tem- 
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per,  the  diameter  of  collars,  &c.,  so  that  no  fixed  rule  is  possible  as 
to  speed;  but,  as  an  approximate  standard,  the  teeth  of  circular 
saws  may  move  7,000  feet  per  minute. 

Between  hard  and  soft  wood,  the  same  conditions  that  apply  to 
metal-cutting  tools  should  be  observed,  "  the  harder  the  material 
the  slower  the  speed,"  the  temperature  at  the  cutting  point  giving 
a  limit  for  the  speed.  Large  saws  can  also  be  run  faster  than  small 
ones,  the  greater  distance  traveled  by  the  teeth  allowing  them  to 
cool  in  the  intervals  between  cutting. 

The  spindles  of  circular  saws  for  lumber  cutting,  or,  in  fact,  for 
any  purpose,  should  be  fitted  with  the  greatest  care :  the  bearings 
should  be  long,  and  provided  with  oil-chambers  and  self-oiling  de- 
vices, to  insure  lubrication.  Every  means  should  be  observed  to 
guard  against  the  bearings  becoming  hot,  or  even  warm,  at  the  end 
where  the  saw  is  supported,  for  the  higher  temperature  is  at  once 
communicated  to  the  centre  of  the  saw-plate,  expanding  it  at  this 
part  and  causing  it  to  "  run."  The  belts  should,  in  all  cases,  be 
wide  enough  to  do  the  work  without  either  slipping  or  straining 
the  mandril.  A  good  rule,  as  to  belts,  is  to  have  them  one-third 
the  diameter  of  the  saw  in  width,  and  the  diameter  of  the  pulley 
equal  to  its  face,  which,  for  a  12-inch  saw,  would  give  a  4-inch 
belt  on  a  4-inch  pulley ;  for  large  saws,  in  lumber  mills,  these  pro- 
portions would  not,  of  course,  apply,  but  for  shop  saws  it  furnishes, 
a  safe  rule.  Until  the  introduction  of  band  saws  there  was  nothing 
to  compare  with  the  circular  saw  in  the  speed  of  its  performance. 
A  good  circular  saw  mill,  with  ample  power,  will,  in  the  lan- 
guage of  an  old  lumberman,  "  saw  all  the  logs  that  can  be  brought 
to  it,"  which  was  not  far  from  the  truth,  when  we  consider  that  the 
amount  of  work  done  by  any  circular  saw  in  a  given  time  is  never 
rated  by  its  cutting  capacity,  but  by  the  facilities  or  means  of  hand- 
ling the  material.  No  operator  can  keep  his  saw  cutting  but  a  por- 
tion of  the  time,  and  when  we  estimate  the  continuous  performance, 
for  10  hours,  of  even  a  small  saw,  the  result  is  astonishing.  The 
same  law  cited  in  reference  to  reciprocating  saws  as  to  the  speed  of 
teeth  applies  here,  and,  when  all  things  are  considered,  there  seems  to 
be  nothing  farther  to  be  desired  for  dividing  lumber  in  straight  lines. 

Circular  saws  have  never  been  successfully  applied  to  cutting 
metal,  except  for  hot  bars.  Their  distinguishing  feature,  "  speed," 
is  not  required  in  the  manipulation  of  metals ;  but  for  ivory,  bone, 
leather,  paper,  &c.,  circular  saws  can  be  used  the  same  as  in  cutting 
wood. 

The  origin  of  circulars  is  lost  in  obscurity;  they  were  introduced, 
in  the  year  1790,  from  Holland,  and,  as  we  are  informed  by  a  single 
sentence  in  regard  to  the  matter,  found  in  an  old  number  of  the 
Mechanics*  Magazine^  "came  soon  to  be  generally  used." 

The  system  of  packing  the  saw  plate,  which  we  have  already 
noticed,  came  also  from  Holland. 

(To  be  continued.'^ 
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ON  THE  FOCAL  LENGTH  OF  MICROSCOPIC  OBJECTIVES. 

CONTRIBUTIONS  FROM   THE    PHYSICAL   LABORATORY    OF   THE 
MASSACHUSETTS  INSTITUTE  OF  TECHNOLOGY.* 

By  Chas.  R.  Cross. 

The  investigation  of  which  the  present  article  is  a  summary,  was 
undertaken  in  order  to  see  if  some  reliable  method  of  measuring 
the  focal  length  of  microscope  objectives  could  not  be  found.  The 
importance  of  such  a  method  will  be  apparent  to  all  who  have  had 
occasion  to  make  use  of  objectives  by  different  makers.  The  focal 
length  of  lenses  of  the  same  denomination  is  subject  to  so  great  a 
variation  that  comparison  of  these  by  means  of  their  assumed  focal 
lengths  too  often  gives  no  true  idea  of  their  relative  excellence. 
For  example,  if  two  quarter-inch  objectives  be  compared,  and  one 
gives  results  much  superior  to  that  given  by  the  other,  we  cannot 
be  at  all  sure  that  the  better  lens  is  not  really  of  shorter  focus  than 
its  designation  would  indicate. 

The  question  immediately  arises,  what  is  the  focal  length  of  a 
compound  objective?  The  focal  length  of  a  simple  lens,  or  of  a 
system  of  lenses  in  actual  contact,  is  the  distance  from  the  optical 
centre  of  that  lens  or  system  to  its  principal  focus.  But  as  a  sys- 
tem of  lenses  not  in  contact,  like  the  triplet  objective,  has  no  optical 
centre,  the  term  is  only  a  general  appellation  serving  to  group 
together  objectives  of  approximately  the  same  magnifying  power. 
If  every  system  of  lenses  possessed  an  optical  centre,  or  could  be 
replaced  by  a  single  lens,  we  might  define  the  focal  length  of  such 

*  In  a  recent  number  of  this  Journal  (March,  1870,  p.  208,)  attention  is  called  to 
the  great  need  that  is  felt  of  a  laboratory  for  physical  research.  In  1864,  Presi- 
dent Rogers,  in  his  plans  of  this  Institute,  proposed  such  a  laboratory ;  and,  during 
the  past  year,  we  have  fitted  up  rooms  in  which  our  regular  students  verify  many 
of  the  jaws  and  measure  the  principal  constants  of  physics,  while  more  advanced  pupils 
carry  on  original  investigations.  In  developing  the  first  part  of  this  plan,  many 
unexpected  results  have  been  arrived  at,  and,  thinking  that  they  may  be  of  value 
elsewhere,  I  hope  to  make  them  the  subject  of  a  future  paper.  I  think  the  accom- 
panying article  by  Mr.  Gross  will  show,  that  although  we  cannot  always  expect 
to  have  students  with  his  skill  and  perseverance,  yet  that  such  a  laboratory  ought 
to  furnish  many  additions  to  physical  science.  £.  0.  Pickering. 
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a  system  as  being  the  focal  length  of  a  single  lens  equivalent  to  the 
system  in  magnifying  power.  But,  as  this  is  not  the  case,  a  lens 
replacing  the  system  when  the  conjugate  foci  are  separated  from 
each  other  by  a  distance,  c?,  will  not  replace  it  if  the  foci  are  sepa- 
rated by  any  other  distance,  rfV  a^d  the  difference  in  focal  length  of 
lenses  replacing  the  system  under  these  different  circumstances 
varies  with  the  internal  arrangement  of  the  system.  But  for  any 
constant  distance  between  the  conjugate  foci  any  systena  can  be 
replaced  by  an  equivalent  single  lens ;  and  in  order  to  attach  a  defi- 
nite meaning  to  the  term  "focal  length,"  as  applied  to  triplet 
objectives,  I  would  propose  that  the  focal  length  of  such  an  objec- 
tive be  understood  as  being  the  focal  length  of  a  lens  replacing  the 
system  when  the  distance  between  the  conjugate  foci  is  tea  inches. 

The  present  series  of  experiments  was  begun  upon  the  supposi- 
tion that  a  triplet  microscope  objective  has  an  optical  centre,  and 
the  formula3  applied  to  obtain  the  focal  length  were  based  on  this 
supposition,  which,  on  further  investigation,  proved  to  be  incor- 
rect. Observations  recorded  in  the  sequel  showed,  however,  that 
though  not  exactly  correct,  the  formulas  offer  a  very  close  approxi- 
mation to  the  truth  for  distances  of  about  ten  inches  between  the 
conjugate  foci ;  the  variation  in  the  focal  length  of  the  lens  replacing 
the  system  corresponding  to  a  difference  of  several  inches  in  that 
distance  being  very  small. 

We  may,  then,  deduce  a  formula  by  which  to  find  an  equivaleot 
simple  lens  from  the  relations  between  the  principal  focus,  the  con- 
jugate foci,  and  the  relative  magnitude  of  object  and  image  for 
given  distances  between  them. 

The  principal  focus  of  a  simple  lens  can  be  determined  from  the 

formulae,     +  -.  =  ^^  in  which  p  and  p^  are  the  conjugate  force  ob- 

P  P  fi 
tained  by  direct  experiment,  and  /  is  the  principal  focus  sought. 
Even  if  the  triple  objective  had  an  optical  centre,  this  formul* 
could  not  be  applied  directly,  owing  to  the  practical  impossibility 
of  finding  this  centre,  which,  moreover,  would  change  with  the 
relative  change  of  position  of  the  lenses  composing  it  in  varying 
the  adjustment  for  different  thicknesses  of  the  glass  covering  the 
object.  The  direct  use  of  the  formulae  would  require  the  distances 
p  and  p^  to  be  known.  Some  modification  must,  therefore,  be 
adopted. 

The  method  ordinarily  in  use  by  the  makers  seems  to  be  to  grind 
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the  lenses  with  certain  radii,  which  are  assumed  to  give  approxi- 
mately definite  "focal  lengths.''  The  glasses,  if  tested  at  all,  are 
compared  with  some  standard  objective,  by  means  of  their  magni- 
fying powers  with  the  same  eye-piece,  a  method  liable  to  consider- 
able errors. 

The  method  which  I  use  is  based  upon  two  equations,  the  one 

given  above,  -  +  -.  =  ->(1)  and-^,  =  ?1??-^^_J?2-- =  n  (2),  in  which 
P     P      /  P       size  of  image 

n  is  the  ratio  of  the  size  of  the  object  to  the  size  of  the  image,  the 

conjugate  foci  being  p  and^^     It  is  clear  that  though  we  cannot 

measure  p  and  p^  separately,  we  can  measure  their  sum,  that  is  the 

distance  between  the  object  and  the  image,  which  we  call  I;  n  can 

be  found  by  measuring  the  size  of  thqfimage  of  an  object  of  known 

magnitude,  a  finely  divided  scale  thiDwing  this  image  on  a  second 

divided  scale. 

We  have  from  (1)  pY  +  p/^  =^pp)  or  J/=pp^  =  (Z — p^)  p*  (3),  as 

p  +  p^  =z  I    But  p  =  np^  from  (f);  therefore,  p^  +  np^  =  Z,  and 

P'=^  ^-1  W-  Combining  (8)  and  ^)/?=^--^^--^  and  /=^^^. 

If,  therefore,  we  find  n  and  Z,  we  fin  easily  find/,  the  focal  length 
of  the  equivalent  lens. 

Two  sets  of  experiments  weri  made  with  a  somewhat  different 
arrangement  of  apparatus  in  eafh.  In  both  the  image  of  a  glass 
scale  divided  to  yj^  millimetre  (21'tjTj  ii^ch)  was  thrown  upon  an 
engine-divided  paper  scale  (5*5  or  q\  inch),  the  image  and  the  paper 
being  in  the  focus  of  a  double-ion  vex  lens  used  as  an  eye-piece,  so 
that  the  size  of  the  magnified  inage  was  read  directly  on  the  paper 
scale,  estimating  by  the  eye  t»  tenths  of  the  divisions.  The  dis- 
tance from  the  glass  to  the  paper  was  measured  with  a  steel  rule 
graduated  to  millimetres.  The  magnitude  of  the  image  varies  so 
slowly  for  any  variation  of  /that  this  was  taken  only  in  whole  mil- 
limetres. Any  error  in  tho  measurement  would  be  less  perceptible 
in  the  result,  the  shorter  the  focus  of  the  lens  measured. 

The  first  form  of  apparatus  consists  of  a  stand  with  a  vertical 
block  pierced  with  t\f0  holes,  in  one  of  which  is  ^placed  the  objec- 
tive to  be  measured  \nih  its  optical  axis  horizontal.  Through  the 
other  hole  (the  lower  one)  slides  a  horizontal  bar,  at  one  end  of 
which  is  the  micrometer  used  as  the  object,  at  the  other  end  the 
paper  scale  on  which  the  size  of  the  image  is  measured,  reading 
with  an  eye-piece  detached    from   the  instrument.     This  bar  is 
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moved  in  either  direction  until  the  image  is  thrown  directly  on  the 
paper  scale,  the  motion  being  accomplished  by  a  screw  giving  a 
fine  adjustment,  while  the  nut  in  which  the  screw  plays  is  moved  I 
by  the  hand  for  the  coarse  adjustment.    The  length,  i,  between  the 
two  scales  was  measured  once  for  all. 

The  results  given  by  this  arrangement  were  very  satisfactory, 
but  owing  to  its  horizontal  position  and  a  difficulty  in  centering 
the  lenses,  I  afterwards  adopted  a  somewhat  different  apparatus, 
with  which  most  of  the  recorded  observations  were  made.  Here  I 
employ  a  microscope  stand,  using  simply  the  tube  and  stage, 
placing  the  objective  in  its  usual  position,  and  throwing  the  image 
of  the  micrometer  upon  tht  paper  scale.  The  latter  is  now  gummed 
to  the  end  of  the  tube  usudly  occupied  by  the  eye-piece,  which  is 
replaced  by  a  convex  lens  detached  from  the  instrument  as  before. 
The  distance,  Z,  now  a  variible,  has  to  be  measured  with  each 
objective.  This  arrangementcan  evidently  be  applied  to  all  micro- 
scopes, rendering  it  possible  for  any  one  to  determine  the  focal 
length  of  his  own  objectives  vith  the  greatest  ease. 

The  following  measuremens  will  show  the  accuracy  of  the 
method: — 


ToUes,  Second  Quality  J.             i 

Smith  and  Beck,  J. 

Apparatus  No.  1. 

Apparatus  No.  2. 
1  =  246  mm. 

Apparatus 

No.  1. 

Apparatus  No.  2. 

1  =  811  mm. 

i      1  =  811 

mm. 

1  =  253  Dim. 

f. 

N. 

f.             I         V. 

1       f.         , 

N. 

f.             1        2«. 

•2416 

20 

•2424      1       80 

1     -2115 

20 

1      -2103             40 

•2416 

10 

•2419      1       60 

1     -2112 

30 

'      -2097      1       40 

•2416 

20 

•2416      ;       60 

,     -2107 

80 

•2097            40 

•2397 

20  . 

•2416      1       40 

,      2107 

80 

Mr=-24I1 

M.  =  -2418 

•2107 

30 

M.  =  -2099 

P.  E.  =  -00029 

P.E.  =  00011 

1      -2107 

30 

P.E.  =  001)11 

p.  0.  -r-   COOSS 

p.  6.  =  -00022 

1      -2104 

•2086 

1      -2086 

!      -2079 

M.= 
'       P.E.= 

25 
20 
20 
20 
•2095 
:O0O25 

p.  e.  =  -00019 

1 

1              P.O.^r. 

tO084 

The  preceding  measurements  were  made  VA<th  both  forms  of  ap- 
paratus, and  at  an  early  period  of  the  investi|ation ;  the  following 
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are  by  the  second  method  alone,  and  were  taken  after  considerable 
practice  in  using  the  apparatus. 
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•0911            10 
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M.  =  -0912 
P.  E.  =  00009 
p.  e.  =  -00019 

1  =  264  mm. 

f.                      N. 

•0923            10 
•0914            10 
•0911             10 
M.  =  0916 
P.  E.  =  ^00020 
p.  e.  =  00036 

1 

> 
0 

S 
6 
00 

•0819            10 
-0816            10 
•0816            10 
M.  =  0817 
P.  E.  =  -O0O06 
p.  e.  =  -00010 
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a              ii  II  II 

ll«M-;:j:;^ir2aw  '^ 

In  the  two  preceding  tables,  the  focus  (/)  is  given  in  decimals 
of  an  inch,  as  computed  from  each  reading.     N  is  the  number  of 
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spaces  observed  on  the  micrometer  scale,  and  I  the  distance  between 
the  two  scales.  The  most  probable  mean  (m)  is  computed  by  giv- 
ing weight  to  each  observation  proportional  to  the  number  of  spaces 
(n)  taken;  that  is,  assuming  that  the  whole  error  lies  in  reading  the 
size  of  the  magnified  image  on  the  paper  scale.  P.  e.  is  the  pro- 
bable error  of  the  mean  (m)  and  p.  e,  that  of  one  observation. 

In  all  the  measurements,  the  objective  was  refocussed  for  each 
reading,  and  in  those  given  above  it  was  dismounted  and  remounted 
for  each  set. 

The  table  below  gives  the  results  of  several  hundred  measure* 
ments  on  various  objectives.  The  first  column  gives  the  order  in 
the  table  for  convenience  of  reference ;  the  second  the  name  of  the 
maker  and  designation  as  given  by  him;  the  column  headed  A  gives 
the  adjustment,  w^hether  for  covered  or  uncovered  glass,  with  the 
position  of  the  index,  if  this  is  present ;  also  whether  the  lens  is 
wet  or  dry  if  an  immersion  lens.  The  next  column  gives  in  milli- 
metres the  distance  denoted  in  the  formula  by  I;  that  is,  the  dis- 
tance between  the  two  scales.  The  value  of  /  is  in  all  cases  the 
most  probable  mean  of  a  number  of  observations.  The  column 
headed  B  gives  the  focal  length  indicated  by  the  maker  in  decimals 
of  an  inch.  The  next  column,  headed  "diflF.  A.,"  gives  the  differ- 
ence between  the  actual  focal  length,  as  determined  by  these  ob- 
servations, and  the  designated  focal  length  as  given  in  column  B. 
The  last  column,  headed  "diff.  B.,"  gives  the  difference  in  decimals 
of  an  inch  between  the  extreme  values  of  /  as  given  from  different 
observations  by  this  method. 

The  micrometer  used  as  an  object,  was  a  glass  ruled  scale  divi- 
ded to  tJq  mm.  (jTj'iju  inch,)  except  in  the  objectives  numbered  9, 
10, 16, 18,  28,  81,  32  (marked  with  an  asterisk)  in  which  a  y^'^^  in. 
stage  micrometer  was  substituted,  as  the  more  finely  divided  scale 
could  not  be  read  with  such  low  powers  as  these  objectives  gave. 

Objectives  Nos.  16  and  28  are  single  lenses ;  the  rest  arc  triplets. 
Lens  No.  32,  by  Zentmayer,  had  been  slightly  altered  in  focal 
length  to  adapt  it  to  a  gas  microscope.  The  adjustment  for  covered 
object  shortens  the  focus  of  all  the  glasses  examined,  except  Nos. 
11,  12  and  17,  in  which  a  lengthening  of  focus  takes  place.  No.  11 
is  adjusted  for  glass  covering  when  the  index  is  at  o,  contrary  to 
the  usual  method  in  which  the  greater  the  number  of  the  index  the 
thicker  the  covering  for  which  the  objective  is  adjusted.  Objective 
No  12  is  No.  11  with  the  front  lens  removed  and  an  "  immersion 
front,"  a  lens  of  different  focus  screwed  on  in  its  place. 
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The  contents  of  column  A  may  need  some  farther  explanation. 
The  immersion  lenses  were  measured  both  wet  and  dry  to  deter- 
mine the  change  of  focal  distance,  which  is  very  small  unless  the 
interior  arrangement  of  the  lenses  is  altered  by  moving  the  index 
circle.  The  figures  in  this  column  are  the  numbers  given  by  the 
index  if  there  was  one ;  if  no  index  was  attached  to  the  objective 
the  extremes  of  the  adjustment  were  taken,  and  are  indicated  by  the 
words  "  Unc."  for  uncovered,  and  "  Cov'd  "  for  covered  adjustment. 
The  ,  Jo  millimetre  scale  used  as  the  object  was  always  uncovered, 
whether  the  lens  was  adjusted  for  covered  and  uncovered  objects, 
as  no  other  method  seemed  so  generally  applicable.  This,  of  course, 
rendered  the  definition  somewhat  indistinct  when  the  lens  was  ad- 
justed for  glass  covering,  which  will  explain  the  greater  diflference 
in  the  corresponding  extreme  values  of/  in  the  last  column. 

The  measurements  in  the  preceding  table  were  made  with  the 
second  form  of  apparatus,  so  that  the  length  of  I  varies  slightly  from 
the  normal  length  of  10  inches.  The  extreme  values  are  276  mm. 
(10-87  inches)  for  No.  16  and  235  mm.  (9-25  inches)  for  No.  7.  To 
ascertain  the  effect  of  this  variation  on  /,  the  computed  focal  dis- 
tance, the  following  observations  were  made.  1st.  A  Smith  and 
Beck  J  inch  (No.  14)  was  measured,  first  with  Z  =  279  mm.  (10*98 
inches),  and  then  with  Z=  412  mm.  (16*22  inches).  The  computed 
values  of/  in  the  two  cases  were — 

1  =  279  mm., /= -2102  in.;  Z  =  412  mm., /= '2035  in., 

giving  a  difference  of  only  '0067  inch  in  /  for  a  difference  of  133 
mm.  (5*24  inches)  in  L  2d.  A  ToUes  second  quality  J  inch  (No. 
26)  was  measured  in  the  same  way,  giving  values  of/  as  follows : 

Z  =  2o9  mm., /= -2424  in.;  Z  =  414  mm., /= -2395  in. 

a  difference  of  but  0029  inches,  corresponding  to  a  difference  of  155 
m  m.  (6*10  inches)  in  I.  From  these  results  it  was  inferred  that 
with  the  maximum  deviation  (in  No.  16)  of  22  mm.,  (0*87  in.) 
from  the  normal  value  of  Z,  the  correction  required  to  reduce  the 
value  of/  to  that  standard  length,  would  be  within  the  limits  of 
probable  error,  and  in  most  of  the  objectives  the  deviation  of  I  is 
far  less  than  in  this  case. 

An  examination  of  the  table  will  show  that  the  focal  length  of 
the  objectives  of  some  makers  differs  considerably  from  the  length 
marked  upon  them.     For  example,  No.  84  marked  J  inch  is  really 
Vol.  LIX.— Third  Skriis.— No.  6.— Jitne,  1870.  62 
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a  i  inch  objective;  No.  33  marked  ^  inch  is  really  a  |  inch;  Ko. 
29  marked  *q  inch  is  a  ^.  Lens  No.  14  marked  ^  inch  is  really  a 
J  inch;  but  Nos.  13,  15,  by  the  same  makers,  are  correctly 
designated  ^  inch,  f  inch.  Differences  of  this  kind  must  of 
necessity  lead  to  a  great  confusion  in  comparing  objectives  with 
one  another.  I  would  therefore  suggest  that  each  objective  made 
should  be  measured  before  being  offered  for  sale,  that  this  confusion 
may  cease  to  exist.  A  convenient  arrangement  would  be  to  fix  a 
glass  scale  divided  to  ^\  or  ,  J^^  inch  in  the  draw- tube,  sliding  in 
the  tube  of  the  microscope,  and  measure  as  I  have  already  described. 
The  draw-tube  should  be  moved  till  the  front  of  the  ruled  glass 
shall  be  exactly  10  inches  from  the  micrometer  used  as  the  object. 
Or  it  would  be  more  convenient  still  to  have  an  apparatus  similar 
to  the  first  form,  but  arranged  with  a  suitable  stage  and  stand  so 
that  it  can  be  set  at  any  desired  angle.  The  distance  10  inches 
(264  mm.),  suggested  as  a  standard  is  chosen  because  it  is  the  nor- 
mal distance  of  distinct  vision,  as  well  as  about  the  length  used  by 
microscopists  in  actual  work. 

n  I 
An  inspection  of  the  formula /==•  ^     .  i\a  shows  (1)  that  the  focal 

length  of  any  lens  is  not  inversely  proportional  to  its  magnifying 
power  with  a  given  distance  (Q  between  the  conjugate  foci,  as  is 

commonly  assumed,  but  to  .  .  -ixa)  ^^©  ordinary  supposition  ap- 
proaching absolute  correctness  as  n  increases.  Hence  the  inaccu- 
racy of  any  system  of  estimating  focal  lengths  upon  this  assump- 
tion when  applied  to  lenses  of  long  focus. 

(2.)  The  shorter  the  focal  length  of  the  objective,  the  less  will 
any  error  in  the  measurement  of  I  affect  the  result. 

(8.)  Any  error  in  the  measurement  of  n  also  affects  the  result 
less  in  a  lens  of  short  focus.  It  would  therefore  appear  that  by 
this  method  the  most  accurate  results  are  obtained  with  the  objec- 
tives of  highest  power.  The  following  examples  from  the  records 
of  my  observations  will  illustrate  this  last  point.  The  numerators 
of  the  fractions  arc  the  readings  on  the  paper  scale,  the  denomina- 
tors, the  number  of  spaces  of  the  micrometer  scale  corresponding 
to  these  readings,  the  quotient  being  of  course  the  value  of  one  of 
these  magnified  spaces  in  fiftieths  of  an  inch^ 
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With  objective  No.  16*,  Smith  and  Beck,  IJ  inch — 

Scale  readings  ^^^^  =  2-982.     -^^  =  2-978.    ^  =  2-973. 

Give  values  of  n  =  5'964:.  5-946.  5*946. 

The  corresponding  values  of/  are — 

1-3362  inch.      1-3392  inch.       1-8392  inch. 
I  =  276  mm.     M  =  1-3382  in.    Differences  of  extremes  =  -0030  in. 
With  objective  No.  8,  Nachet  No.  2. 

4.1  "9.  4.1*9  .^4. '4.  4.1 '^ 

Scale  readings  ^=-6866.  ^  =  -6866.  ^  =-6880.  ^=-6883 

Give  values  of  n  =  34-879.         34-879.  34-950.  34-965. 

The  corresponding  values  of/ are — 

-25494  inch.         -25494  inch.         -25446  inch.         -25435  inch. 
Z  =  239mm.     M  = -25466  in.    Diflerence  of  extremes  =  -00059  in. 

With  objective  No.  1,  c,  Hartnack,  No.  10. 

Scale  readings  ^=2-447.  ^  =  2-420.  ?^=2-420.  ^=2-420. 

Give  values  of  w  =  123-29.  122'94.  122-94.  122-94. 

The  corresponding  values  of/  are — 

•07824  inch.         -07845  inch.         -07845  inch.         -07845  inch. 
I  =  249  mm.     M  =  -07839  in.     Difference  of  extremes  =-  -00021  in. 

The  increasing  change  in  /  for  the  same  variation  of  the  scale 
reading  is  clearly  seen  on  comparing  the  above  sets  of  observations. 
The  diminution  of  the  number  of  divisions  measured  in  a  short 
focus  objective  is  a  partially  neutralizing  circumstance,  which  can, 
however,  be  avoided  by  using  a  lens  of  long  focus  for  the  eye-piece, 
so  as  to  gain  a  larger  field  of  view. 

The  chief  difficulty  met  with  in  pursuing  this  research  was  that 
of  procuring  a  suitable  scale  for  the  object,  the  image  of  which  was 
to  be  meaured.  In  the  earliest  measurements  a  scale  on  glass  ruled 
to  ,  ^'q^  inches  was  used,  but  the  lines  were  jagged  at  the  edges,  their 
breadth  was  variable  and  their  spacing  unequal.  Next  an  eye-piece 
micrometer  belonging  to  a  Smith  and  Beck's  microscope  was  used, 
the  divisions  being  ^J^  inch,  but  though  this  was  an  improvement 
on  the  former  the  results  were  still  unsatisfactory.  Finally  a  mi- 
crometer reading  to  ,  J^j  millimetres  was  used,  which  was  all  that 
could  be  desired  in  clearness  and  evenness  of  lines  and  equality  of 
spacing.  In  some  cases,  for  long  focus  objectives  a  ^^'^^  inch  mi- 
crometer scale  was  substituted,  as  before  stated.  The  paper  scale 
used  to  measure  the  size  of  the  image  was  divided  to  ^\  or  5'^  of  an 
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inch,  while  these  divisions  were  sub-divided  by  the  eye  into  tenths, 
giving  the  measurement  to  ^^^y  or  g  J^y  of  an  inch.  The  measure- 
ments can  in  general  be  relied  upon  within  ^i^  or  g^^  of  an  inch. 
A  scale  divided  into  fractions  of  a  millimetre  would  have  been  pre- 
ferable had  such  been  easily  procurable,  as  saving  labor  in  the  cal- 
culation of  the  focal  lengths. 

Difficulty  was  at  first  apprehended  from  the  expansion  of  the 
paper  scale,  especially  as  this  was  attached  to  the  microscope  tube 
by  mucilage,  but  measurements  made  at  different  times  both  when 
moist  and  when  dry  showed  no  appreciable  variation  to  be  ascribed 
to  that  cause.  A  steel  scale  was  at  one  time  substituted,  but  being 
less  easily  read,  its  use  was  abandoned.  A  glass  scale  divided  to 
half  millimetres  would  be  valuable  in  an  extensive  application  of 
this  method,  because  of  the  greater  ease  of  estimating  to  tenths  with 
narrow  lines,  those  on  printed  scales  being  necessarily  somewhat 
coarse. 

The  present  investigation  has  suggested  an  inquiry  into  the  laws 
of  the  foci  of  systems  of  lenses  as  related  to  variations  in  the  dis- 
tances  between  them,  which,  in  connection  with  the  law  of  varia- 
tion of  focal  length  with  varying  values  of  Z,  it  is  my  intention  to 
make  the  subject  of  further  research. 

I  would  take  this  opportunity  of  expressing  my  obligations  to 
the  gentleman  who  have  so  kindly  allowed  me  the  use  of  their  ob- 
jectives, and  especially  to  Mr.  Charles  Stodder  of  the  Boston  Optical 
Works  for  the  large  number  of  triplet  lenses,  by  various  makers, 
which  he  has  placed  at  my  disposal. 

It  is  hoped  that  the  method  described  in  this  paper  may  be  found 
of  value  as  offering  a  ready  and  reliable  method  of  measuring  focal 
lengths,  so  that  there  may  be  no  necessity  of  doubt  as  to  the  true 
focal  length  of  any  objective. 

Boston,  Hay  8d,  1870. 


A  New  XTse  for  the  Ozyhydrogen  Blowpipe.— We  observe 
in  a  cotemporary  that  burglars  are  expected  to  employ  this  instru- 
ment, furnished  with  gas  compressed  in  cylinders,  to  meU  out  locks 
of  safes,  &c.  From  our  own  experience  in  attacking  large  pieces 
of  metal  with  this  instrument,  we  think  no  serious  alarm  need  be 
felt :  the  rapid  removal  of  the  heat  by  conduction  from  the  part 
affected  would  render  any  extended  fusion  impossible  under  the 
essential  conditions  of  the  case. 
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THE  FIRE  ALARM  TELEGRAPH  OF  NEW  YORK  CITY. 

(Concluded  from  page  852.) 

The  Repeater 

is  an  instrument  of  great  perfection  of  workmanship  and  design. 
It  has  a  very  important  and  exensive  work  to  perform.  When  it 
is  necessary  to  send  out  alarms  it  is,  of  course,  of  first  importance 
to  send  to  the  various  engine  houses,  and  next  to  the  street  boxes. 
The  last  signals  would  be  only  for  the  information  of  the  public. 
The  circuit-wheel,  driven  by  regulated  clock-work,  is  here  again 
employed,  but  it  is  constructed  far  differently  from  that  used  in  the 
street-boxes.  In  this  case  each  revolution  of  the  circuit- wheel  is 
made  to  throw  a  single  signal.  In  other  words,  three  revolutions 
will  produce  three  taps  of  the  bells.  The  signals  are  usually  sent 
out  with  a  large  battery  power.  It  would  be  expensive  to  keep  up 
so  large  a  battery  power  upon  every  line  as  is  usually  thought  best 
to  employ  for  this  tapping,  so  the  circuit-wheel  is  made  very  broad 
on  the  face,  and  teeth  faced  with  thick  platina  are  placed  spirally 
upon  it,  and  double  springs,  also  heavily  armed  with  platina,  are 
placed  so  that  the  teeth  come  successively  up  to  the  springs  and 
throw  the  battery  power  into  them.  Practically,  the  aivision  is 
into  eight  sets  of  springs  and  eight  sets  of  teeth  on  each  wheel  or 
roller.  As  the  circuit-wheel  or  roller  revolves  it  communicates 
successively  the  battery  power  into  springs  1234567  8,  and  as 
these  springs  unite,  with  the  lines  the  power  is  successively  thrown 
into  the  eight  successive  lines.  The  full  power  of  one  large  bat- 
tery is  thus  brought  to  bear  successively  on  the  different  lines  in 
order,  and  a  sufficient  number  of  these  circuit  wheels,  with  their 
springs,  are  coupled  together  by  gearing,  so  that  all  the  lines  through 
the  city  may  l^  charged  every  revolution.  How  many  of  these 
lines  shall  be  charged  is  entirely  under  control.  The  switch-board 
allows  the  operator  to  throw  any  number  on  or  off  of  the  repeater. 
The  circuit- wheels  are  driven  by  clock-work  and  weight,  and  as 
long  as  the  machine  is  made  to  run  the  wheels  would  go  on  to  tap 
regular  successive  strokes  on  the  bells  through  the  city.  But  the 
requirements  of  the  fire  service  are  such  that  numerical  signals 
from  1  to  998  may  be  sent  out.  Any  such  signal  may  be  sent  by 
the  machine — ^provided  that  a  plan  for  cutting  off  the  currents  from 
the  rollers  or  circuit- wheels,  at  regular  intervals,  be  provided.  Thus 
if  we  wish  to  send  the  signal  2  3  we  allow  the  circuit- wheels,  in 
full  battery  connection,  to  revolve  twice,  all  the  bells  on  all  the 
lines  will  tap  twice,  but  as  they  revolve  the  third  time  the  battery 
connection  is  severed  from  them,  and  they  revolve  inoperative.  As 
they  make  their  fourth  revolution  the  battery  power  is  again  turned 
on  and  three  revolutions  are  made,  giving  three  more  taps.     At 
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the  conclusion  of  the  third  tap  the  battery  is  again  cut  off  and  re- 
mains cut  off  until  it  is  time  to  commence  a  second  "  round,"  then 
the  same  process  is  repeated.  The  cutting  off  and  throwing  on  of 
the  battery  is  accomplished  by  the  use  of  regulating  wheels — each 
one  cut  to  make  the  different  desired  signals.  These  wheels  have 
teeth  on  them.  They  can  be  attached  to  or  detached  from  the  re- 
peater with  ease  and  rapidity.  Each. tooth  passes  a  certain  point 
in  the  same  space  of  time  occupied  by  one  revolution  of  the  circuit- 
wheels.  The  agency  of  the  teeth  is  to  press  certain  springs  together 
firmly.  The  springs  being  fixed,  and  the  wheels  revolving,  if  the 
first  and  secona  tooth  of  the  wheel  touch  the  springs  and  press  tbem 
together,  the  battery  power  flies  to  the  circuit-wheel.  If,  however, 
the  next  tooth  is  missing,  the  springs  do  not  come  in  contact  and 
the  battery  is  cut  off,  what  signal  shall  be  sent  is,  therefore,  simply 
a  question  of  how  many  teeth  are  left  upon  the  regulating  wheels, 
and  in  what  order  they  occur.  While  regulating  wheel  3  2  7  is 
attached  to  the  repeater  the  instrument  cannot  send  any  other  sig- 
nal— it  is  impossible  to  make  any  mistake. 

But  a  difficulty  presents  itself  in  carrying  out  this  system  of  auto- 
matic telegraphy.  The  relation  of  revolution  of  the  two  wheels, 
that  is  the  regulating  and  circuit- wheel,  must  be  fixed ;  in  order  to 
send  998  the  revolutions  must  be  as  1  to  30,  as  30  teeth  would  be 
required  to  send  all  those  26  taps  and  the  pauses  between.  It  is 
quite  evident,  then,  that  the  pause  between  the  completed  signal  23 
and  its  repetition  is  much  greater  than  between  998  and  its  repetition. 
It  is  desirable  to  have  the  pauses  between  rounds  equal,  and  to  be 
able  to  adjust  it  to  a  certain  number  of  seconds.  This  is  accom- 
plished thus : — Instantly  after  the  last  stroke  of  every  signal  a  pin 
on  the  regulating  wheel  actuates  a  lever  which  immediately  in- 
creases the  speed  of  the  train,  which  speed  is  kept  up  until  the  ma- 
chine stops  itself  precisely  at  the  point  on  the  regulating  wheel 
where  it  commenced  its  action.  At  the  same  instant  that  the  speed 
is  increased,  another  train  of  wheels  is  started  in  action  which  runs 
for  a  certain  regulated  interval  of  time  and  then  stops  itself,  but 
before  stopping  itself  it  restores  the  parts  of  the  other  train  to  the 
condition  they  were  before  the  speed  was  increased,  so  that  when 
again  it  starts  it  is  upon  the  normal  slow  speed.  The  further  office 
of  this  second  train  is  just,  as  it  is  about  to  complete  its  action,  to 
start  again  the  first  train,  so  that  the  complete  signal  is  repeated. 
Now,  as  the  second  train  is  not  tripped  until  the  last  working  tooth 
of  the  regulating  wheel  acts,  the  regulating  or  second  train  goes 
into  action  much  sooner  on  a  short  signal  than  on  a  long  one ;  so 
that  the  first  train  cannot  go  into  action  again  till  the  second  train 
stops ;  so  that  the  effect  is  after  a  short  signal  the  first  train  is 
tripped  and  started  again  almost  immediately  after  it  comes  to  rest ; 
but  after  a  long  signal  it  has  to  wait  until  nearly  the  whole  time 
occupied  by  the  movement  of  the  second  train,  and  thus  the  pause 
is  completely  equalized.  These  actions  of  the  two  trains  upon  each 
other  continues,  and  the  signals  are  repeated  with  great  accuraoy 
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and  uniformity,  as  long  as  the  trains  continue  running ;  but  it  is 
arranged  that  after  a  certain  interval  the  movement  shall  lock  itself 
into  rest  again,  so  that  nothing  can  again  call  it  into  action  except 
the  will  of  the  attendant  who  must  make  two  movements  analogous 
to  the  setting  of  a  hair  trigger  and  then  pulling  it.  The  locking 
arrangement  is  contrived  so  that  it  can  be  set  to  any  number  of 
rounds  or  repetitions  of  signals  required  by  the  department.  If  set 
to  three,  it  will  complete  three  rounds  and  then  lock  itself,  or  if  set 
to  one,  l3ut  one  alone  will  be  sent. 

The  object  then  of  the  repeater  machinery  is  to  send  to  any  num- 
ber of  stations  a  mechanically  correct  numerical  signal,  to  repeat  it, 
whether  short  or  long,  at  regularly  timed  and  equal  intervals,  and 
to  repeat  it  as  many  times  as  required.  This  machine  does  this, 
requiring  that  the  attendant  should  perform  only  two  simple  ope- 
rations. First,  the  attachment  of  the  proper  signal  wheel.  Sec- 
ondly, the  starting  of  the  instrument. 

No  further  attention  is  required;  the  operator  has  his  mind  re- 
lieved at  once  from  responsibility ;  he  may  receive  a  second  alarm 
or  attend  to  other  instruments. 

Before  giving  up  this  instrument  to  the  charge  of  the  Fire  De- 
partment, it  was  tested  with  as  much  work  as  would  ordinarily  be 
given  to  it  during  eighteen  months'  service.  Supplementary  to 
this  elaborate  instrument  is  a  smaller  one  for  sending  any  other 
signals  outside  of  the  numerical  alarms,  such  as  time  signals,  or 
any  general  orders  that  are  to  be  sent  to  engine  houses,  which  can 
be  expressed  numerically.  It  is  also  ready  for  use  in  any  emer- 
gency which  might  prevent  the  use  of  the  larger  instrument.  All 
such  instruments  depend  for  closing  of  circuits  upon  springs  which 
press  upon  toothed  rollers.  In  these  machines  these  rubbing  con- 
nections are  armed  with  thick  pieces  of  platina  very  accurately 
fitted.  The  springs  are  double,  either  one  of  the  two  being  com- 
petent for  the  work.  The  apparatus  is  closely  boxed  up  in  plate 
glass  cases,  yet  as  particles  of  dust  will  sometimes  get  into  even 
such  cases,  and  a  chance  exists  of  lessening  the  perfection  of  this 
circuit  closing,  a  tost  machine  is  added  whereby  the  exact  condition 
of  any  spring  throughout  the  apparatus  can  be  ascertained  at  any 
time  in  less  than  a  minute.  When  not  in  use  each  one  of  the  cir- 
cuit-wheel rollers,  with  its  springs,  is  switched  off  from  the  lines. 
Attached  to  the  machine,  and  behind  the  other  works,  is  a  long 
roller ;  its  office  is  to  press  combinations  of  springs  together ;  if 
moved  twenty  degrees  the  entire  eight  sets  of  springs  of  the  first 
roller  are  thrown  into  connection  with  a  battery  and  a  series  of 
eight  magnets ;  if  moved  forty  degrees  the  second  roller  is  in  like 
manner  connected  with  the  battery  and  the  eight  magnets  and  so 
on  through  the  series. 

The  effect  of  this  will  be  when  the  machine  goes  through  its 
performance,  that  these  eight  magnets  will  be  charged  successively 
instead  of  eight  lines  of  wires.    Now,  these  eight  magnets  play  the 
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role  of  ringiog  eight  bells,  whose  tones  correspond  with  the  natural 
scale  so  familiar  to  almost  every  ear.  A  break  in  this  scale  is  very 
quickly  detected.  If  one  note  is  missing,  or  is  struck  unevenly, 
the  spring  connected  with  that  note  is  not  perfectly  effective.  De- 
tection of  the  slightest  imperfection  is  thus  made  quick  and  sure. 
The  entire  number  of  108  springs  could  thus,  if  desired,  be  tested 
within  ten  seconds.  To  receive  the  alarms  thus  sent  out  by  the 
repeaters,  machines  are  set  up  in  the  engine  houses  and  other  sta- 
tions called — 

Mechanical  Oong  Strikers. 

These  are  large  gongs  struck  with  a  hammer,  moved  with  an 
apparatus  which  is  driven  by  a  weight,  and  wound  up  like  a  clock. 
A  very  delicate  trigger  is  combined  with  this  mechanism,  which  is 
capable  of  very  fine  adjustment.  This  trigger  is  pulled  by  the  mag- 
net and  the  machine  released,  and  one  blow  struck.  The  object  of 
the  machine  is  to  give  a  more  or  less  powerful  blow  proportioned 
to  the  size  of  the  bell,  which  may  weigh  from  five  pounds  to  ten 
thousand.   The  trigger  which  starts  the  action  is  very  easily  moved. 

Such  are  the  principal  machines  used  in  the  Fire  Telegraph,  but 
it  is  proposed  to  supplement  them  with  a  few  circuits  independent 
of  the  fire  lines  which  may  connect  all  alarm  stations,  or  officers' 
quarters,  with  the  Central  Office,  so  that  special  orders,  directions 
for  repairs,  investigation  of  difficulties  and  general  discipline,  may 
be  easily  managed  without  breaking  into  the  Fire  Telegraph  lines, 
which  are  thus  left  exclusively  for  alarms,  for  although  each  sta- 
tion may  be  made  a  complete  telegraph  office  in  emergencies  with 
the  facilities  provided,  it  should  be  used  only  by  the  electric  corps 
of  management  and  not  by  the  department  generally. 

In  the  very  thorough  tests  made  of  these  lines  in  order  to  bring 
them  to  perfection,  two  principals  and  four  subordinate  corps  of 
electricians  have,  with  the  aid  of  the  most  complete  apparatus  pro- 
bably ever  used  for  such  purposes,  reduced  the  working  condition 
and  efficiency  of  the  whole  number  of  lines,  from  an  aggregate  im- 
perfection of  over  900  degrees  to  absolute  freedom.  With  this 
apparently  large  aggregate  escape,  or  imperfection  distributed  over 
all  the  line,  it  is  quite  possible  to  have  all  the  functions  of  the  lines 
and  apparatus  performed ;  but  step  by  step  every  cause  of  disturb- 
ance has  been  so  thoroughly  removed,  that  the  very  last  deflection  at 
3J  degrees  is  announced  by  the  Electrician-in-Chief  to  be  removed, 
and  not  the  slightest  imperfection  exists  at  the  moment  of  writing 
these  lines. 

The  system  of  telegraphy,  which  is  the  foundation  for  this  Fire 
Telegraph,  is  called  the  Central  Office  System  of  the  American  Fire 
Alarm  Telegraph,  but  the  special  adaption  to  the  requirements  of 
this  metropolis,  the  machines  to  carry  out  the  modified  system,  the 
batteries  and  the  automatic  street  boxes  are  the  inventions  and 
patents  of  Charles  T.  Chester,  of  the  firm  of  Charles  T.  &  J.  N. 
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Chester,  contractors  for  the  construction,  under  whom  the  electri- 
cal corps  have  erected  and  constructed  the  apparatus.  The  survey 
and  construction  of  lines,  involving  immense  labor,  has  been  super- 
intended by  Colonel  Stephen  Chester,  of  the  Engineer  Corps,  who 
served,  during  the  war,  in  the  Army  of  the  Potomac. 


THE  *'ANVIL"  PROTUBERANCE 

Of  tho  Total  Eclipse  of  August  7,   1869,  as  observed  near  Sioux  City,  Iowa, 
with  a  four- inch  telescope. 

By  Winthrop  S.  Oilman,  Jr. 

The  large  protuberance  visible  between  angles  230^  and  245° 
in  the  late  Solar  Eclipse,  and  which  was  so  readily  seen  by  tho 
unassisted  eye,  was,  in  the  telescope,  an  object  of  surprising  beauty 
and  grandeur.  I  propose  in  this  paper  to  notice  briefly  some  of 
its  striking  features.  The  atmosphere  of  St.  Paul  Junction,  where 
I  observed,  was  more  than  usually  favorable  to  good  definition, 
and  the  performance  of  my  instrument  I  have  never  seen  sur- 
passed. 

The  "  Anvil "  protuberance  was  first  seen  by  an  assistant  with 
a  small  glass,  several  seconds  previous  to  totality,  and  I  could  still 
see  it  in  my  instrument  when  a  considerable  crescent  of  the  re-  . 
appearing  sun  had  rendered  the  corona  invisible.  Several  months 
study  of  the  sun's  surface  had  prepared  me  to  expect  the  more  re- 
markable protuberances  in  the  southern  hemisphere,  and  having 
selected  the  south-western  quadrant  as  an  especially  favorable 
locality,  from  the  presence  of  faculous  ridges  near  the  limb  two 
days  prior  to  the  eclipse,  the  bright,  '*  anvil  "-shaped  mass  instantly 
attracted  my  attention.  A  hasty  glance  at  other  portions  of  the 
moon's  limb  satisfied  me  that  the  "anvil"  protuberance  possessed 
greater  interest  than  any  other,  and  I,  therefore,  devoted  my  whole 
time  to  its  consideration,  except  so  much  as  was  employed  in  ob- 
taining several  outline  sketches  of  the  corona. 

The  limits  of  the  corona  were  brought  into  view  by  a  slight 
movement  of  the  instrument,  and  its  extent  was  quickly  indicated 
on  diagrams  previously  prepared  for  the  purpose.    At  the  same 
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time  I  indicated,  by  two  heavy  pencil  marks,  the  positions  of  cer- 
tain band,  or  intervals^  in  the  light  of  the  corona  on  opposite  sides 
of  the  moon's  disk.  These  dark  intervals  deserve  a  passing 
notice. 

In  my  colored  sketch  of  the  corona,  made  immediately  afler  the 
eclipse,  and  which  accompanies  my  report  published  by  the  Wash- 
ington Naval  Observatory,  I  have  indicated  the  positions  and 
character  of  these  bands.  The  absorption  bands  of  the  solar 
spectrum  occurred  to  meat  the  time  as  an  illustration  of  the  delicate 
striations  in  these  portions  of  the  corona.  In  the  case  of  one  gap 
a  multitude  of  fine  violet  lines  were  compressed  into  a  space  of 
about  10°  in  width,  forming,  to  my  mind,  one  of  the  most  beauti- 
ful features  of  the  eclipse.  The  same  striated  appearance  was 
noticed  in  other  regions  of  the  corona,  though  in  a  less  striking 
degree. 

These  apparent  gaps  in  the  corona's  light  I  judged  to  be  opposite 
elevated  portions  of  the  chromosphere,  from  the  fact  that  there  was 
a  similar  diminution  of  light  above  the  great  protuberance  as  my 
sketches  show.  This  point  was  not  carefully  examined,  however, 
from  want  of  time.  On  my  return  from  the  south,  in  February 
last,  it  occurred  to  me  to  compare  my  sketch  of  the  corona  with  the 
diagram  of  protuberances  accompanying  Prof.  Mayer's  report  in 
the  October  number  of  this  Journal,  This  I  did,  for  the  first  time, 
on  the  9th  of  that  month,  finding  a  fair  agreement  between  the 
southern  portions  of  his  prominences  5  and  10,  and  the  dark 
bands  given  in  my  sketch.  I  have,  therefore,  little  doubt  but  that 
in  locating  these  dark  intervals  in  my  original  sketches,  I  intended 
to  place  the  western  one  near  285°,  and  the  eastern  one  near  120°, 
great  exactness  not  being  obtainable  in  the  few  moments  given 
to  the  observation.  In  speaking  of  these  bands  as  dark^  I  would 
be  understood  only  as  meaning  that  they  were  sufficiently  so  to  be 
readily  seen. 

Two  things  specially  impressed  me  in  my  first  view  of  the  so- 
called  "  rose  colored  "  protuberances,  viz :  their  stability  and  non- 
roseate  hue.  In  the  case  of  the  "  anvil "  I  was  further  struck  by 
its  harshness  of  outline,  which  gave  an  appearance  of  greater 
solidity  than  was  expected,  and  led  me  to  liken  the  object  to  a 
white  hot  coal. 


Digitized  by 


Google 


pMi 

M 

R 

l^^^^lmP 

W^^^M 

lei^^^ 

Digitized  by  VjOOQIC 


'•-]•' .,-- 


Digitized  by 


Google 


Jt  <*rjyr  Tmsi:  FolZIZ. 


2^  JfUfU'  PromMierto^. 


ru 


JLxtlL  Jai  V  OiA^cn,  J9e1i 


THE  "ANVIL"  PROTUBERANCE 

OF  THE  TOTAL  ECLIPSE  OF  AUG.  7    1669    FROM  SKETCHES 
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AT  ST  PAUL  JUNC*  IOWA. 

OUTLINE   TAKEN     mOM     THC  PM0T09AAFHS 


Digitized  by 


Google 


Digitized  by 


Google 


Tlie  Anvil  Protuberance, 


419 


The  plate  accompanying  this  article  was  prepared  from  my  ob- 
servations of  the  great  protuberance,  with  the  exception  of  the 
outline  of  the  mass,  which 

was  obtained  from  the  last  ^^^-  ^• 

Ottumwa  photograph  of  the 
totality.  In  preparing  this 
illustration  the  lithographer 
has  been  very  successful  in 
copying  my  sketch,  the  plate 
as  given  recalling  the  pro- 
tuberance to  my  mind  with 
great  freshness  and  power, 
the  original  object  to  me  in 
a  most  striking  manner. — 
The  flaky  structure  of  the 
protuberance  I  have  endeav- 
ored to  indicate  by  a  deeper 
tint  of  orange  running  di- 
agonally across  the  flame. 
The  northern  end  is  more  compact  than  the  southern,  which  latter 
breaks  up  into  several  smaller  independent  clouds,  between  which, 
and  suspended  fully  10,000  miles  above  the  solar  surface,  projects  the 
tapering  point  of  the  "  anvil."  A  casual  glance  at  the  sketch  im- 
presses one  with  the  idea  of  a  down-rush  of  the  glowing  matter 
from  the  northern  end  towards  the  "  anvil  "  point.  The  details  of 
the  termination  of  this  tapering  end  are  wholly  from  my  notes 
which  record  that  this  part  of  the  protuberance  which  was  composed 
of  "  fibrous  lines  of  flame  "  apparently  in  motion,  emitting  a  tremu- 
lous light.  I  have  now  a  vivid  recollection  of  the  impressions  pro- 
duced upon  my  mind  by  this  portion  of  phenomenon  which  riveted 
my  attention  for  some  moments.  In  the  photographs  the  tapering 
end  of  the  protuberance  terminates  in  a  misty  ball,  which  is 
nothing  more  than  we  should  expect,  if  there  was  motion  in  the 
fine  lines  of  light  revealed  by  the  telescope. 

That  this  vast  volume  of  incandescent  gaseous  matter  had  some 
connection  with  the  dense  masses  of  faculae  indicated  at  A  Fig.  1 
in  the  accompanying  sketch  of  the  sun's  disk  as  seen  by  me  on  the 
5th  of  August,  I  have  little  doubt.  The  dotted  line  in  this  sketch  is 
intended  to  show  the  portion  of  the  sun  which  by  virtue  of  its  rotation 
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will  coincide  with  the  western  limb  during  the  eclipse.  A  similar  dot- 
ted line  in  the  sketch  of  the  sun  on  August  9th,  Fig.  2,  represents 

the  sun's  eastern  limb  during 
^"   *  the  eclipse.   In  this  instance 

we  have  the  faculous  ridges 
marked  i,  G,  r,  e  which  may 
be  referred  to  prominence 
4,  5,  6  and  7  of  Prof.  May- 
er's  diagram.     It  is  worthy 
of  special  notice   that   the 
faculous  masses  at  i  are  very 
irregularly  disposed,  the  tor- 
tuous windings  of  its  parts 
suggesting  whirling  motions 
in  the  photosphere.      Prof. 
Mayer's     "  Eagle "     promi- 
nence is  a  fit  object  to  hover 
over  such  a  curiously  agi- 
tated portion  of  the  solar  surface.     That  my  sketch  gives  a  correct 
representation  of  the  windings  of  these  ridges  of  facul»  I  feel 
quite  confident.     While  making  the  observation  the 
'^'   *  outlinewaslikenedto  a  rude  drawing  of  a  camel.  The 

resemblance  may  appear  to  some  if  the  page  is  inver- 
ted,  the  camel  being  supposed  to  face  to  the  left. 

A  comparison  of  the  Des  Moines  and  Ottumwa 
pictures  of  the  "  anvil "  protuberance  give  the  fol- 
lowing measurements.    It  will  be  noticed  that  the 
figures  are  somewhat  in  excess  of  those  obtained 
from  the  last  totality  picture  made  at  Burlington. 

Extreme  length  of  the  '<  Anvil  " 266^^  or  119-800  miles. 

"  **       base  of  the  «*  Anvil '' 206^'  ♦*    92-500     ** 

Greatest  altitude  above  the  sun's  surface 81^'"    36-500     " 

Thus  if,  as  is  probable,  the  entire  protuberance  was  not  visible, 
its  base  being  beyond  the  sun's  limb,  we  have  a  bright  cloud  in 
the  solar  atmosphere  nearly,  if  not  quite,  equal  in  volume  to  the 
planet  Jupiter,  and  which  in  the  direction  of  its  length  would  more 
than  suffice  to  stretch  half-way  to  the  Moon  in  her  perigree. 

The  tint  of  the  protuberance  was  according  to  my  estimate  a 
bright  ^re-oran^e,  like  the  white  hot  coals  of  an  anthracite  grate. 
Indeed  I  was  struck  at  my  first  view  of  the  object  with  its  re- 
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semblance  to  a  living  coal,  in  its  color,  texture  and  sharpness  of  out- 
line. 

The  most  remarkable,  and  at  the  same  time,  the  most  beautiful 
feature  of  the  flame,  consisted  of  minute  deep  crimson  flakes  of 
a  singular  brilliancy  of  hue,  which  were  distributed  over  its 
southern  part.  These  flakes  stood  out  against  the  bright  back 
ground  as  if  totally  disconnected  from  the  rest  of  the  pheno- 
menon. In  the  plate  I  have  endeavored  to  give  their  positions 
and  the  direction  of  their  axis,  which  latter  coincided  with  the 
stratification  of  the  protuberance.  I  should  estimate  the  length 
of  these  brilliant  dashes  of  crimson  light  at  from  8"  to  5".  Possi- 
bly in  a  future  eclipse  a  momentary  spectrum  of  them  may  be 
obtained,  as  their  extraordinary  brilliancy  may  make  amends  for 
their  minute  size. 

February  24, 1870. 


CHEMICAL  TABLES  ACCORDING  TO  THE  THEORIES  OF  MODERN 

CHEMISTRY. 

fir  Fbof.  Albert  K.  Leeds. 

So  long  as  chemistry  was  in  a  transition  state  between  the  The- 
ory of  Dualistic  Combination,  the  Electro- Chemical  Theory  of 
Berzelius  and  his  disciples,  (which  reigned  \i:ith  an  almost  absolute 
sway  during  the  first  half  of  the  present  century,)  and  the  Unitary 
Theory  evolved  by  Gerhart,  Laurent,  Dumas,  Hofmann,  and  other 
illustrious  theorists,  chemists  might  reasonably  bear  with  patience 
the  contradictions  and  perplexities  arising  from  the  unsettled  con- 
dition of  the  science.  In  the  opposing  rush  of  contending  opinions, 
the  old  and  well-known  landmarks  had  been  swept  away,  the  high- 
roads of  thought  had  been  blocked  up  by  the  wrecks  of  abandoned 
theories,  and  little  else  except  the  original  soil — the  facts  them- 
selves— remained,  upon  which  the  theories  of  modern  chemistry 
might  enter  and  take  undisputed  possession.  The  few  who  cling 
to  their  ancient  beliefs  have  ceased  to  defend  them,  and  only  plead 
the  inaptitude  of  old  age,  or  the  bias  of  early  education,  in  defence 
of  their  loyalty. 

But  now  that  the  unitary  theory  has  prevailed,  it  is  intolerable 
that  we  should  be  compelled  to  reason  upon  and  perform  the  oper* 
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ations  of  a  chemical  synthesis  or  analysis  by  the  formulae  of  the 
old,  and  compute  its  numerical  results  by  the  data  of  the  new  sys- 
tem. Still  more  so,  that  we  should  calculate  values  for  constitu- 
ents, the  bare  existence  of  which  has  never  been  demonstrated. 
As,  for  example,  that  we  should  calculate  from  the  results  of  an 
analysis  of  felspar,  its  percentage  of  potash,  soda,  lime,  magnesia, 
iron  and  silica,  when  it  has  not  been  proven  that  any  of  these  com- 
pounds exist  as  such  in  the  felspar.  To  evaluate  the  potassium, 
sodium,  calcium,  magnesium,  aluminum,  iron  and  silicon  radicals, 
and  then  add  the  oxygen  sufficient  to  close  the  atomic  group,  is  all 
that  our  present  knowledge  admits  of. 

To  obviate  these  difficulties,  the  table  given  at  the  end  of  the 
present  memoir  was  all  that  was  originally  conceived  of.  It  was 
designed  to  give  in  this  table  the  formulae  and  molecular  weights 
of  the  most  important  substances,  and  to  adapt  it  to  the  ordinary 
calculus  of  synthetic  and  analytical  chemistry.  But  when  it 
became  necessary,  as  a  preliminary  step  in  the  construction  of  such 
a  table,  to  select  values  for  the  atomic  weights  of  the  elements,  a 
source  of  great  perplexity  presented  itself.  The  values  given  in 
the  most  important  general  works  upon  chemistry  were  found,  as 
will  be  seen  by  reference  to  Table  II,  to  exhibit  considerable  dis- 
crepancies, and  to  diflfer  not  only  between  wide  limits,  but  also 
without  apparent  rule.  There  was  no  shorter  way  of  solving  these 
difficulties  than  to  examine  the  sources  from  which  these  numbers 
for  the  atomic  weights  were  originally  drawn.  This  has  been  an 
arduous  task,  and  has  carried  me  far  beyond  the  scope  of  the  first 
intention.  But  the  pleasure  and  instruction  derived  from  the  crit- 
ical study  of  the  classic  literature  of  the  subject,  has  more  than 
repaid  the  outlay  of  time  and  labor. 

First  in  order  and  importance  is  the  chapter  on  the  Bestimmung 
der  Atomgewichte  der  GrundstofFe,  which  is  given  by  Berzelius  in 
the  third  volume  of  the  Leipsic  edition  of  his  Lehrbuch  der  Che- 
mie.  His  wonderful  analytical  skill,  fertility  of  invention,  close 
discrimination,  and  impartial  judgment,  inspire  the  chemist  with 
grateful  admiration  for  his  great  master.  The  numbers  given  by 
Berzelius  are  taken  on  the  oxygen  scale,  0  =  100.  In  the  Table 
of  Atomic  Weights,  according  to  the  original  observers,  I  have 
computed  from  these  numbers  their  corresponding  values  on  the 
hydrogen  scale,  hydrogen  being  taken  as  6*24,  the  number  assigns! 
to  it  by  Berzelius.    But  in  Table  III,  which  I  have  adopted  as  a 
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standard,  the  value  of  the  hydrogen  unit  on  the  oxygen  scale  has 
been  taken  as  6*25,  in  accordance  with  Dumas.  Hence  when  the 
atomic  weights  of  Berzelius  have  been  retained,  their  values  have 
been  recalculated  on  the  supposition  that  the  hydrogen  unit  taken 
on  the  oxygen  scale  is  6*25.  This  will  explain  the  apparent 
discrepancies  between  Tables  I  and  III.  Next  in  importance  to 
the  labors  of  Berzelius,  were  those  of  Dumas,  which  will  be  found 
in  the  Ann.  de  Chem.  [3]  I,  5 ;  VIII,  189,  and  IV,  129.  They 
were  undertaken  with  the  purpose  of  establishing  the  truth  of 
Front's  law — that  the  atomic  weights  of  all  the  elements  are  mul- 
tiples by  some  whole  number  of  that  of  hydrogen.  The  numbers 
which  Dumas  obtained,  compelled  him  to  abandon  the  law  of  Prout 
as  originally  maintained,  and  induced  him  to  promulgate  it  again  in 
a  modiform.  He  brought  forward  the  theory  that  the  elements 
might  be  divided  into  three  groups,  in  the  first  of  which  he  placed 
those  elements  whose  at.  wts.  are  multiples  of  the  at.  wt.  of  hy- 
drogen :  in  the  second,  those  whose  at.  wts.  are  multiples  of  0-5 
the  at.  wt.  of  hydrogen :  in  the  third,  those  whose  at.  wts.  are 
multiplies  of  0*25  the  at.  wt.  of  hydrogen.  But  even  then,  some 
deviations  from  the  experimental  data  was  requisite  to  accommo- 
date his  observed  to  his  theoretical  at.  wts. 

Later,  a  series  of  researches  was  undertaken  by  Stas,  and  pub- 
lished under  the  title  of  Eecherches  sur  les  rapports  reciproques 
des  poids  atomiques,  in  the  Bull,  de  TAcad.  r.  de  Belgique  [2]  X, 
(No.  8,)  1860.  He  redetermined  the  at.  wts.  of  oxygen,  chlorine, 
sulphur,  potassium,  sodium,  silver  and  lead,  with  exceeding  care, 
and  exhausted  the  refinements  of  chemical  an  in  the  purification  of 
his  reagents,  the  variation  of  his  methods,  the  accuracy  of  his 
weighings,  and  the  verification  of  his  results.  The  diflferences 
between  the  numbers  attained  by  Stas,  in  a  great  number  of  trials 
for  the  at.  wt.  of  each  of  the  above-mentioned  elements,  is  less  than 
the  diflferences  between  the  observed  at.  wt.  and  the  at.  wt.  which 
would  be  required  to  bring  it  into  conformity  with  Front's  law. 
Stas  naturally  maintained  that  the  at.  wts.  which  he  had  obtained 
by  unimpeachable  experiments  should  be  adopted,  in  opposition  to 
those  supported  only  bv  theory.  It  has  been  said,  in  reply,  that 
we  must  not  expect  to  find  in  chemistry,  any  more  than  in  botany 
and  zoology,  a  law  of  proportion  between  parts  verified  in  Nature 
with  mathematical  exactness,  but  only  a  more  or  less  close  approx- 
imation ;  a  view  certainly  of  great  plausibility,  and  fortified  by 
abundant  analogy.  At  this  point  the  discussion,  for  lack  of  proof 
more  decisive  on  either  side,  at  present  rests. 

(To  be  Continued.) 
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Frooeedingi  of  the  Stated  Xonthly  Keeting,  April  20tli,  1870. 

In  the  absence  of  the  President  and  Vice-Presidents,  the  meeting 
was  called  to  order  with  Mr.  Charles  S.  Close  in  the  chair. 

The  minutes  of  the  last  meeting  were  read  and  approved. 

The  Actuary  submitted  the  minutes  of  the  Board  of  Managers, 
and  reported  that  at  their  stated  meeting,  held  April  13th  instant, 
donations  to  the  library  were  received  from  the  Eoyal  Astronomi- 
cal Society,  the  Royal  Institution,  the  Institute  of  Actuaries,  and 
the  Society  of  Arts,  London ;  and  the  Manchester  Steam  Users' 
Association,  Manchester,  England ;  I'Academie  des  Sciences,  la  So- 
ciety d'Encouragement  pour  I'lndustrie  Nationale,  Paris ;  et  la  So- 
ciety Industrielles,  Mulhouse,  France;  der  Osterreicheschen  In- 
genieurs-Veriens,  Vienna,  Austria;  Major  L.  A.  Huguet  Latour, 
Montreal,  Canada;  the  Mechanics  Institute,  San  Francisco,  Cal.; 
I.  H.  C.  Coffin,  Esq.,  and  Hon.  John  Lynch,  H.  E.,  Washington,  D.C.; 
W.  W.  Hubbell,  Esq.,  and  the  Mine  Hill  and  Schuylkill  Haven 
Railroad  Company,  Philadelphia. 

The  various  Standing  Committees  reported  their  minutes. 

The  Resident  Secretary  then  read  his  report  on  Novelties  in  Sci- 
ence and  the  Mechanic  Arts,  after  which  the  meeting  was,  on  mo- 
tion, adjourned.  Henby  Morton,  Secretary. 


Living  Organisms  in  Limestones. — M.B^champ  is  the  author 
of  an  interesting  memoir  upon  this  subject,  to  the  French  Academy. 

He  asserts  the  presence,  in  the  limestones  of  various  geological 
periods,  of  living  organisms,  to  which  he  attaches  the  name  of  mi- 
crozymas. 

These  microscopic  beings  he  has  found,  not  only  in  geologically 
modern  deposits,  but  even  in  those  of  Jurassic  age.  To  their  pres- 
ence, he  claims,  is  due  the  fact  that  the  various  limestones,  when 
brought  into  contact  with  starch  or  sugar  solutions,  cause  fermen- 
tation to  set  in;  while  the  same  experiment  with  the  highly  crys- 
talline varieties  of  carbonate  of  lime,  produces  no  trace  of  such  a 
phenomenon. 
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Your  METALLIC  OBMENT  it  bit-, 
tor  than  red  or  whito  lead  for  wMng 
STSAM  JOINTS  or  patohing.  Hot 
rlTeti  do  not  affect  the  Cement;  w  nio 
it  in  Jointi  of  light  twikf,  in  the  plneo 
ofcanlking,  andth^donotleal^^  ^^ 
nee  it  alio  on  gaa-hoUeia. 

i«  J.  J.  QBXSNmiil^ 
"  Jhreinflw  ^  2ciltr  D§fmrimmt^ 
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PRACTICAL  &  ANALYTICAL  CHEMISTRT, 
Chant  Street,  Tenth  Street,  below  Market, 


(B«tt  of  8t  SUphra'a  Church.) 


PHILADELPHIA. 


ESTABLISHED  IN  1836. 


Instmetion  giren  in  GHEMISTBT,  MINEBALOGT  and  QEGLOGT,  hj 
LBOTURES  nnd  PRACTICE,  with  especial  reiirenoe  to  ANALYSIS,  MANU- 
FACTURES and  MEDICINE. 

Analyeei  made  of  Ores,  Minerals,  Gnanos,  Waters  and  articles  of  oommeros 
and  mannfftctare.    Opinions  giyen  on  chemical  questions. 

ttOOTH  Jt  GARRETT. 

Jaxis  C.  Booth» 

ThOS.  H.  GAUiTT. 
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SDIT.BD    BT  « 

PEOF.  HENRY  MORTON,  Ph.D., 

▲  SSIBTBB     BT     TDB     GOMHITTBB     OB     PVBLZ  OAT  lOBf . 
SUS80BXPXI0V,  $&lOO  FEE  AnUK 


This  Journal,  devoted  to  Mechanical  and  Physical  Science,  Giril  Eiigi- 
neering,  and  the  Arts  and  Manufactures,  is  published  in  monthly  numbers 
of  seventj-two  pages  each,  forming  two  volumes  per  annum,  illustrated 
with  engravings  and  wood-cuts.  It  contains  original  and  extracted  articles 
on  all  subjects  of  interest  to  the  Civil  and  Mechanical  Engineer,  to  the 
Manufacturer  and  to  the  man  of  Science,  as  well  as  much  general  informa- 
tionon  Scientific  subjects,  which  is  likely  to  interest  the  general  reader. 

The  Journal  is  now  in  its  forty-third  year  of  publication,  and  has  be- 
come a  standard  work  of  reference. 

T£nMS  Of  SuBSoaiPTiON. — ^Five  dollars  per  annum;  payable  on  the 
issue  of  the  sixth  number.  When  the  full  subscription  (five  dollars)  Is 
paid  in  advance,  the  numbers  will  be  sent  fBXS  of  postaqb. 

Ocmmunicaiums  and  leUern  on  Jyimnen  must  fte  directed  to  the  Aoru- 

ART  Of  THB  FbANKUN  InSTITUTB,   PhILADBLPHIA. 

The  Journal  can  also  be  obtained  firom  the  following : 

DAVID  G.  FRANCIS,  New  York. 

JOHN  WILEY  &  SON,   "        " 

D.  VAN  NOSTRAND,     «       « 

L.  W.  SCHMIDT, 

W.  C.  LITTLE  &  CO.,  Albany,  New  York. 

LITTLE,  BROWN  &  CO.,  Boston,  Massachusetts. 

A-  WILLIAMS  &  CO.,  «  « 

NEW  ENGLAND  NEWS  CO.,  Boston,  Mass. 

JOHN  C.  DOW  &  CO.,  Lawrence,  '' 

THE  WESTERN  NEWS  CO.,  Chicago,  lUinois. 

MOHTTN  &  BESTOR,  Washington,  District  of  Columbia. 

BELL  &  CO.,  San  Francisco,  California. 
Pam.— HECTOR  BOSSANGE  &  SON,  11  Quai  VolUire. 
iondon.— EIVES  &  MAOEY,  61  King  William  Street. 
Who  are  authorized  to  receive  subscriptions  and  to  make  exchanges  for 
periodicals  devoted  to  the  Arts  and  Sciences. 
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r>iiA.T^i:tsra. 


npHE  subscriber  would  respectfully  infQrm  his  friends  and  the  public,  that  he 
JL  continues  to  give  instruction  in  MACHINE,  ARCHITECTURAL,  TOPO- 
GRAPHICAL and  LANDSCAPE  DRAWING,  and  PAINTING  in  OIL  and 
WATER  COLORS.  Dajr  and  Eyening  Classes  at  the  office,  and  instructions 
g^ven  in  Schools  and  Families.  Drawings  for  Patents  correctly  made  and  De- 
signs furnished. 

WM.  E.  KERN, 

No.  225  North  Tenth  Street. 


FBOUFTNSSSI  QOOS  WOBEI         BZASONABLS  SATSS! 

HEUOH  mr.  B&ADLi&y 

$U4t$tr  $f  ItUiilf^ 

Full  hfifbrmation  In  regard  to  PATENTS  sent  free  to  any  addren. 
J»   Ma   XlUfv  HfllflSa 

Jjovq  Btax  IUtlwat  Bridgxs,  Iroh  Roon,  Firb  Pboov  Buildiitgb,  and 
other  important  Engineering  or  Architectural  Works  designed,  and  their  erection 
superintended. 

Office:  426  Walnut  Street,  Philadelphia. 


VBB  EBTSTOna  BSI96B  OOMPAHT, 

Office  and  Works,  gth  Ward.  Pittsburg. 

J.  H.  LINVILLE,  Pres.  426  Walnut  Si,  Phlla, 


Oontractort  and  Buildert  of  Iron  and  Wooden  Bridgefi  Pivot  Bridge^  Iron 
Boof  TruiiOf,  Torn-Tahlei,  Ac.  Hare- the  sole  use  of  the  original  *«  LinTille  Ss 
Piper"  Patent  <<  Weldleis  Cord  Linkg,''  <«  Wros^ht  Iron  Qjlindrioal  Pofti/'  and 
"*  OompriMion  Boame"  now  ipeciiled  for  all  impvtaat  bridges.     - 
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PASCAL  IRON  W0RK8, 

EttabUtlied  In  1831. 

MORRIS,  TASKER  &  CO., 

Ifroaglit  Iron  ITelded  Tubes,  H^ch  to  8  Inches  bore,  for  8tea 
Gas,  Water,  Ac,  with  T's,  L^s  Stops,  Valves,  &c.,  with  Screw  Joints  to  suit  tab 
Kalleable  Iron  and  Brass  Fittings,  Qlass  Blower  Tubes,  Blasting  Tubes,  Ac. 

OalTanlzed  Tubet  and  Fittings  for  water. 

liap-Welded  Boiler  Fluei,  li  to  10  inches  outside  diameter,  cut 
deHnite  Imgths,  22  feet  or  under. 

Artesian  Well  PlpeH,  of  wrought  Iron,  screw-coupled;  flush  inside  and 
out.  A\p  y  of  Oast  Iron,  6,  8,  10  and  12  inches  diameter,  with  wrought  bands ;  flush 
inside  ai.d  out,   and  Pumps  for  same. 

Collt  of  Tobe^  for  boiling  and  eraporating  by  steam  or  hot  water. 

Tuyere  Colls,  for  Blast  Furnaces,  and  tube  cut  and  fitted  to  plans  and  sped 
flcations  sent 

Double  Kettlet,  for  steam  boiling  and  evaporating,  and  cooking  by  stoan.. 

Drying  Closets,  heated  by  steam ;  Wash  Houes  and  Steam  arrangements 
for  Public  Institutions  and  Private  Dwellings. 

Warming  and  Tentllatlnsr  Steam  apparatus  of  the  most  approved  plans 
for  Factories,  Public  Buildings,  Hotels,  Private  Dwellings,  Green  Houses,  Ao. 
constructed  and  adapted  to  the  buildings  to  be  warmed. 

Hot  Water  Apparatus;  Tasker's  Patent  Self-Begulauug  Hot  Water 
Apparatus,  for  Private  Dwellings,  School  Houses,  Hospitals,  Green  Houses,  Ac 

Iron  and  Brass  Castings,  of  every  description. 

Gas  Work.  Castings:  Ketortsand  Bench  Castings  for  Goal  Gas  Works: 
Street  Mains,  Bends,  Branches,  Drips,  Lamp-posts,  Lanterns,  Ac. 

Rosin  Gas  Apparatus,  for  t'actories.  Public  Buildings,  Hospitals,  and 
Private  Dwellings. 

Green  House  Pipes  and  Boilers :  Fire  Doors  and  Frames,  Hot  Water 
Pipes  for  Forcing  Beds,  Pineries,  Garden  Boilers,  &o. 

ColumnSy  Conduit  Pipes,  Pavement  Ghitters,  Soil  Pipe. 

Batla  Tubs,  Sinks,  Sewer  Traps,  Soil  Pans  and  Traps,  and  Water  Closet 
arrangements. 

Screi^rlng   Blaclllnes^   Drill  Stocks,  Stocks  and  Dies,  Taps,  Reamer 
Drills,  Pipe  Tongs,  and  a  general  assortment  of  Gas  and  Steam  FittAra*  Tools  and 
MateriaU. 

WORKS,  S.  Flflla,  beti?reen  Tasker  and  Morris  Sts. 

WAREHOVSi:  Jt  OFFICE^  309  S.  Tblrd  St.,  Pblla. 

8TEPEEH  MOBBIS,  HEVBT  0.  XOBBIS 

raOB.  T.  TA8XEB  Jt,  P.  K.  TASKS 
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HENBT  P.  M.  BIRKINBDVI, 
CIVIL  AND  MECHANICAL  ENGINEER, 

Will  make  EzaminatioDS,  Surveys,  Plans  and  Estimates  for:  or  saperiniend  th« 
construction  of  Watir  Works,  Gas  Works,  Water  Powers,  Machinbrt,  &c. 

Detailed  Dra^rinjra  and  Specifications  prepared  for  Reservoirs,  Dams,  Witter 
Wheels,  Pumping  Engines,  Gas  Holders,  &o, 

H.  P.  M.  B.  brings  to  his  aid  an  experience  of  over  twenty-five  years,  and  can 
refer  to  many  important  works  constructed  by  him,  or  under  his  oireotion. 

OFFICB9  158  Soutb  Fourtb  St. 
RBBIDBNCB,  8989  Baring  StrMt, 
PlOladelplUa. 


1 

VOB  ALL 


Laboratory  and  Manufacturing  Purposes. 
Platinum   Scrap  and  Ore  pnrcliased. 
H.  M.  RA7NOR 

Office,  57  Bond  St.,  New  York. 

The  Brooks  Patent  Parfline  Insulator, 

WOBK8,  22  South  Twenty-flrst  Street,  rhikidelphia. 

All  varieties  of  Insulators  manufactured  at  these 
Works  are  warranted  to  exoel  the  usual  styles  of  Glasc 
and  Bubber  more  than  one  hundred  fold. 

In  yiew  of  the  error  and  delay  in  transmission,  waste 
and  consumption  of  battery  material — the  results  of  de- 
fective insulation — ^its  fragile  nature,  and  expense  of 
renewal,  nothing  is  more  manifest  than  its  economy. 

To  railroad  companies  relying  upon  the  efficiency  of 
their  telegraph  departments,  it  is  of  great  value. 

JOHN   L.   ENOWLTON, 

(Buccestor  to  jr.  W.  ZTNIT  Jt  CO.,) 

Millwrigltts  and  Macltinists, 

2fo.   130  BEEB  STREET,   BHILABELrHIA. 

Manufacturer  of  Steam  Engines  and  Boilers.  Also  all  kinds  of  Saw  Mill,  Plan* 
ing  Mill,  and  Flour  Mill  Machinery.  Sole  Manufacturer  of  Knowlton's  Patent 
Bevel  Saw,  for  Sawing  Ship  Timbers  j  also.  Knowlton's  Circular  Saw,  for  Sawing 
Ship  Plank  to  the  curve  and  Bevel,  and  Knowlton's  Patent  Machine  for  Turning 
and  Grindinsr  Shot,  Shell,  Valve  Balls,  Ten  Pin  and  Billiard  Balls.  Manufacturer 
of  T.  H.  Cushing's  Patent  Saw  and  Planing  Machine,  for  Working  Bridge  Arches 
and  Curved  Timbers.    Jl^^Particular  attention  paid  to  Bepairing. 
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Ctor.  S.  Front  ft  Beed  St8.,  ft  Nos.  614  ft  616  Market  Street^ 

P  Hlli  ADGLPHI  A. 

Mannfaotore  Enamelled  Evaporating  Diehes ;  Ircm  Mortan ,  of  different  f ^ylei ; 
Tinned,  Tamed|  and  Plain  Enamelled  Oanldrone,  from  12  to  120  galloni^  wltk 
an  assortment  of  other  arUoIes  snitable  for  Chemists'  use* 

AMtOUPH.  OTT, 

Jp^rHlopt,  £hvmi  k  f  npteer, 

Hay  be  employed  professionallj  m  expert.  Beports  on  mining  land,  and  inTfli- 
tigations  in  tubjects  involving  both  mechanioal  and  chemical  knowledge,  exami- 
nation of  new  inventions,  etc.    SpeciaUat  for  variooc  branohe*  of  Technology,  viz : 

Construction  of  Gas  Generators,  Preservation  of  Wood,  - 

MANUFACTURE  OF  WHITE  LEAD. 
Dosulphurization  of  Ores,  and  Utilization  of  the  Waste  Products  of  Gas  Worics. 

Address,  73  EAST  SEVEKTH  ST. 

WKW  YftWK  CITY. 

Experience  as  Gonstracting  or  Consulting  Engineer  on  three  Steam  and  five 
Horse  Railways,  seven  Water  Works,  six  Kiver»  Harbor  and  Canal  Improve- 
ments.  Pumping  and  Marine  Engines,  U.  S.  Dry  Dock,  &c.,  &c. 

Office,  No.  48  Fine  Street,  Boom  27,  New  Tork. 
Besidence.  No.  42  Johnson  Street,  Brooklyn. 
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AMERICAN  AND  EUROPEAN, 


OF 


NO.  37  PARK  BOW,  NBW  TOBK.\ 


Foft  a  period  of  nearly  iwenty-five  yean,  Mukn  k  Co.  have  occupied  the  posi- 
tion of  leading  Solicitors  of  American  and  Earopean  Patents,  and,  daring  this 
extended  experience  of  nearly  a  quarter  of  a  century,  they  have  examined  not 
less  than  fifty  thousand  alleged  new  inventions,  and  have  prosecuted  upwards  of 
thirty*thousand  applicaUons  for  patents ;  and,  in  addition  to  this,  they  have  mad« 
at  the  Patent  Office  over  twenty  thousand  preliminary  examinations  into  the 
novelty  of  inventions,  with  a  careful  report  on  the  same. 

MvNK  k  Co.  deem  it  safe  to  say,  that  nearly  one-third  of  the  whole  number  of 
applicaUons  made  for  patents  during  the  past  fifteen  years  has  passed  through 
their  Agency*  which  is  assisted  by  a  Branch  Office  at  Washington  which  watdies 
and  supervises  all  their  cases  as  they  pass  through  official  examination. 

Inventors  who  desire  to  consult  with  us  are  cordially  invited  to  do  so.  We 
shall  be  happy  to  see  them  in  person  at  our  office,  or  to  advise  them  by  letter. 
In  all  cases,  they  may  expect  from  us  an  Tumut  opinion.  For  such  consultations 
opinion  and  advice,  we  make  no  charge.  A  pen-and-ink  sketch,  and  a  description 
of  the  invendon  should  be  sent 

PuuMiNAST  ExAMiKATioir  is  made  into  the  novelty  of  an  invention  by  per- 
sonal search  at  the  Patent  Office*  which  embraces  all  patented  inventions.  For 
this  special  search  and  report,  a  fee  of  $5  is  charged.  We  advise  this  special 
search  only  in  very  doubtful  cases. 

To  Apply  pok  ▲  Patent,  a  model  must  be  furnished — ^not  over  a  foot  in  any 
dimensions.  Send  model  to  Munn  4*  Co.  37  Park  Eow^  New  York,  by  express, 
charges  pud ;  also,  a  description  of  the  improvement,  and  remit  $16  to  cover  first 
Qovemment  fee,  revenue  and  postage  stamps.  ^ 

Caveats  Filed ;  Interferences  Managed ;  Extensions  and  Re-Issues  Obtained  ; 
Assignments  Prepared ;  Designs,  Trade-Marks  and  Compositions  Patented. 

Patents  are  obt^ed  in  all  European  countries. 

For  instructions  concerning  Foreign  Patents,  Re-Issues,  Interferences,  Hints 
on  Selling  Patents,  Rules  and  Proceedings  at  the  Patent  Office,  the  Patent  Laws, 
&e.,  see  our  Instruction  Book.    Sent  free,  by  mail,  on  application. 

Address  all  communications  to 

MUNN  &  CO., 
ITo.  37  JPa/rk  Bow,  yew  York  City. 

Office  in  Washington,  corner  of  F  and  Seventh  Streets. 
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STEjiLH  SilLMHERS. 


WM.  A.  SWEET  &  CO. 

OF  SYRACUSE,  N.  Y.. 

ABB  NOW  PBBPABED  TO  MANUPAOTUBE  TO  OBDBB 


With  Sveef s  Improved  Balance  Valve  &  Variable  Cut-Off. 


This  Valve  Motion  gives  our  Hammers  more  range  and  force  for  large-sized 
work,  and  greater  delicacy  and  precision  for  small  work,  combined  with  entire 
economy  in  use  of  steam  (equal  to  the  Corliss  Engine,)  than  any  other  Hammer 
ever  offered. 

They  use  steam  in  proportion  to  the  work  done.  The  Valve  Motion  is  very 
simple  and  durable ;  is  made  of  the  best  Norway  Iron,  and  case-hardened,  and  all 
the  work  is  done  in  the  best  style  and  finish. 


Weight  of 

Hammer  In 

Ibt. 

Blows  p«r 
MlBttte. 

BlMOf 

Will  Rodace 
Ingot  from 

Approximate 

Wei^totWkole 

inlbi. 

400 

850  to  460 

10  in. 

8}  in.  to  1    in. 

7,000 

600 

260  to  860 

16  in. 

6}  in.  to  1}  in. 

16,000 

1,000 

200  to  800 

20  in. 

7    in.  to  8    in. 

20,000 

1,600 

160  to  260 

80  in. 

10    in.  to  6    in. 

80,000 

2,000 

100  to  160 

40  in. 

14    in.  to  8    in. 

\ 

40,000 

Fonndfttion  Drawings  will  be  forwarded  in  season  to  get  foundation  ready  for 
le  Hammer,  and  a  competent  workman  will  be  sent  to  set  the  Hammer  and  give 
Atraotions  for  working,  at  the  expense  of  the  purchaser.  Frioe  includes 
^rejiohea,  Foundation  Bolts,  Bed-Plate  and  Anvil  Blocks,  delivered  on  board 
«  ears,  boxed  and  packed,  in  good  order. 

Terms,  Cash. 

IMes  and  Die  Chills  extra,  at  10  ots.  per  pound. 

WM.  A.  SWEET  &  CO., 

8TBACU3E,  If.  T. 


Digitized  by 


Google 


Baldwin  Locomotive  Works 


M.  BAIRD  &  COMPANY, 

Broad  &  Hamilton  Streets, 

PHILADELPHIA,  PENNA 


Manu&cture 


[$t$iii$iltt  Stglttf^ 


Especially  adapted  to 

Every  variety  of  Railroad  Service, 

And  U  the  economical  use  of* 

Wood,  G>ke,  Bituminous  and  Anthracite  Coal  as  Fuel. 
All  Work  accurately  fittted  to  Gauges,  and  thoroughly  inter- 
changeable.    Plan,  Materials,  Workmanship,  Finish 
and  EflSciency  fiiUy  guaranteed. 


1£.  BAIRD.  EDWD.  H.  WILLIAMS. 

GEO.  BURNHAM.  WM.  P.  HKNSZEY. 

CHAS.  T.  PARRY.  EDWD.  LONGSTRETH. 
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WILLIAM  SELLERS. 


JOHN  SELLERS,  J»- 


'    .   '    '  '    ^, 


WM.  SELLERS  &  CO., 

MACHINISTS'  FOUNDERS'  SMITHS' 


AND 


BOILER  MABXRS'  TOOLS 

SHAFTING, 

Wilh  Ball  and  Socket-bearings  and  Double  Cone  Vise-couplings,  admitting  of 
the  easiest  {possible  adjustment. 

PULLEY  &  WHEEL  PATTERNS, 

From  which  Castings  or  Finished  Work  will  be  furnished. 

RAILWAY  EftUIPMEITS, 
TVBNISG  AND  TMHSFfift  TABLES  AND  PIYOT  BBIDCIES 


SOLE  HANDFACTURERS  AND  LICENSEES  OF 

aiFF^HD'S    H^JEOTOR, 

FOR  FEEDING  BOILERS. 
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M^CHIIsriSTS*    TOOLS- 


INDUSTRIAL  WORKS, 

PHILADELPHIA. 


UEiDi  IF jmiT.aiin  ir  ui  nim  ir  nn^ 

Lathes,  Planing,  Shaping,  Slotting,  Boring  and  Turning,  and 
Wheel-CQtting  Machines.    Vertical,  Radical,  Horizontal 
and  Suspended  Drills.      Cotter-hole  and  Key- 
seat  Cutting  Machines.     Milling,  Edging, 
Drilling  and  other  Oun  Machinery. 

BOLT  AND  NUT  THREADING  MACHINES. 

DKITUI6-WHESI  liTHES,  (IDUTEKIIfi  liCIUSS,  WIEBL  PUSUI 
Ain>  OTKxm 


Cupolas,  Cranes,  Ladles,  Forges,  Blowers,  Piping,  etc.     Punching 
and  Shearing  Machines.      Bending  Bolls,.  Plate- 
planing,  Angle-iron  Cutting  and  other 

SHAiFTnsra, 

With  improTed  hangers  and  pillow-blocks,  haying  both  vertical  and 
horizontal  adjustment  and  self-adjustment  ball-bearings. 

PULLET  AND  QBARINO  PATTERNS, 
From  which  Castings  or  Finished  work  will  be  furnished. 

BEMENT  ft  DOUGHERTY. 
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Miller  &  Allen. 

MACHINISTS  AND  BOILER  MAKERS, 

OHESTKII,  nnuA, 

MANUFACTURERS  OF 

CORLISS'  STEAM  ENGINES 

▲L80, 

Marine,  River  and  Stationary  Steam  Engines, 
BOI&IBS,  SHAimilfi,  MIU  UABIira, 

AND  MACHINERY  GENERALLY. 

uwis  mLUR.  xuaao  huh. 

FEANKLIN  S.  MILEa 

lVo>  205  Quavry  Street^ 


^I^W    ^mW^VkiliLQtW^Wi 


SCREWS  OF  BRASS,  IRON,  STEEL  AND  GERMAN  SILVER, 

TEUSS  BUTTONS,  SET  SCREWS  and  CHANGE  WHEEL, 

^INS  and  EOLLEBS  for  Sewing  Machines, 

Etc.,  etc.,  etc. 


All  8CBMW8  made  to  order  from  Sttmples  fumUhedt 


Digitized  by 


Google 


PEOPLB'S  WORKS. 


Manufaciurers  of 

High  and  Low  Pressure 
Stationary  Steam  Engines,  Sugar 
Mills,  Saw  Mills,  Grist  Mills,  Marine  Rail- 
ways, Blowing  Cylinders,  Pamping  Engines,  Hoist- 
ing,  Stamping  and   Mining  Machinery  in  general. 
Hydraulic  Presses,  Cranes,  Boilers,  Rolls,  Punching  Machines, 
Shauing,  Pulleys,  Hangers,  &c.,  and  Machinery  of  all  descriptions. 
Steam  Boilers,  Ship  Tanks,  Sugar  Boilers,  Cast  or  Wrought, 
Coolers,  Pans,  &c.     Soap  Pans  and  Curbs  of  all  sizes, 
either  Cast  or  Wrought.     Retorts,  Meters,  Stills, 
&e.     Steam  Pipes,  Building  Fronts,  Col- 
umns, &c.,  fitted  and  put  up. 
We  are  also  prepared  to  execute  all  orders  for  Heayy  and  Light 
Castings,  either  in  green  Sand  or  Loam,  of  Iron  and  Brass,  at  the 
shortest  notice. 

JOHM  HtHSWORTH, 
JACOB  Iff ATI.OR, 

Oor.  Girard  Avenue  and  Front  Streets, 

KENSINGTON,    PHILA. 
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JOHN  DICKINSON, 

Importer  of  Diamonds  and  Carbon  for  Dressing 
Stones  and  Emery  Wlieels. 

riff.! 


Hill- 


Also  for  Drilling,  Reaming,  Sawing,  Turning,  Planing,  Shaping',  Carving,  En- 

f  raving  and  Dressing  Agates,  Grind,  Arkansas  and  other  stones,  Enamel,  Crystal, 
'orcelain  and  other  conglomerates.  Patentee  and  Sole  Manufacturer  of  Shaped 
Diamond  Carbon  Points  for  various  purposes.  Also  •*  SHAW'S  CELEBRATED 
GLAZIER'S  DIAMONDS."  Engraving,  Etching,  Photographing,  Litho|:raph- 
ingf.  Pencil  and  Watch-case  Makers,  Diamond  Gravers,  Points  or  Burnishers, 
Oround,  Re-Set,  or  Polished  with  promptness  and  accuracy.  Carbon  Pointed 
Tools  for  Dentists  or  Watchmakers  on  hand  or  made  to  order. 

JOHH  DICKIHSOIV, 

64  Nassau  Street,  IV.  T. 
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